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PREFACE. 


This  book  is  based  upon  the  ninth  edition  of  "The 
Stresses  in  Bridge  and  Roof  Trusses,  Arched  Ribs,  and 
Suspension  Bridges,  *'  by  one  of  the  Authors  of  this  volume. 
That  work,  however,  has  been  so  thoroughly  rewritten  and 
such  a  large  amount  of  new  matter  has  been  introduced 
that  a  new  title  has  been  adopted. 

It  has  been  the  intention  of  the  Authors  to  prepare  a 
comprehensive  book  covering  all  types  of  trusses  used  to 
a  material  extent  in  American  bridge  practice,  or  at  least 
all  trusses  forming  the  basis  of  that  practice.  In  con- 
formity with  this  plan,  the  most  advanced  methods  of 
stress  computations,  as  well  as  those  that  are  older,  have 
been  employed. 

The  methods  of  influence  lines  and  of  deflections  are 
used  in  the  treatment  of  swing-bridges  as  well  as  the  more 
common  procedure  with  the  theorem  of  three  moments. 

There  will  also  be  found  a  short  chapter  setting  forth 
the  main  features  of  the  application  of  the  principle  of 
least  work  to  the  determination  of  stresses  in  trusses. 

As  graphical  methods  of  analysis  have  been  completely 
set  forth  in  the  Authors*  **The  Graphic  Method  by  In- 
fluence Lines  for  Bridge  and  Roof  Computations,"  the 
graphic  theory  is  but  little  used  in  this  book.  This  work 
and  that  constitute  a  complete  and  comprehensive  practi- 
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IV  PREFACE. 

cal  treatment  of  metallic  bridges,  including  the  designs 
of  structures,  with  the  exceptions  of  suspension  bridges 
and  arched  ribs.  These  two  classes  of  bridge  structures, 
together  with  certain  other  statically  indeterminate  forms, 
will  be  treated  in  a  supplementary  volume  to  be  issued 
at  an  early  day.  This  plan  has  been  followed  in  order  to 
keep  the  present  volume  within  convenient  proportions. 

W.  H.  B. 

M.  S.  P. 

Columbia  UNiVBRSiTY,.Sept.  13,  1905. 
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THE  DESIGN  AND  CONSTRUCTION  OF 

METALLIC  BRIDGES. 


CHAPTER  I. 

"  A  HISTORICAL  SKETCH  OF  BRIDGE   BUILDING. 

Art.  I. — ^The  Earliest  Bridge  Structures. 

History  of  the  earliest  bridge  building  is  lost  in  the 
obscurity  of  prehistoric  times.  Although  the  single  log 
of  timber  and  the  long  flat  stone  were  probably  the  first 
bridges  used  by  primitive  man,  the  earliest  evidences  of 
genume  bridge  construction  are  the  ruins  of  the  masonry 
arches  of  the  ancient  Assyrians,  generally  laid  without  ce- 
menting material  in  the  joints.  Perhaps  the  oldest  arch 
of  this  kind  yet  discovered  is  one  found  at  Nippur,  belonging 
to  a  period  about  four  thousand  years  B.C. 

It  is  well  established  that  the  ancient  Assyrians  main- 
tained a  state  of  civilization  involving  the  transportation 
of  great  quantities  of  agrictiltural  products  and  other 
materials,  and  that  their  internal  commerce  was  largely 
conducted  through  a  perfect  network  of  canals  large 
enough  to  float  boats  of  substantial  tonnage.  It  is  practi- 
cally impossible  that  these  conditions  cotild  have  existed 
through  many  centuries  without  bridge  structures  to  span 
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those  canals  .  Again,  the  Assyrians  were  constructors  of  great 
buildings,  some  of  them -requiring  roof -coverings  of  possibly 
40  or  5o;Jeet /5p{i5;i;or  ijfxpre.  .  I4?is  also  known  that  they  were 
skillful  usere  df  'tiihbei":  •  Ufider  these  circumstances  there 
is  no  reasonable  doubt  that  they  built  tiijiber-beam  bridges 
of  spans  as  great  as  the  safe  reach  of  a  single  log.  The 
ruins  of  enough  stone  or  brick  arches  have  been  found 
in  recent  years  to  demonstrate  clearly  their  ability  to  build 
arches  for  small  bridges  at  least. 

The  ruins  of  structures  dating  back  probably  to  2500 
B.C.  show  that  the  Egyptians  were  also  familiar  with  the 
construction  of  the  arch.  It  is  further  demonstrated  by 
their  constructions  requiring  the  transportation  of  large 
blocks  of  stone  considerable  distances  that  they  were  at 
least  familiar  with  the  use  of  timber  beams  as  long  as  single 
tree-trunks.  The  maintenance  of  their  industrial  opera- 
tions throughout  many  centiuies  amounts  to  conclusive 
evidence  that  they  were  familiar  with  the  construction 
of  both  arches  and  beam  bridges  of  at  least  small  spans. 

The  same  general  observations  may  be  applied  to  the 
early  Greeks,  and  probably  to  other  ancient  nations  who 
had  made  substantial  progress  in  civilization  prior  to  the 
Christian  era. 

The  Chinese  are  reputed  to  have  built  ancient  bridges 
both  of  the  cantilever  and  arch  types  by  using  either  sticks 
of  timber  or  stonework,  but  there  is  no  conclusive  tangible 
evidence  as  to  their  ancient  character. 


Art.  2. — ^Early  Roman  Bridges.- 

The  old  Romans  appear  as  the  first  systematic  builders 
of  bridges  of  magnitude  among  ancient  peoples.  They 
possessed  the  sturdy  character,  force,  and  structural  intelli- 
gence necessary  for  the  production  of  great  engineering 
works,  among  which  their  early  bridges,  chiefly  across  the 
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Art.  3.] 


ROMAN  ARCHES. 


Tiber  at  Rome,  are  the  most  prominent  instances.     They 
built  both  in  timber  and  stone. 

The  oldest  of  these  Tiber  bridges  was  built  in  timber 
and  is  known  as  Pons  Sublicius,  which  indicates  that  it 
was  a  pile  bridge  or,  at  least,  probably  with  pile  piers.  It 
should  be  remarked  in  this  connection,  however,  that 
Lanciani,  an  excellent  authority  on  the  works  of  the  ancient 
Romans,  believes  that  the  abutments  and  piers  were  of 

Crofts-section  at  Pier. 


Plan  at"  Pier. 
Fig.  I. — Bridge  Thrown  Across  the  Rhine  by  Julius  Csesar. 

masonry.  It  is  also  supposed  that  this  may  have  been  a 
bridge  of  timber  arches.  As  near  as  can  be  determined 
its  date  was  probably  about  625  b.c. 

The  military  timber-pile  bridge  which  Julius  Caesar 
built  across  the  Rhine,  reputedly  in  ten  days,  for  the 
passage  of  his  army,  is  also  historical. 


Art.  3. — ^Roman  Arches* 

A  nMsonry  arch  bridge  was  built  across  the  Tiber 
near  Rome  by  the  Censor  jElius  Scaurus  in  the  year  100  b.c, 
and  as  rebuilt  and  repaired  from  time  to  time  it  is  now 
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known  as  the  Ponte  Molle.  The  spans  of  the  arches  vary 
from  51  to  79.8  feet,  and  the  width  of  the  structure  is  a 
little  less  than  29  feet. 

In  or  about  the  year  104  a.d.  the  emperor  Trajan  con- 
structed what  is  supposed  to  be  a  wooden  arch  bridge 
with  masonry  piers  across  the  Danube  just  below  the 
Rapids  of  the  Iron  Gate. 

A  bas-relief  on  the  Trajan  Column  at  Rome  exhibits 
the  timber  arches,  but  fails  to  give  the  span  lengths,  which 
have  been  the  subject  of  much  controversy,  some  supposing 
them  to  have  been  as  much  as  1 70  feet. 


Fig.  2. — ^Trajan's  Bridge. 


The  ancient  Pons  Fabricius,  now  known  as  Ponte  Quat- 
tiro  Capi,  still  exists,  and  it  is  the  only  one  which  remains 
intact  after  the  expiration  of  nearly  two  thousand  years. 
It  has  three  arches,  the  fourth  being  concealed  by  the 
modem  embankment  at  one  end ;  a  small  arch  pierces  the 
pier  between  the  other  two  arches.  This  structure  is  divided 
into  two  parts  by  the  island  of  i^sculapius.  It  is  known 
that  a  wooden  bridge  must  have  joined  that  island  with  the 
left  bank  of  the  Tiber  as  early  as  192  b.c,  and  a  similar 
bridge  on  the  other  side  of  the  island  is  supposed  to 
have  completed  the  structure.  While  Lucius  Fabricius 
was  Commissioner  of  Roads  in  the  year  62  B.C.  he  recon- 
structed the  first-named  portion  into  masonry  arches.  An 
engraved  inscription  below  the  parapets  shows  that  the 
work  was  duly  and  satisfactorily  completed,  and  further 
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that  it  was  the  oistom  to  reqiiire  the  constructors  or  build- 
ers of  bridges  to  guarantee  their  work  for  the  period  of 
forty  years. 

The  Pons  Cestius  is  a  bridge  since  known  as  the  Pons 
Gratianus  and  Ponte  di  S.  Bartolomeo.  Its  first  construc- 
tion is  supposed  to  have  been  completed  in  or  about  46  B.C., 
and  it  was  rebuilt  for  the  first  time  in  a.d.  365.  A  third 
restoration  took  place  in  the  eleventh  century.  The 
modem  reconstruction  in  1 886-1 889  was  so  complete  that 
only  the  middle  arch  remains  as  an  ancient  portion  of  the 
structure.  The  island  divides  the  bridge  into  two  parts 
the  Ship  of  ^Esculapius  lying  between  the  two,  but  it  is  not 
known  when  or  by  whom  the  island  was  turned  into  that 
form. 

Another  old  Roman  bridge,  of  which  but  a  small  portion 
is  now  standing,  is  Pons  ^Emilius,  the  piers  of  which  were 
founded  im  8 1  b  .  c . ,  but  the  arches  were  added  and  the  bridge 
completed  only  in  143  B.C.  It  was  badly  placed,  so  that 
the  current  of  the  river  in  times  of  high  water  exerted  a 
heavy  pressure  upon  the  piers,  and  in  consequence  it  was 
at  least  four  times  carried  away  by  floods,  the  first  time  in 
the  year  a.d.  280. 

The  discovery  of  what  appears  to  be  a  row  of  three  or 
four  ruins  of  piers  nearly  340  feet  up-stream  from  the  Ponte 
Sisto  seems  to  indicate  that  a  bridge  was  once  located  at 
that  point,  although  little  or  nothing  is  known  of  it  as  a 
bridge  structure.  Some  suppose  it  to  be  the  bridge  of 
Agrippa. 

The  most  historical  of  all  the  old  Roman  bridges  is  that 
which  was  called  Pons  -i^lius,  now  known  as  Ponte  -S. 
Angelo,  built  by  Hadrian  a.d.  136.  Before  the  recon- 
struction of  the  bridge  in  1892,  six  masonry  arches  were 
visible,  and  the  discovery  of  two  more  since  that  date 
makes  a  total  of  eight,  of  which  it  is  supposed  that  only 
three  were  needed  in  a  dry  season      The  pavement  of  the 
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approach  to  this  bridge  as  it  existed  in  1892  was  the 
ancient  roadway  surface.  Its  condition  at  that  time  was 
an  evidence  of  the  substantial  character  of  the  old  Roman 
pavement. 

Below  this  bridge  the  remains  of  another  can  be  seen  at 
low  water.  It  is  supposed  that  this  structure  was  the  work 
of  Nero,  although  its  name  is  not  known.  The  modem 
Ponte  Sisto  is  a  reconstruction  of  the  old  Pons  Valentinianus, 
or  bridge  of  Valentinian  I.  The  latter  was  an  old  Roman 
bridge,  and  it  was  regarded  as  one  of  the  most  impressive 
of  all  the  structures  crossing  the  river.  It  was  rebuilt 
in  A.D.  366-367. 

The  most  of  these  bridges  were  built  of  masonry  and 
are  of  the  usual  substantial  type  characteristic  of  the  early 
Romans.  They  were  ornamented  by  masonry  features  in 
the  main  portions  and  by  ornate  balustrades  along  either 
side  of  the  roadway  and  sidewalks. 

Among  the  early  Roman  bridges  should  be  mentioned 
that  constructed  at  Alcantara  in  Spain,  supposedly  by 
Trajan,  about  a.d.  105.  It  is  670  feet  long  and  its  greatest 
height  is  210  feet.     One  of  its  spans  is  partially  destroyed. 

In  the  old  Roman  miUtary  expeditions,  the  art  of  con- 
structing temporary  timber  structures  along  lines  of  com- 
munication was  well  known  and  practiced  with  a  high  degree 
of  ability.  Just  what  system  of  construction  was  employed 
cannot  be  determined,  but  piles  were  constantly  used^ 
At  least  some  of  these  timber  military  bridges,  and  possibly 
all,  were  constructed  with  comparatively  short  spans,  the 
trusses  being  composed  of  such  braces  and  beams  as  might 
be  put  in  place  between  bents  of  piles.  Some  of  the  sticks 
of  these  bridges  have  been  found  in  the  beds  of  German 
rive.rs.  and  at  other  places,  perfectly  preserved  after  an 
immersion  of  about  two  thousand  years. 

The  Romans  developed  the  semicircular  arch  to  a  high 
degree  of  excellence,  and  used  it  most  extensively  in  many 


Art.  4.]  BRIDGES  OF  THE  MIDDLE  AGES.  7 

sewers,  roads,  and  aqueducts.  While  the  aqueduct  spans 
were  tisually  made  with  a  length  of  about  18  or  20  feet, 
they  built  arches  with  span  lengths  as  much  as  120  feet 
or  more,  comparing  favorably  with  modem  arch-bridge 
work.  They  seldona  used  any  other  curve  for  their  arches 
than  the  circle,  and  when  they  built  bridges  an  odd 
number  of  spans  was  usxially  employed  with  the  central 
opening  the  largest,  possibly  in  obedience  to  the  well- 
known  esthetic  law  that  ap  odd  number  of  openings  is 
more  agreeable  to  the  eye  than  an  even  number.  Appar- 
ently they  were  apprehensive  of  the  safety  of  the  piers 
frona  which  their  arches  sprang,  and  it  was  not  an  uncom- 
mon rule  to  make  the  thickness  of  the  piers  one  third  of  the 
clear  span.  Nearly  one  fourth  of  the  entire  length  of  the 
structure  would  thus  be  occupied  by  the  pier  thicknesses. 
Although  the  use  of  mortar,  both  lime  and  cement,  early 
came  into  use  with*  the  Romans,  they  usually  laid  up  the 
ring-stones  of  their  arches  dry,  i.e.,  without  the  interposi- 
tion of  mortar  joints. 

In  addition  to  the  Roman  bridges  to  which  reference 
has  already  been  made  the  aqueducts  supported  upon 
masonry  arches,  btiilt  for  the  purpose  of  supplying  water 
to  the  city  of  Rome,  haye  for  centuries  been  famous  as 
great  engineering  works,  as  have  also  other  and  similar 
masonry  viaduct  arches  built  in  France,  Spain,  Greece,  and 
other  points  both  in  Europe,  Asia  Minor,  and  Africa. 

Art.  4. — ^Bridges  of  the  Middle  Ages. 

After  the  decadence  of  Rome  the  construction  of 
bridges  as  well  as  of  other  large  public  works  was  nearly 
abandoned  throughout  the  most  of  Europe,  although 
occasionally  a  notable  structure  was  completed.  In  1146 
a  stone  arch  bridge  was  built  over  the  Danube  at  Regens- 
burg   or   Ratisbon,  Bavaria.      Forty-two   years    later,    in 
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1 1 88,  the  famotis  masonry  arch  bridge  over  the  river 
Rhone  at  Avignon  was  finished.  The  arches  of  this  bridge 
were  of  elliptical  outline  with  the  smallest  radius  of  curva- 
ture at  the  crown.  This  structure  was  built  by  a  religious 
brotherhood  called  **Fratres  Pontis,"  which  devoted  itself 
to  the  building  and  repair  of  bridges  during  the  middle 
ages. 

The  old  London  bridge,  a  series  of  stone  arches  over 
the  river  Thames,  was  begun  by  the  priest  and  chaplain, 
Peter  of  Colechurch,  in  1176,  but  he  died  four  years  prior 
to  its  completion  in  1209.  This  bridge  therefore  required 
thirty-three  years  for  its  construction.  It  succeeded  a 
timber  bridge,  which  was  the  first  bridge  structure  built 
across  the  Thames  at  London  at  some  earlier  date  not  now 
determinable. 

The  old  masonry  London  bridge  built  by  Colechtirch 
has  become  famous  from  the  series  of  timber  houses  three 
stories  high  built  along  it  from  end  to  end,  the  roadway 
being  carried  through  the  centre  of  the  first  floors  of  the 
houses  in  a  covered  arched  passageway.  These  houses^ 
said  to  be  beautiful  structures,  were  fitted  on  the  roofs  as 
promenades.  They  were  burned  in  1666,  but  were  rebuilt 
more  handsomely  than  before.  The  thickness  of  the'  piers 
ranged  from  25  to  34  feet,  two  thirds  of  the  entire  waterway ^ 
about  337  feet  in  width,  being  occupied  by  them.  The 
new  London  bridge  now  standing,  which  took  the  place  of 
the  old  bridge,  was  designed  by  George  Rennie  and  built 
by  his  brother  Sir  John  Rennie,  the  eminent  engineer. 
The  centre  arch  has  a  span  of  152  feet  and  a  rise  of  29.5 
feet  above  Trinity  high-water  mark.  The  other  span  lengths 
are  140  and  130  feet. 

The  Trinity  arch  bridge  at  Florence,  which  some  have 
considered  the  handsomest  arch  bridge  in  existence,  was 
built  in  1566.  The  longest  span  is  96  feet  in  the  clear, 
while  the  adjoining  spans  are  83  feet  and  86  feet  in  the 
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clear.  The  famous  bridge  of  the  Rialto  at  Venice  was 
begun  in  1587  and  finished  in  1591.  It  is  a  segmental  arch 
91  feet  in  span,  having  a  width  of  footway  of  72  feet.  Its 
rise  is  about  24  feet. 

A  remarkable  triangular  arch  bridge  of  three  pointed 
arch  openings  with  a  common  crown  was  built  at  Croyland 
in  England  at  an  early  date,  possibly  as  early  as  943,  although 
some  think  it  was  built  in  the  early  part  of  the  fourteenth 
centtiry. 

Other  masonry  arch  bridges  were  built  at  various  points 
in  Europe  prior  to  1 700,  possessing  generally  less  interest  than 
those  named.  Some  were  of  unusual  design  with  the  apex 
of  the  roadway  at  the  crown  of  the  arch,  approached  on 
either  side  by  a  steep  grade.  Masonry  arches  continued 
to  be  built  throughout  the  eighteenth  centtiry,  but  they 
possessed  few  characteristics  different  from  those  which  had 
previously  been  constructed. 

Art.  5. — Early  Timber  Bridges. 

Foreign  Bridges, 

In  the  history  of  bridge  building  the  middle  and  latter 
half  of  the  eighteenth  centtiry  are  notable  as  witnessing 
the  construction  of  the  first  timber  bridges,  resembling  to 
some  extent  the  truss  type,  and  the  construction  of  the 
first  iron  bridges,  which  were  cast-iron  arches.  Probably 
the  most  remarkable  of  all  timber  structures  was  the 
bridge  at  Wittingen,  built  in  1758  by  the  Grubenmann 
Brothers.  Its  design  was  a  mixture  of  arch  and  truss 
which  would  certainly  defy  analysis  by  stress  computa- 
tions. It  possessed  what  may  be  termed  three  horizontal 
chords,  one  at  the  top  of  the  structure,  one  about  midway 
of  its  depth,  and  the  other  at  the  bottom.  It  had  some 
characteristics  of  an  arch,  although  there  was  no  true  arch 
member    running    throughout    its    length.     It    consisted 
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more  nearly  of  a  superposition  of  a  number  of  queen-post 
trusses  with  some  timbers  disposed  throughout  its  length  in 
such  a  way  as  to  act  somewhat  like  an  arch.  The  span  of 
this  bridge  was  390  feet.  It  was  burned  about  1 799.  The 
SchaflQiausen  bridge  built  by  the  same  engineers  at  nearly 
the  same  time  as  the  Wittingen  bridge  was  of  essentially 
the  same  tjrpe,  but  it  had  two  spans,  one  of  1 72  feet  and  the 
other  of  193  feet. 

American  Bridges. 

In  1660  what  was  called  the  **  Great  Bridge,"  a  bridge 
on  piles,  was  built  across  the  Charles  River  near  Boston. 
Other  similar  structtu'es  followed,  but  the  first  loi^-span 
timber  bridge,  where  genuine  bridge  trussing  or  framing 
was  used,  appears  to  have  been  completed  in  1792,  when 
Colonel  William  P.  Riddle  constructed  the  Amoskeag 
Bridge  across  the  Merrimac  River  at  Manchester,  N.  H., 
in  six  spans  of  a  little  over  92  feet  from  center  to  center 
of  piers.  From  that  time  timber  bridges,  mostly  on  the 
combined  arch  and  truss  principle,  were  built,  many  of 
them  examples  of  remarkably  excellent  engineering  struc- 
ttu'es for  their  day.  Among  these  the  most  prominent 
were  the  Bellows  Falls  Bridge,  in  two  spans  of  184  feet  each 
from  center  to  center  of  piers,  over  the  Connecticut  River, 
built  in  1785-92  by  Colonel  Enoch  Hale;  the  Essex- 
Merrimac  Bridge  over  the  Merrimac  River,  three  miles 
above  Newburyport,  Mass.,  built  by  Timothy  Palmer  in 
1792,  consisting  of  two  bridges  with  Deer  Island  between 
them,  the  principal  feature  of  each  being  a  kind  of  arched 
truss  of  160  feet  span  on  one  side  of  the  island  and  113  feet 
span  on  the  other;  the  Piscataqua  Bridge,  seven  miles 
above  Portsmouth,  N.  H.,  in  which  a  "stupendous  arch 
of  244  feet  chord  is  allowed  to  be  a  masterly  piece  of  archi- 
tecture, planned  and  built  by  the  ingenious  Timothy 
Palmer  of  Newburyport,   Mass.,"  in  1794;    the  so-called 
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** Permanent  Bridge*'  over  the*  Schuylkill  River  at  Phila- 
delphia, built  in  1804-06,  in  two  arches  of  150  feet  and 
of  195  feet,  all  in  the  clear,  after  the  design  of  Timothy 
Palmer;  the  Waterford  Bridge  over  the  Hudson  River, 
built  in  1804  by  Theodore  Burr,  in  four  combined  arch  and 
truss  spans,  one  of  154  feet,  one  of  161  feet,  one  of  176 
feet,  and  the  fourth  of  180  feet,  all  in  the  clear;  the  Trenton 
Bridge,  built  in  1804-06  over  the  Delaware  River  at  Trenton, 
N.  J.,  by  Theodore  Burr,  in  five  arch  spans  of  the  bow- 
string type,  ranging  from  161  feet  to  203  feet  in  the  clear; 
a  remarkable  kind  of  wooden  suspension  bridge  (Fig.  3) 
built  by  Theodore  Burr  in  1808  across  the  Mohawk  River 
at  Schenectady,  N.  Y.,  in  spans  ranging  in  length  from 
157  feet  to  190  feet;  the  Susquehanna  Bridge  at  Harris- 
burg,  Pa.,  built  by  Theodore  Burr  in  1812-16  in  twelve 
spans  of  about  210  feet  each;  the  so-called  Colossus  Bridge 
(Fig.  4) ,  built  in  1812  by  Lewis  Wemwag  over  the  Schuylkill 
River  at  Fairmount,  Pa.,  with  a  clear  span  of  340  feet  3 J 
inches;  the  New  Hope  Bridge,  built  in  18 14  over  the 
Delaware  River,  in  six  175  foot  combined  arch  and  truss 
spans,  and  a  considerable  number  of  others  built  by  the 
same  engineer. 

Some  of  these  wooden  bridges,  like  those  at  Easton, 
Pa.,  and  at  Waterford,  N.  Y.,  remained  in  use  for  over 
ninety  years  with  only  ordinary  repairs  and  with  nearly 
all  of  the  timber  in  good  condition.  In  such  cases  the 
arches  and  trusses  have  been  housed  and  covered  with 
boards,  so  as  to  make  what  has  been  commonly  called  a 
covered  bridge.  The  curious  timber  suspension  bridge 
built  by  Theodore  Burr  at  Schenectady  was  used  twenty 
years  as  originally  built,  but  its  excessive  deflection  imder 
loads  made  it  necessary  to  build  up  a  pier  imder  the  middle 
of  each  span  so  as  to  support  the  bridge  structure  at  those 
points.  These  bridges  were  all  constructed  to  carry  high- 
way traffic,  but  timber  bridges  to  carry  railroad  traffic  were 
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subsequently  built  on  similar  plans,  except  that  Burr's 
plan  of  a  wooden  suspension  bridge  at  Schenectady  was 
never  repeated. 

A  later  type  of  timber  brieve  which  was  most  extensively 
used  in  this  country  was  invented  by  Ithiel  Town  in 
January,  1820,  which  was  known  as  the  Town  lattice  bridge. 
This  timber  bridge  was  amoi^  those  used  for  railroad 
structures.     As  shown  in  Fig.  5  it  was  composed  of  a  cbse 


ijS  (cct  clear  ipan. 
Fic.  ;.— Town  Lattice  Tniss. 

timber  lattice,  heavy  planking  being  used  as  the  lattice 
members,  and  they  were  all  joined  by  wooden  pins  at  their 
intersections.  This  type  of  timber  structure  was  com- 
paratively common  not  longer  ^o  than  twenty-five  years, 
and  probably  some  structures  of  its  land  are  still  in  use. 
The  close  latticework  with  its  many  pinned  intersections 
made  a  safe  and  strong  framework,  and  it  enjoyed  deserved 
popularity.  It  was  the  forerunner  in  timber  of  the  modem 
all-riveted  iron  and  steel  lattice  truss.  It  is  worthy  of 
statement,  in  connection  with  the  Town  lattice,  that  its 
inventor  claimed  that  his  trusses  could  be  made  of  wrought 
or  cast  iron  as  well  as  timber.'  In  many  cases  timber 
arches  were  combined  with  them. 
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The  next  distinct' advance  made  in  the  development  of 
bridge  construction  in  the  United  States  was  made  by- 
Brevet  Lieutenant-Colonel  Long  of  the  Corps  of  Er^ineers, 
U.  S.  A.,  in  1830-39,  and  by  William  Howe,  who  patented 
the  bridge  known  as  the  Howe  truss  (Fig.  6),.althot^h  the 
structure  more  lately  known  under  that  name  is  a  modi- 
fication of  Howe's  or^nal  truss.  Long's  truss  was  entirely 
of  timber,  including  the  keys,  pins,  or  treenails  reqmred, 
and  it  was  frequently  built  in  combination  with  the  wooden 


Fig.  6.— a  Howe  Truss  Bridge  of  about  lao  Feet  Span. 

arch.     It  was  considerably  used,  but  it  was  not  sufficiently 
popular  to  remain  in  use. 

The  Howe  truss  was  not  an  all-wooden  bridge.  The 
top  and  bottom  horizontal  members,  known  as  "chords," 
the  inclined  braces  between  them  and  the  vertical  end  braces, 
all  connecting  the  two  chords,  were  of  timber  and  they 
were  bolted  at  all  intersections;  but  the  vertical  braces 
were  of  round  iron  with  screw  ends.  These  rods  extended 
throi^h  both  chords  and  received  nuts  at  both  ends  bearing 
on  cast-iron  washers.  These  wnn^ht-iron  round  rods  were 
in  groups  at  each  panel-point,  numbering  as  many  as 
existing  stresses  required.  The  ends  of  the  timber  braces 
abutted  against  cast-iron  joint-boxes.  The  railroad  floor 
was  carried  on  heavy  timber  ties  running  entirely  across 
the  bridge  and  resting  upon  the  lower-chord  members. 
It  was  a  structure  simple  in  character,  easily  framed,  and 
of  materials  easily  secured.     It  was  also   easily  erected 
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and  could  quickly  be  constructed  for  any  reasonable  length 
of  span.  It  possessed  so  many  merits  that  it  became 
widely  adopted  and  is  used  in  modified  form  at  the  present 
day,  particularly  on  lines  where  the  first  cost  of  construc- 
tion must  be  kept  as  low  as  possible.  The  large  amount 
of  timber  in  it  and  the  simple  character  of  its  wrought- 
iron  or  steel  members  greatly  reduces  its  first  cost. 

In  1844  the  two  Pratts,  Thomas  W.  and  Caleb,  patented 
the  truss,  largely  of  timber,  which  has  been  perpetuated 
in  form  by  probably  the  largest  number  of  iron  and  steel 
spans  ever  constructed  of  a  single  tjrpe.  The  original 
Pratt  trusses  had  timber  upper  and  lower  chords,  but  the 
vertical  braces  were  also  made  of  timber  instead  of  iron, 
while  the  inclined  braces  were  of  wrought  iron  with  screw 
ends,  the  reverse  of  the  web  arrangement  in  the  Howe 
type.  This  truss  had  the  great  advantage  of  making  the 
longest  braces  (of  iron)  resist  tension  only,  while  the  shorter 
vertical  l)races  resist  compression.  As  a  partial  timber 
bridge  it  could  not  compete  with  the  Howe  truss,  because 
it  contained  materially  more  iron  and  consequently  was 
more  costly.  This  structure  practically  closed  the  period 
of  development  of  timber  bridges. 

Art.  6. — Early  Iron  Bridges. 

Probably  the  first  application  of  iron  to  the  construc- 
tion of  a  bridge  of  any  considerable  length  of  span  was  the 
cast-iron  arch  bridge  built  at  Coalbrookdale,  England,  in 
1779.  The  span  of  this  bridge  was  100  feet.  It  is  sup- 
posed that  an  attempt  was  made  to  build  a  cast-iron 
bridge  at  Lyons  in  1755,  but  that  the  attempt  was  ulti- 
mately abandoned. 

The  Wearmouth  bridge  in  England  is  also  a  cast-iron 
arch  of  open  panels  which  act  as  voussoirs.  This  bridge 
has  a  span  of  236  feet  with  a  rise  of  34  feet.     It  is  said  by 


l6  A  HISTORICAL  SKETCH  OF  BRIDGE  BUILDING.        [Ch.  I. 

Professor  Fleeming  Jenkin  to  contain  214  tons  of  cast 
iron  and  46  tons  of  wrought  iron.  It  is  a  remarkable 
structure  for  those  early  days  of  bridge  building  and  was 
designed  by  a  Mr.  Rowland  Burdon.  In  both  these  early 
structures  of  cast  iron  it  was  clearly  in  the  mind  of  the 
designer  simply  to  construct  in  a  manner  best  adapted 
to  the  material  open  voussoirs  which  when  put  in  place 
in  the  arch  would  act  precisely  as  do  the  stone  voussoirs  of 
a  masonry  arch.  The  idea  of  a  braced  arch  rib  of  modem 
type  was  obviously  not  considered  by  the  btiilders  of  these 
early  iron  bridges. 

It  is  a  curious  historical  fact  that  Thomas  Paine 
endeavored  to  introduce  long  cast-iron  arches  with  a 
small  rise  of  about  one  twentieth  of  the  span  in  1786.  He 
constructed  and  tested  at  his  own  expense  a  model  90  feet 
in  length  which  he  intended  as  a  basis  for  a  400-foot  span. 
The  French  Academy  of  Sciences  at  Paris  made  a  favor- 
able report  on  his  design,  but  the  matter  never  reached 
a  successful  issue. 

Soon  after  the  construction  of  the  Wearmouth  bridge, 
however,  Thoinas  Telford  built  what  is  probably  the  first 
cast-iron  arch  bridge  embodying  the  advanced  idea  of 
braced  members  forming  what  would  now  be  called  an 
arched  rib  with  braced  spandrels.  This  bridge  was  built 
at  Craigellachie  in  the  beginning  of  the  nineteenth  century. 
From  that  time  on  braced  metallic  arched  ribs  have  been 
matters  of  conxmon  construction,  first,  in  Europe  and 
then  in  America. 

The  first  bridge  in  America,  completely  of  iron,  was  built 
in  1840  at  Frankfort,  N.  Y.,  over  the  Erie  Canal,  by  Mr. 
Earl  Trumbull. 
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Art.  7. — ^First  Iron  Railway  Bridges. 

The  first  iron  railway  bridge  appears  to  be  a  small  cast- 
iron  structtire  in  four  spans  of  12^  feet  each,  built  in  Eng- 
land for  the  Stockton  and  Darlington  Railway  over  the 
river  Gaxmdless  in  1823.  As  shown  in  Fig.  7,  each  span 
was  lenticular  in  its  outline,  the  curved  top  and  bottom 
members  being  wrought  iron  and  the  vertical  members 
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Fig.  7. — ^Diagram  Elevation  of  Iron  Railway  Bridge  Built  in  1823,  for  the 

Stockton  &  Darlington  Ry.,  England. 

cast  iron.  The  ends  of  these  four  spans  were  carried  on 
cast-iron  bents  with  cross-bracing.  It  will  be  noticed  that 
the  ends  of  the  end  spans  did  not  rest  on  the  masonry, 
but  on  the  two  cast-iron  bents  immediately  adjacent  to 
it.  This  bridge  was  in  full  use  imtil  1842,  but  for  a  number 
of  years  subsequent  to  that  date  its  duty  was  largely  re- 
duced and  eventually  it  was  put  out  of  service  entirely. 


Art.  8. — Early  Railway  Bridges  ia  the  United  States. 

The  beginning  of  railroad-bridge  building  in  the 
United  States  is  not  a  matter  of  clear  record  in  all  its 
details.  The  first  wooden  railway  bridge  is  said  to  have 
been  built  by  Wemwag  for  the  B.  &  O.  R.  R.  at  Monaguay 
in  1830.  It  seems  to  be  beyond  much  doubt,  however, 
that  the  earliest  of  the  timber  trestles  which  have  been 
used  so  much  for  railroad  purposes  in  this  country  were 
built  on  what  is  now  known  as  the  Catawissa  branch  of 
the  Philadelphia  and  Reading  road  in  or  about  the  year 
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1840.     These  trestles  varied  from  53  to  129  feet  in  height 
and  were  as  much  as  1000  feet  long. 

The  first  iron  tniss  railroad  bridge  constructed  in  the 
United  States  was  built  in  the  year  1845  for  the  same 
railroad.  This  bridge  was  a  combined  wrought-  and 
cast-iron  structure  designed  on  the  Howe  type  by  Mr. 
Richard  B.  Osborne,  then  chief  engineer  of  the  Reading 
Company.  It  crossed  a  small  strfeam  near  Manajmnk 
and  was  in  use  up  to  1901,  although  for  many  years  it  had 
been  supported  by  timber  framework  placed  imdemeath 
it.  The  clear  span  was  a  little  over  34  feet,  and  the  depth 
of  truss  about  3  feet  6  inches.  The  compression  members 
were  of  cast  iron  and  the  tension  members  of  wrought  iron. 


Fig.  8.— Elevation  of  Man»yuak  Bridge. 

It  was  a  three-truss  double-track  bri(^e.  The  accompany- 
ing figure  shows  the  general  character  of  the  structure. 
It  was  constructed  entirely  by  hand,  as  there  were  no 
facilities  available  at  that  time  for  power-forging  and  the 
use  of  tools  other  than  by  hand.  Three  other  bridges  of 
the  same  type  were  also  constructed  and  erected  in  1845 
on  the  same  railroad. 

Art.  9. — ^Wrought-ir<m  Tubular  Bridges. 

One  of  the  most  remarkable  advances  in  wrought-iron 
bridge  construction  in  the  first  half  of  the  nineteenth 
century  was  the  Britannia  tubular  bri<^e  (1845)  ^""It 
across  the  Menai  Straits  to  carry  the  Chester  and  Holyhead 
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Railway,  each  span  consisting  of  two  independent  parallel 
tubes.  Its  design  was  conceived  by  Robert  Stevenson, 
under  whose  direction  it  was  constructed.  The  tubes 
are  rectangular  in  outline,  1 5  feet  wide,  and  vary  in  depth 
from  23  feet  at  the  ends  to  30  feet  at  the  centre.  Each 
tube  is  built  of  wrought-iron  plates  and  angles,  and  has 
eight  cells  each  i  foot  9  inches  square  for  the  top  chord 
and  six  cells  each  2  feet  4  inches  wide  by  i  foot  9  inches 
high  for  the  bottom  chord.  The  spans  of  the  Menai  bridge, 
four  in  ntunber,  are  about  459  feet,  and  230  feet  in  the 
clear.  The  construction  of  this  tubular  bridge  was  followed 
by  the  building  of  that  across  the  St,  Lrawrence  River  at 
Montreal,  Canada. 

Art.  10. — Early  Truss  Structures. 

Probably  the  first  true  truss  of  magnitude  in  England 
is  fotmd  in  the  Newark  Dyke  bridge  built  in  1851-53. 
The  length  of  these  trusses,  composed  of  equilateral  tri- 
angles forming  a  true  Warren  girder,  is  259  feet  and  the 
depth  from  center  to  center  of  chords  is  16  feet,  the 
clear  span  being  240  feet  6  inches.  The  tension  mem- 
bers are  of  wrought  iron  and  the  compression  mem- 
bers of  cast  iron,  in  such  proportion  as  to  make  a  little 
less  than  six  tenths  of  the  total  truss  weight  of  cast  iron 
and  a  little  over  four  tenths  of  wrought  iron.  This  bridge 
carries  the  Great  Northern  Railway  over  a  branch  of  the 
river  Trent  near  Newark.  It  was  designed  by  Mr.  Charles 
Wild  and  built  by  Mr.  Joseph  Cubitt  in  1851-53. 

Art.  zi. — ^Whipple's  Early  Work.    Howe,  Pratt,  Boilman,  and 

Fink  Trusses. 

The  evolution  of  the  modem  railroad  truss-bridge  began 
in  the  United  States  soon  after  the  publication  of  Squire 
Whipple's  historic  work  on  Stresses  in  Bridge-tnisses  in 
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1840.  Prior  to  Whipple's  publication  the  design  of  bridges 
was  essentially  a  matter  of  experience  and  judgment.  No 
rational  or  philosophic  conception  of  stresses  in  truss  mem- 
bers had  been  acquired  up  to  that  time.  The  Howe  and 
Pratt  trusses  were  rational  frameworks,  and  lent  themselves 
readily  to  the  system  of  analj^is  set  forth  by  Whipple. 
They  were  therefore  rapidly  developed  into  bridge  struc- 
tures of  exceptional  excellence,  and  they  form  the  founda- 
tion of  the  greater  part  of  American  truss  railroad  bridges. 


Fig.  9. — A  Skew- Whipple  Truss  Built  in  1852-3  on  the  Rensselaer  and  Saratoga 
R.R.,  7  Miles  North  of  Troy,  N.  Y.     Panel  length  =  11  ft. 

The  Whipple  truss  as  adapted  to  railway  bridge  construc- 
tion consisted  of  cast-iron  upper  chords,  cast-iron  vertical 
interior  and  inclined  end  posts  and  \^Tought-iron  tension 
members  It  was  the  initial  truss  of  a  large  part  of  sub- 
sequent American  bridge  work. 

Between  about  1840  and  1852  there  were  developed  two 
other  tjrpes  of  bridge  structures  of  considerable  merit,  the 
Bollman  and  the  Fink.  Strictly  speaking,  both  these  trusses 
are  formed  by  superposing  a  number  of  inverted  king-post 
trusses.  In  the  Bollman  bridge  (Fig.  10)  these  superposed 
elementary  trusses  are  of  uniform  depth  and  span,  while  in 
the  Fink  truss  (Fig.  ji)  they  are  of  varying  spa;i  and  may 
be  of  varying  depth.  Both  trusses  were  used  for  through- 
and  deck-bridges.  In  neither  case,  as  is  evident  from  the 
illustrations,  is  there  a  true  lower  or  tension  chord. 
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Wendell  Bollman  brought  out  his  invention  and  applied 
it  extensively  on  the  Baltimore  and  Ohio  Railroad  between 
1840  and  1850. 

The  Fink  truss  was  brought  out  by  Mr.  Albert  Fink 
about  1 85 1,  the  first  structure  of  prominence  which  he 


Fig.  10. — The  Bollman  Patent  Iron  Suspension  Truss  Bridge. 

built  being  a  bridge  (Fig.  11)  over  the  Monongahela  River 
at  Fairmont,  West  Virginia,  in  which  there  were  three  spans 
of  205  feet  each.  It  was  completed  in  1852.  Although  both 
the  Bollman  and  the  Fink  trusses  possessed  marked  sim- 
plicity, the  Fink  proved  to  be  the  structure  of  greater  merit, 
and  soon-  displaced  the  Bollman  truss.     A  large  number  of 


Fig.  II. — Fink  Truss  over  the  Monongahela  River  on  the  B.  &  O.  R.R.  Con- 
stnicted  under  B.  H.  Latrobe,  Chief  Engineer,  185 1-2. 

Fink  bridges  were  built  during  the  fifteen  or  twenty  years 
subsequent  to  their  invention.  The  single-track  iron  rail- 
road bridge  across  the  Ohio  River  at  Louisville,  Ky.,  built 
between  1867  and  1870  was  the  largest  of  the  Fink  struc- 
tures.    The  decadence  of  this  tjrpe  of  bridge  began  about 
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that  time,  and  soon  after  the  completion  of  the  Louisville 
bridge  it  was  entirely  displaced  by  other  trusses. 

The  first  plate-girder  bridge  was  built  in  i860  by  Mr.  E. 
S.  Philbrick  for  the  Boston  and  Albany  Railroad. 


Art.  12. — Pin  Connections  for  Trusses. 

Concurrently  with  the  evolution  of  the  American  railroad 
truss,  the  pin  connection  at  panel-points  began  to  be  used 
in  American  practice  and  has  become  a  distinct  feature 
in  the  greater  part  of  bridge  construction  in  the  United 
States.  This  mode  of  connecting  truss  members  at  the 
panel-points  in  both  upper  and  lower  chords  was  a  feature 
of  the  earliest  bowstring  and  parallel-chord  trusses  of  Whip- 
ple, and  of  the  Howe  and  Pratt  trusses  when  built  in  iron. 
Fink  and  Bollman  also  used  the  detail.  A  pin  connection 
possesses  the  merit  of  simplicity  and  enables  a  true  concur- 
rence of  stresses  in  all  the  members  coupled  at  a  panel- 
point  to  be  attained  without  difficulty.  It  also  conduces 
to  economy  and  rapidity  of  erection.  The  pin  detail  was 
naturally  crude  in  its  earlier  use,  but  it  has  been  developed 
to  a  great  degree  of  perfection  in  modem  long-span  bridges. 

Art.  13. — ^Riveted  Connections  for  Trusses. 

The  method  of  connecting  the  main  members  of  bridge- 
trusses  at  panel  points  by  suitably  riveted  details  has  also 
been  used  in  American  bridge  practice  almost  from  the 
earliest  adaptation  of  iron  and  steel  to  this  field  of  engineer- 
ing work.  It  makes  a  more  rigid  connection  for  short- 
span  bridges  and  for  light  trusses.  Its  peculiar  excellence 
has  always  been  recognized,  and  with  the  advance  in  shop 
facilities  it  has  found  a  wide  application  in  American 
bridge  practice,  tmtil  at  the  present  time  the  consensus  of 
engineering  opinion  gives  it  the  preference  over  all  types 
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of  railroad-bridge  structures  for  spaiis  ranging  from  125 
to  about  200  feet.  Indeed  it  has  been  used  with  advantage 
for  much  longer  spans  and  in  work  of  the  heaviest  character. 


Art.  14. — The  Work  of  Whipple,  Murphy,  and  Linville. 

Among  the  names  associated  with  the  actual  con- 
struction of  early  American  railroad  bridges  are  those  of 
Squire  Whipple,  who  btiilt  a  single-track  railroad  bridge 
containing  a  span  of  146  feet  in  1832  near  Troy,  N.  Y.; 
John  W.  Murphy,  who  in  1863  at  Mauch  Chtmk,  for  the 
Lehigh  Valley  R.R.,  was  probably  the  first  engineer 
to  use   wrought  iron  for  all  the    compression  members 


Fig.  12.— Linville  Truss  Built  in  1863-4  at  Steubenville. 

in  his  trusses  in  connection  with  cast-iron  joint-blocks  and 
pedestals;  and  J.  H.  Lmville  (Fig.  12),  who  introduced,  in 
1 86 1,  the  use  of  forged  eye-bars  in  connection  with  wrought- 
iron  posts  for  web  members.  In  his  first  truss-bridges 
the  latter  used  cast-iron  upper  chords,  but  subsequently 
adopted  wrought  iron  for  those  meftnbers.  Whipple  appears 
to  be  the  first  American  engineer  to  use  a  double-intersection 
web  system.  Murphy  subsequently  improved  this  type 
of  truss  so  that  for  many  years  double-intersection  trusses 
with  parallel  chords  were  frequently  called  Murphy-Whipple 
trusses. 

It  was  only  after  the  Ashtabula  bridge  disaster  in  1876 
that  cast  iron  became  fully  discredited  for  main  bridge  mem- 
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bers.  The  metal  was  tised  for  many  years  subsequent  to 
that  date  for  short  blocks  subject  to  compression  only,  until 
it  was  displaced  by  steel  castings. 


Art.  15.— The  Post  Truss. 

American  pin-bridge  practice  has  trended  constantly 
towards  the  employment  of  vertical  compression  web  mem- 
bers, those  in  tension  only  being  inclined.  In  1865,  how- 
ever, an  American  engineer,  Mr.  S.  S.  Post,  patented  what 
is  known  as  the  Post  truss  (Fig.  13),  and  which  was  widely 
used  for  perhaps  fifteen  or  eighteen  years  subsequently  to 
that  date.      In  this  truss  the  compression  web  members 


Fig.  13. — ^A  Post  Bridge  of  200  Feet  Span. 

were  inclined  at  such  an  angle  as  was  supposed  to  give 
the  greatest  economy  of  material  to  the  web  system.  Not 
only  single  systems  of  bracing  of  this  type  were  employed, 
but  double  systems  also.  The  pin  connection  was  used  in 
the  Post  truss.  Although  much  was  made  of  this  system 
for  a  number  of  years,  it  was  not  able  to  maintain  its  place 
and  for  the  past  twenty  years  it  has  scarcely  been  known, 
except  as  a  matter  of  history. 

The  first  bridge  entirely  of  steel  was  the  Glasgow  bridge 
over  the  Missouri  River,  built  in  1879;  but  steel  had  been 
used  in  the  main  parts  of  the  St.  Louis  (Eads's)  bridge,  com- 
pleted in  1874. 


Art.  i6]  PRESENT  TYPES  OF  TRUSSES,  25 

Art.  16. — Present  Types  of  Trusses. 

Dtiring  the  past  ten  to  fifteen  years  American  railroad 
bridges  of  spans  vinder  600  feet  have  in  the  main  developed 
into  plate  girders  up  to  100  feet  in  span  or  more,  trusses 
with  riveted  connections  from  approximately  100  to  200 
feet  in  length,  and  pin-connected  spans  from  175  or  200 
feet  to  the  upper  limit  of  length  for  simple  truss-bridges. 
This  classification  is  necessarily  largely  approximate,  but  it 
gives  a  general  idea  of  sufficient  definition  for  the  purpose. 

In  the  early  years  of  iron  and  steel  bridge  building 
the  sizes  of  individual  members  were  limited  by  the  shop 
capacity  for  handling  and  manufacturing  and  by  the  rela- 
tively small  dimensions  of  bars  of  various  shapes  and  of 
plates  which  could  be  produced  by  rolling  mills.  As  both 
mill  and  shop  processes  have  advanced  and  their  capacities 
increased,  corresponding  progress  has  been  made  in  bridge 
design.  Civil  engineers  have  availed  themselves  of  these 
advances,  so  that  at  the  present  time  single-system  trusses 
with  panel  lengths  of  almost  40  feet  and  with  depths  as 
great  as  85  feet  or  more  and  with  spans  of  550  fe^t  are 
not  considered  especially  remarkable.  In  order  to  con- 
struct trusses  of  such  lengths  in  former  times,  double- 
and  triple-intersection  trusses,  or  trusses  with  subdivided 
panels,  were  required;  the  latter  system  is  still  deservedly 
employed,  for  it  combines  the  theoretic  advantage  of  the 
long  panel  with  the  advantages  of  a  floor  system  with 
short  and  therefore  light  stringers. 

The  three  longest  simple  spans  in  this  country  to-day 
include  the  two  over  the  Ohio  River:  one,  the  Louisville 
and  Jefferson ville  bridge,  built  in  1894,  with  a  length  of 
546  feet  6  inches,  the  other  the  Cincinnati  and  Covington 
bridge,  built  in  1889  with  a  length  of  542  feet  6  inches, 
and  the  bridge  over  the  Delaware  River  at  Philadelphia, 
erected  in  1896,  with  a  span  length  of  533  feet. 
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Suspension  Bridges. 

Art.  17. — Early  Suspension  Bridges. 

Suspension  bridges  consisting  simply  of  roadways 
suspended  from  unstiffened  cables  have  been  used  prob- 
ably from  a  remote  period.  It  is  supposed  that  such  struc- 
tures were  used  by  the  early  Chinese,  as  well  as  by  other 
peoples.  The  first  authentic  accotmt  of  a  genuine  sus- 
pension bridge  built  entirely  of  iron  of  crude  type  is  that 
of  a  70-foot  chain  suspension  bridge  built  over  the  river 
Tees  in  England  in  1741.  It  was  but  2  feet  wide  and 
intended  for  passenger  traffic  only. 

Art.  18. — Suspension  Bridges  of  James  Finley. 

Mr.  James  Finley,  an  American  engineer  of  Fayette 
County,  Pa.,  was  the  earliest  builder  in  the  United  States 
to  approximate  to  a  rational  design  for  a  suspension 
bridgjs.  He  built  his  first  structure  in  1796,  a  chain  sus- 
pension bridge,  across  Jacob's  Creek,  between  Uniontown 
and  Greenburg,  Pa.  He  used  masonry  towers,  and  in 
order  to  make  the  reactions  vertical  at  the  tops  of  the 
towers,  he  gave  the  same  angle  of  inclination  to  the  cables 
on  the  two  sides  of  the  tower.  The  links  of  his  chains 
were  long  enough  to  make  a  single  panel  in  the  bridge. 
The  timber  floor  platform,  so  formed  as  to  afford  some 
stiffness,  was  suspended  from  the  cables  by  vertical  sus- 
penders. He  made  the  sag,  or  deflection  of  the  cable, 
one  seventh  of  the  span.  His  bridges  had  no  stiffening 
trusses,  the  stiffness  of  the  floor  platform  constituting 
the  whole  stiffness  of  the  structure.  Finley  patented  his 
system  of  design  in  1 80 1 .  It  is  stated  that  he  built  forty 
such  stispension  bridges  between  1800  and  1808. 


Art.  19.]  FIRST  IVIRE  SUSPENSION  BRIDGE,  27 

The  next  span  to  which  he  adapted  his  bridge  was  306 
feet.  This  bridge  crossed- the  Schuylkill  River  near  Phila- 
delphia. He  built  bridges,  among  other  localities,  across 
the  Potomac  River  at  Washington  with  a  span  of  130  feet, 
across  Brandywine  Creek  near  Wilmington,  Del.,  with  a 
span  of  14s  feet,  and  two  bridges  of  120  feet  span  each 
at  Brownsville,  Pa.  The  width  of  roadway  employed 
by  him  was  as  much  as  30  feet  for  the  Brandjrwine  Bridge. 

Another  suspension-bridge  structure  was  that  built 
across  the  Merrimac  River,  near  Newburyport,  Mass.,  by 
John  Templeman  on  Finley's  design.  This  bridge  was  built 
with  a  span  of  244  feet  with  two  roadways,  each  15  feet 
wide.  The  cables  of  this  bridge  consisted  of  ten  chains, 
each  576  feet  long;  four  were  placed  in  the  middle  of  the 
structure  and  three  on  either  side.  The  suspension  bridge 
built  across  the  Lehigh  River  in  181 1  near  Northampton, 
Pa.,  is  supposed  to  be  the  first  suspension  bridge  of  more 
than  one  span.  The  structure  consisted  of  two  whole  and 
two  half  spans,  making  a  total  length  of  475  feet.  It  has 
two  roadways  and  two  6-foot  sidewalks  or  footways. 

Art.  19. — First  Wire  Suspension  Bridge. 

The  first  wire  suspension  bridge  ever  built  is  supposed 
to  be  that  which  was  constructed  across  the  Schuylkill 
River  near  Philadelphia  in  181 6.  It  took  the  place  of  a 
chain  suspension  bridge  destroyed  in  January  of  the 
same  year  by  a  heavy  load  of  snow  and  ice.  A  firm  of 
wire-manufacturers.  White  and  Hazard,  had  a  wire-mill 
near  the  site  of  the  bridge,  and  they  used  their  manufactured 
product  in  rebuilding  the  bridge,  which  had  a  span  of 
408  feet.  The  cables  carried  but  a  single  foot-walk  18 
inches  wide,  and  the  structure  was  considered  safe  for  only 
eight  people  at  a  time.  It  has  been  stated  that  the  entire 
cost  of  the  bridge  was  $125.     It  is  believed  that  the  first 
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wire  stispension  bridge  in  Eiirope  was  built  at  Fribotirg, 
Switzerland,  in  1834. 

While  cable  suspension  bridges  were  built  at  subsequent 
times  and  in  various  places  -in  the  United  States  during 
the  first  half  of  the  nineteenth  century,  all  were  of  more  or 
less  indifferent  design.  None  of  these  structures  was  a 
truly  stiffened  suspension  bridge,  nor  were  stiffened  sus- 
pension bridges  built  in  America  prior  to  1851,  when  Roeb- 
ling's  pioneer  and  historic  work  at  Niagara  began  in  the 
United  States. 


Art.  20. — First  True  Stiffened  Suspension  Bridge. 

The  Niagara  wire-cable  suspension  bridge,  built  by 
John  A.  Roebling  between  1851  and  1855,  was  a  true 
stiffened  suspension  bridge.  The  stiffening  trusses  were 
1 8  feet  deep  and  designed  to  carry  a  single-track  railway 
on  the  top.  of  the  stiffened  structure  24  feet  wide,  and  a 
highway  on  the  lower  floor  with  a  span  of  821  feet  4  inches 
between  centers  of  towers.  This  structure  was  245  feet  high 
above  the  water.  The  railway  floor  was  suspended  from 
two  cables,  and  the  highway  floors  from  two  other  cables 
of  10  feet  greater  sag.  These  cables  were  each  composed 
of  3640  charcoal-iron  wires  divided  into  seven  strands  of 
520  wires  each.  The  wire  was  of  such  size  as  to  require 
sixty  to  make  i  square  inch  of  section,  the  total  area  of 
each  cable  being  60.4  square  inches.  The  towers  were 
originally  of  masonry,  60  feet  high,  15  feet  square  at  the 
base,  and  8  feet  square  on  top.  These  masonry  towers  were 
displaced  with  others  of  steel  in  1886.  This  historic  stis- 
pension bridge  was  displaced  by  a  double-track  spandrel 
braced  arch  in  1897.  The  Niagara  suspension  bridge  was 
the  first  bridge  of  that  type  to  carry  railroad  traffic. 


Art.  21.]  STIFFENED  SUSPENSION  BRIDGES.  29 


Art.  21. — Other  Stiffened  Suspension  Bridges  over  Niagara  River. 

Two  other  suspension  bridges  have  spanned  the  Niagara 
River  as  highway  structures,  one  built  in  185 1  at  Queenston, 
and  the  other  in  1889  near  the  Falls ;  the  latter  was  replaced 
in  1898  by  a  steel  arch.  The  former  was  partially  wrecked 
in  a  wind-storm  in  1864  and  was  never  repaired,  remaining 
a  wreck  vmtil  1898,  when  it  was  taken  down  and  replaced 
by  a  new  suspension  bridge,  1040  feet  between  towers,  and 
used  to  carry  both  highway  traffic  and  a  stuface  trolley 
line. 

Art.  22. — Cincinnati  and  Covington  Suspension  Bridge. 

Another  prominent  suspension-bridge  structure  was 
built  across  the  Ohio  River  between  Covington  and  Cin- 
cinnati by  the  elder  Roebling  in  1867.  The  span  of  this 
bridge  is  1057  feet  between  centers  of  towers.  This  struc- 
ture carries  street  traffic  only,  and  has  but  little  stiffening 
in  the  shallow  trusses  carrying  the  road  floor. 


Art.  23. — ^East  River  Stiffened  Suspension  Bridges. 

The  other  prominent  stiffened  suspension  bridges  in 
the  United  States  are  the  two  now  (1905)  spanning  the  East 
River  between  New  York  and  Brooklyn.  The  older,  or 
Brooklyn  Bridge,  has  a  span  1595^  feet  between  centers  of 
towers.  The  main  span  and  approaches  make  a  total  length 
of  structure  of  5989  feet.  Although  this  structure  is  a  true 
stiffened  bridge,  its  trusses  do  not  possess  sufficient  stiffen- 
ing capacity  to  meet  completely  the  requirement!^  of  a 
modem  bridge  of  that  type.  There  are  four  cables,  each 
i5f  inches  in  diameter,  containing  5296  steel  wires.  The 
structure  is  85  feet  wide,  and  has  two  outside  roadways  for 
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highway  traffic  and  trolley  cars,  two  inner  tracks  for  elec- 
tric trains,  and  a  middle  deck,  12  feet  above  the  other 
platforms,  for  foot-passengers. 

The  East  River  suspension  (the  Williamsburg  Bridge) 
has  a  span  of  1600  feet,  and  is  a  completely  stiffened  sus- 
pension bridge.  This  structure  is  suspended  from  four 
cables,  each  about  19  inches  in  diameter  and  containing  37 
strands  of  208,  No.  6,  steel  wires.  The  elevation  of  the 
center  of  the  cable,  where  it  rests  in  the  saddle,  is  332.7 
feet  above  mean  high  water,  and  the  elevation  of  the  cable 
at  its  lowest  point  in  the  main  span  is  161  feet.  The  center 
of  the  structure,  like  that  of  the  old  Brooklyn  Bridge,  has 
a  clear  height  of  135  feet  above  the  water  beneath  it. 


Art.  24. — ^Projected  North  River  Suspension  Bridges. 

Stiffened  suspension  bridges  with  spans  of  nearly  3000 
feet  in  length  have  been  designed  to  cross  the  North  River 
at  New  York,  but  they  have  never  been  built. 


Art.  25. — ^Position  of  Stiffening  Truss. 

Although  in  the  great  majority  of  American  stiffened 
suspension  bridged  the  stiffening  truss  has  been  placed 
along  the  roadway,  it  may  be  placed  along  the  cables,  and 
indeed  be  made  a  part  of  the  cable  system.  A  number 
of  such  designs  have  actually  been  constructed.  A  bridge 
of  this  character  at  Pittsburg  and  another  crossing  a  number 
of  railroad  tracks  in  the  city  of  St.  Louis,  in  which  the 
stiffened  truss  is  located  along  the  cable,  have  been  designed 
and  constructed  by  Mr.  G.  Lindenthal.  He  followed  the 
same  general  plan  in  his  design  for  a  stiffened  suspension 
bridge  across  the  North  River  between  Hoboken  and  New 
York,  the  span  being  over  2800  feet. 

Again,  a  stiffened  suspension  bridge  with  the  stiffening 


Art.  26.]  ARCHED  RIBS.  3^ 

truss  made  a  part  of  the  eye-bar  cable  system  was  de- 
signed and  constructed  across  the  Ohio  River  at  Pittsburg 
by  Hemberle,  and  has  been  known  as  the  Point  Bridge. 
In  this  case  each  half  of  the  span  is  practically  a  bowstring 
truss  with  the  cables  acting  as  the  tension  chords,  one  end 
of  each  bowstring  truss  being  carried  at  the  top  of  a  tower, 
and  the  other  two  ends  coupled  together  with  a  pin  at  the 
center  of  the  span.  Another  stiffened  suspension  bridge 
across  the  East  River,  known  as  the  Manhattan  Bridge,  is 
now  being  constructed  with  a  span  of  practically  1 600  feet, 
like  that  of  the  Williamsburg  and  Brooklyn  suspension 
bridges. 

Arched  Ribs. 

Art.  26. — ^Nature  of  Arched  Ribs. 

If  a  stiffened  suspension  bridge  should  be  reversed  in 
position  so  that  the  tension  members,  suitably  designed, 
would  have  to  take  compression,  there  would  result  the 
arched  rib.  In  other  words,  the  general  principles  of  the 
theory  of  stiffened  arched  ribs  and  of  stiffened  suspension 
bridges  are  identical. 

The  stiffened  arch-rib,  or,  as  it  is  called,  the  arched  rib, 
is  a  development  from  the  metallic  arch  or  the  ordinary 
arch  of  blocks.  If  the  arch-ring  of  the  latter  be  so  made 
as  to  enable  it  to  resist  bending  as  well  as  compression, 
the  arched  rib  would  result.  These  ribs  may  have  their 
ends  fixed  or  hinged,  and  there  may  or  may  not  be  a  hinge 
at  the  crown. 

Art.  27. — Captain  Eads's  Bridge  at  St.  Louis. 

The  arched  rib  in  crude  form  began  gradually  to  be 
introduced  soon  after  the  construction  of  metallic  arches, 
but  it  was  not  until  the  Eads  arched-rib  bridge  structure 
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across  the  Mississippi  River  at  St.  Louis  was  built  that  this 
type  of  structure  took  a  prominent  position  in  American 
bridge  building.  This  bridge  was  designed  to  cany  a 
double-track  railroad,  and  is  still  used  for  that  purpose. 
There  are  three  spans:  a  central  span  of  520  feet,  with  a 
rise  of  47  feet  ^  inch,  and  two  flanking  spans  of  502  feet 
each,  the  rise  of  the  latter  arches  being  43  feet  9  inches. 
The  chords  of  the  stiffened  arch  are  composed  of  four  steel 
tubes,  each  18  inches  outside  diameter.  These  hollow  tubes 
are  each  composed  of  six  lines  of  steel  staves,  varying  from 
if^  to  2\  inches  thick,  carefully  fitted  to  form  a  tube  en- 
cased in  }-inch  steel  plates  bent  to  make  a  close  fit  to  the 
tubes.  Each  vertical  pair  of  the  latter  are  12  feet  apart 
between  centers. 


Art.  28. — Recent  Arched  Ribs. 

Since  the  completion  of  the  Eads  Bridge  many  arched 
ribs  have  been  constructed  for  various  purposes,  prominent 
among  which  are  the  large  railroad-station  train-sheds  of 
the  three-hinged  type  like  those  of  the  Pennsylvania  Rail- 
road at  Jersey  City,  with  a  span  of  252  feet  8  inches/  built 
in  1892,  and  the  Philadelphia  and  Reading  Railroad  at 
Philadelphia,  with  a  span  of  259  feet,  built  in  1893.  The 
latest  developments  of  the  arched  rib  are  the  numerous 
structures  built  of  reinforced  or  armored  concrete,  known 
generally  as  concrete-steel  arches.  These  structures  are 
thoroughly  characteristic  arched  ribs,  although  some  of 
them  have  hinge-joints  either  at  the  springing-lines  or  at 
the  crown,  or  both.  Concrete-steel  arched  ribs  are  adapted 
to  all  spans  from  the  shortest  to  those  from  300  to  400  feet 
in  length,  or  more. 

In  the  following  tables  are  given  the  lengths  of  some  of 
the  largest  steel  arches  constructed. 


Art.  29  ] 


THE  FIRST  CANTlLEyERS  IN  AMERICA, 
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STEEL  ARCHES  WITHOUT  HINGES. 


Comhouse  Bridge,  Berne,  Switzerland 

Pademo  Viaduct,  Italy 

Eads  Bridge,  St.  Louis 

Kaiser  Wilhelm  Bridge,  Wupper  River,  Germany 

WITH  TWO  HINGES. 

Rio  Grande  Bridge,  Costa  Rica 

Washington  Bridge,  Harlem  River,  New  York 

Gruenenthal,  over  the  North  Baltic  Ship-canal 

Garabit  Viaduct,  France 

Spandrel  Arch,  Niagara  Falls. . .  . , 

Dusseldorf  Bridge,  Germany 

Bonn  Bridge,  Germany 

Braced  Ardi,  Niagara  Falls 

WITH  THREE  HINGES. 

Pennsylvania  Railroad,  at  Philadelphia 

Alexander  III!  Bridge,  Paris,  France  (cast  steel) 

Machinery  Hall,  Paris  Exposition 

Manufactures  and  Liberal  Arts  Building,  Chicago.^. . .. 

Lake  St.  Bridge,  Minneapolis  (wrought  iron) 

Bellows  Falls,  Vermont 

Viaur  Viaduct,  France  (Spandrel) 


When 
Built. 


1898 

■  •      V     • 

•  •    •    • 

1897 

Z009 
Z898 

•  •    •    a 

•  ■    ■   • 

1897 

•  *    •    • 

■  •    •    • 

1898 


1894 

ir 
ii 

1893 

■  •  •  • 

1905 

•  •  •  • 


Length. 


376.6  ft. 
492 
520 
526 


it 
t* 
tt 


448  ft. 

8ins 

510" 

513" 

541" 

4  " 

550*' 

594*' 

6  " 

614" 

2   " 

840" 

tt 


300  ft.  8  ins. 

353" 
362" 

368" 
456" 
540 
721 


tt 


n 


Among  the  largest  stone  arches  are  the  Cabin  John 
arch,  near  Washington,  with  a  span  of  220  feet,  and  the 
Ltixemburg  arch,  of  277.63  feet. 

Cantilevers. 


Art.  29. — The  First  Cantilevers  in  America. 

A  cantilever  structure  is  essentially  a  continuous  truss 
or  beam  with  the  points  of  contraflexure  fixed  in  position ; 
that  portion  of  the  structure  between  those  points  being 
the  suspended  span.  The  latter,  i.e.,  the  suspended  span, 
has  usually  been  designed  with  a  length  about  one  third 
to  one  half  of  the  total  cantilever  opening,  although  the 
suspended  span  of  the  great  Forth  Bridge  is  scarcely  more 
than  one  fifth  of  the  total  opening. 
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The  cantilever  bridge  is  generally  considered  to  belong 
to  a  very  old  type,  but  it  has  been  developed  into  a 
modem  bridge  structure  only  within  the  past  twenty-five 
years.  The  first  real  cantilever  in  this  country  was  designed 
and  built  by  Mr.  C.  Shaler  Smith  in  1876  across  the 
Kentucky  River,  on  the  line  of  the  old  Cincinnati  Southern 
Railway.  This  was  a  true  cantilever  bridge,  although  the 
imiform  depth  of  trusses  obscures  the  ordinary  division 
of  such  a  structure  into  the  two  cantilever  arms  and  the 
suspended  span.'  In  this  structure  the  three  openings  be- 
tween the  piers  and  abutments  were  each  equal  to  375 
feet.  The  suspended  span  is  a  standard  feature  of  the 
modem  cantilever,  but  it  may  be  omitted,  as  in  the 
Blackweirs  Island  bridge  now  being  built  (1905)  across  the 
East  River. 

Art.  30. — Prominent  Cantilever  Structures. 

The  first  cantilever  bridge  built  in  thp  United  States 
with  a  varjring  depth  of  cantilever  arms,  characteristic  of 
the  latest  structures  of  that  type,  was  the  Niagara  double- 
track  bridge,  designed  and  built  by  Mr.  C.  C.  Schneider  in 
1883.  The  completion  of  that  structure  was  soon  followed 
by  many  others  from  short  spans  up  to  1700  feet  or  more. 
The  most  •prominent  of  these  bridges  is  the  great  cantilever 
across  the  Firth  of  Forth  in  Scotland,  completed  in  1889, 
which  carries  a  double-track  line  of  railway.  Its  two 
longest  spans  are  each  1710  feet,  and  each  has  a  suspended 
span  350  feet  in  length.  The  total  length  of  this  structure 
is  over  one  and  one-half  miles.  The  height  of  towers  is 
361  feet  above  high  water,  and  the  centers  of  the  main 
spans  have  152  feet  clear  headway  above  high  water.  The 
more  prominent  cantilever  structures  in  the  United  States 
are  those  over  the  Colorado  River  at  the  Needles  in  Cali- 
fornia (660  feet),  the  Memphis  Cantilever  (790  feet  5  inches), 
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the  Wabash  Raikoad  Co.'s  bridges  at  Pittsburg  (812  feet) 
and  at  Mingo  Junction  (700  feet),  the  bridge  at  Thebes,  111. 
(671  feet),  the  highway  bridge  (650  feet)  at  Marietta,  O., 
and  the  Blackwell's  Island  structure,  now  (1905)  in  process 
of  construction.  The  channel  spans  of  the  latter  are  846 
feet  each. 

One  advantage  of  the  cantilever  structure  is  the  entire 
and  easy  practicability  of  erecting  it  without  false  works 
in  the  main  or  cantilever  span,  each  half  being  built  out  as 
a  cantilever  bracket  until  they  meet  at  the  center  of  the 
opening.  This  type  of  structure  is  economically  adapted  to 
spans  up  to  1800  or  2000  feet  in  length,  or  possibly  more. 
Beyond  that  limit  the  stiffened  suspension  bridge  exhibits 
economic  adaptability. 

A  cantilever  bridge  is  now  (1905)  being  built  across  the 
St.  Lawrence  River  near  Quebec  with  a  main  span  of  1800 
feet.  Suspension-bridge  spans  have  not  yet  exceeded  about 
1600  feet  in  length  as  actually  constructed,  the  Williamsburg 
Bridge  between  the  Boroughs  of  New  York  and  Brooklyn 
having  that  span  length,  and  the  Brooklyn  suspension- 
bridge  span  being  but  little  less. 

Movable  BRmoEs. 

Art.  31. — Types  and  Examples  of  Movable  Bridges. 

Movable  bridges  are  also  among  old  types  of  structures, 
especially  in  their  use  at  the  entrance  of  mediaeval  castles 
and  fortresses  in  the  shape  of  the  trunpion  bascule.  There 
are  three  principal  types  of  movable  bridges  in  modem  use : 

1.  The  ordinary  swing-bridge,  turning  in  a  horizontal 
plane  about  a  vertical  axis.  This  bridge  usually  has  two 
equal  arms,  continuous  over  the  pivot-pier  on  which  it  turns. 

2.  The  trunnion  bascule  with  either  one  or  two  leaves. 
This  form  has  been  tised  successfully  in  some  of  the  latest 
examples  of  movable  bridges. 
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3.  The  rolling  lift  or  bascule  bridge  with  either  one 
or  two  leaves,  which  roll  into  a  vertical  position,  the  land 
end  of  each  leaf  being  suitably  shaped  and  designed  to 
roll  on  a  smooth  track.  '  The  Scherzer  rolling  lift-bridge 
is  the  most  prominent  example  of  this  type. 

There  are  other  special  forms  of  movable  bridges,  like 
the  Halsted  St.  lift-bridge  over  the  Chicago  River,  130  feet 
in  length,  designed  and  built  by  Mr.  J.  A.  L.  Waddell,  and 
advancing  and  retreating  or  traversing  movable  bridges, 
but  such  special  types  are  seldom  employed. 

The  ordinary  swing-bridge  has  been  most  extensively 
used  for  railroad  structures  across  navigable  streams 
since  iron  or  steel  bridges  were  first  btiilt  in  the  United 
States.  Indeed  there  have  also  been  many  timber  swing- 
bridges.  The  largest  of  these  iron  or  steel  swing-bridges 
have  reached  lengths  of  500  feet  and  more  for  both  railroad 
and  street  traffic.  The  total  weights  turned  have  been 
as  high  as  three  thousand  tons  or  more. 

The  most  prominent  example  of  the  tnmnion  bascule 
structure  of  two  leaves  is  the  Tower  Bridge  at  London  with 
its  opening  of  240  feet,  although  a  ntunber  of  basctde 
bridges  of  this  type  were  btiilt  even  in  the  first  half  of  the 
ninteenth  centiuy.  The  distance  between  the  centers  of 
trunnions  of  the  Tower  Bridge  at  London  is  226  feet. 
Lately  movable  bridges  of  this  type  have  been  built  in  the 
United  States,  although  none  with  as  great  length  of  leaves 
as  the  Tower  Bridge. 

The  rolling  lift  bascule  bridge  has  been  developed 
chiefly  within  the  past  twenty  years,  the  past  ten  years 
having  seen  the  greatest  extension  of  its  use.  It  has  been 
successfully  applied  with  two  leaves  up  to  a  clear  opening 
of  25s  feet,  and  with  .a  length  of  275  feet  from  center  to 
center  of  the  seats,  the  total  weight  of  iron  and  steel  in  this 
case  being  2250  tons.  This  bridge  carries  a  double-track 
railroad  at  Chicago. 
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Iron  Railway  Viaducts. 

Art.  32. — ^American  Development  of  Timber  and  Iron  Viaducts. 

N  The  railway  viaduct  is  peculiarly  an  American  develop- 
ment. Its  origin  has  already  been  indicated  in  the  refer- 
ence to  the  timber  viaducts  originally  built  on  the  railway 
lines  now  fonning  a  portion  of  the  Philadelphia  and  Reading 
system. 

There  is  little  doubt  that  the  first  iron  trestles  were  built 
on  the  Baltimore  and  Ohio  Railroad  in  1852-3,  as  designed 
by  Albert  Fink,  with  heights  not  exceeding  58  feet.  The 
compression  members  were  of  cast  iron.  In  1856-7  Mr. 
F.  C.  Lowthrop  constructed  spans  of  100  and  11 1  feet,  each 
supported  on  cast-iron  trestle  towers  about  89  feet  high,  for 
the  Catasauqua  and  Fogelsville  Railroad,  which  formed  a 
species  of  railroad  viaduct,  the  compression  members  of 
which  were  of  cast  iron. 

Art.  33. — ^Prominent  Railway  Viaducts. 

The  first  iron  viaduct  of  prominence  of  the  strictly 
modem  type  was  that  built  by  Mr.  George  S.  Morison  at 
Portage  on  the  Erie  Railroad.  The  old  Portage  viaduct 
was  a  timber  structure  850  feet  long  and  234  feet  high 
above  the  bed  of  the  river.  It  was  designed  by  Mr.  Silas 
Seymotir  and  built  in  185 1-2.  In  1875  it  was  entirely 
destroyed  by  fire.  Mr.  Morison  rebuilt  this  viaduct  im- 
mediately after  the  wooden  structure  was  destroyed,  on 
what  is  essentially  a  modem  general  plan.  The  towers 
were  built  of  four  coltunns  suitably  braced  with  a  batter  of 
I  to  8  in  a  plane  at  right  angles  to  the  axis  of  the  structure. 
The  tower  spans  were  50  feet  in  length,  and  the  open  spans, 
i.e.,  the  spans  between  the  towers,  included  one  span  118 
feet  and  two  spans  each  100  feet  in  length. 

Since  the  reconstruction  of  the  Portage  viaduct  in  iron, 
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the  iron  or  steel  viaduct  has  been  one  of  the  most  common 
of  American  railway  structures.  In  the  earlier  viaducts 
the  open  and  tower  spans  were  frequently  made  respect- 
ively 40  and  30  feet  each.  In  the  later  development  the 
spans  are  almost  invariably  plate  girders,  but  of  increased 
length,  60  and  40  feet  for  the  open  and  tower  spans  being 
frequently  fotmd. 

The  common  type  of  tower  shows  it  to  be  composed  of 
four  main  legs  or  colunms  braced  in  planes  both  longitudinal 
and  transverse  to  the  axis  of  the  structure.  The  batter  or 
inclination  of  these  legs  is  not  infrequently  one  horizontal 
to  six  vertical  in  vertical  transverse  planes.  Provision 
has  sometimes  been  made  for  expansion  and  contraction 
both  longitudinally  and  transversely  in  each  tower,  although 
that  is  not  common  practice.  The  open  spans  between 
the  towers  are  so. designed  as  to  afford  provision  for  longi- 
tudinal expansion  and  contraction. 

The  Verrugas  viaduct,  a  single-track  structure,  on  the 
Lima  and  Oroya  Railroad  in  Peru,  52  miles  from  Callao 
and  5836  feet  above  sea-level,  was  a  remarkable  structure 
at  the  time  of  its  construction,  1871-72.  The  total  length 
of  the  viaduct  was  575  feet.  There  were  three  iron  towers, 
each  consisting  of  three  transverse  bents  with  four  columns 
to  a  bent.  The  towers,  built  in  stories  of  2  5  feet,  were  fully 
braced  with  struts  and  ties ;  they  were  146  feet,  252  feet,  and' 
179  feet  high.  The  spans  between  the  towers  and  between 
the  latter  and  the  abutments  were  three  of  100  feet  each, 
and  one  of  125  feet.  They  were  Fink  trusses.  The  com- 
pression members  in  the  towers  were  Phoenix  columns 
with  cast-iron  connections.  This  structure  was  on  a  3  per 
cent  grade.  It  was  designed  by  Mr.  C.  H.  Latrobe.  The 
erection  of  the  viaduct,  planned  and  executed  by  Mr.  L. 
L.  Buck,  was  completed  in  three  and  a  half  months.  In 
1889  a  heavy  freshet  washed  out  the  central  pier  and 
caused  the  collapse  of  the  structure. 
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The  most  prominent  railway  viaduct  structures  in  the 
United  States  are  the  Kinzua  viaduct  on  the  Erie  Railroad 
at  Bradford,  Pa.,  and  the  Pecos  viaduct  on  the  Southern 
Pacific  Railway  over  the  Pecos  gorge  in  Texas.  The 
Kinzua  viaduct  is  2053  feet  long,  with  a  maximum  height 
of  tower  of  285  feet  and  with  open  and  tower  spans  re- 
spectively 61  feet  and  38  feet  6  inches.  It  was  originally 
built  in  1 88 1  with  Phcenix-column  compression  members, 
but  it  was  rebuilt  as  an  all-riveted  structure  in  1900.  In 
the  reconstruction  of  this  viaduct  the  inclined  members  of 
the  tower  bracing  were  largely  omitted,  reliance  for  stiffen- 
ing the  tower  legs  being  placed  upon  heavy  plate  brackets 
between  the  legs  and  the  horizontal  struts.  The  Pecos 
viaduct  has  a  total  length  of  2180.5  feet  and  a  total  height 
above  the  water  surface  of  the  creek  in  the  bottom  of  the 
gorge  of  321  feet.  Its  open  and  tower  spans  are  mainly 
65  feet  and  35  feet  respectively.  The  central  span  over 
the  creek  is  of  the  cantilever  type,  185  feet  long  in  the  clear. 
These  viaducts  were  erected  without  false  works. 

The  Gokteik  viaduct,  in  Burmah,  about  400  miles  from 
Mandalay,  built  by  the  Pennsylvania  Steel  Co.,  is  2260  feet 
long  and  320  feet  high  at  the  highest  point. 

The  highest  viaduct  of  the  present  day  (1905)  is  probably 
the  Fades  viaduct,  being  erected  over  the  Sioule  River  on 
the  railway  from  Clermont  to  Tulle,  about  100  miles  from 
Paris,  France.  It  consists  of  three  continuous  deck-truss 
spans,  the  central  span,  478  feet  between  centers  of  piers, 
being  flanked  by  two  spans,  each  378  feet  between  centers 
of  piers.  The  two  supports  at  the  extremities  of  the 
472-foot  span  are  hollow  masonry  piers,  each  303  feet 
high.  The  tops  of  rails  of  this  central  span  are  435  feet 
above  the  bed  of  the  Sioule  River. 


CHAPTER  II. 

GENERAL  TYPES  OF  TRUSSES,  LOADS  AND  SPECIFICATIONS. 

Art.  34. — Definitions  and  Equations  of  Conditions. 

A  TRUSS  may  be  defined  to  be  a  framework,  or  articu- 
late structure,  so  composed  of  individual  pieces  connected 
at  joints  or  panel-points  that  external  forces  called  loads 
applied  at  the  joints  produce  the  stresses  of  tension  and  com- 
pression only  in  those  pieces.  If  the  loads  are  applied 
along  the  members  of  the  truss,  those  members  will  generally 
be  subjected  to  bending  in  addition  to  the  direct  stresses 
of  tension  and  compression. 

The  simplest  of  all  trusses  is  a  triangle,  and  all  trusses 
however  complicated  containing  no  superfluous  members 
must  contain  the  triangle  as  the  elementary  figtire.  The 
triangle  is  the  truss  element,  for  the  reason  that  it  is  the 
only  geometrical  figure  whose  form  may  not  be  changed 
without  varying  the  length  of  its  sides. 

The  following  laws  or  conditions  of  equilibrium  deduced 
in  the  study  of  statics  are  employed  in  determining  the 
stresses  in  trusses  or  framed  structures: 


JM,=o. 


(I) 
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X,  y,  and  Z  are  respectively  the  components  of  the  external 
forces  and  of  the  stresses  in  the  members  of  the  structure  in 
the  directions  of  the^X,  V,  and  Z  axes,  and  M*,  My,  and 
M„  respectively,  their  moments  about  the  same  axes. 
These  six  equations  of  condition  are  applicable  to  any 
structure  whatever,  but  they  reduce  to  the  following  three 
when  applied  to  a  coplanar  framework ;  that  is,  a  framework 
situated  in  one  plane : 


2X^0.  ] 
IMg=o.  . 


(2) 


These  equations  further  reduce  to  two  only,  viz.,  2H 
and  IV ^Oj  in  the  treatment  of  the  equilibritmx  of  con- 
current coplanar  forces. 

Since  the  majority  of  framed  structures  are  coplanar, 
eqs.  (2)  suffice  to  determine  all  the  stresses  if  the  structures 
are  statically  determinate.  It  will  be  found,  however, 
that  the  determination  of  stresses  in  some  structures 
requires  additional  equations  of  conditions.  These  equa- 
tions are  usually  based  on  the  laws  of  elasticity  of  the 
materials  employed  as  expressing  either  deflections  or  the 
expenditure  of  work  in  producing  those  deflections.  Such 
structures  are  called  statically  indeterminate;  they  will 
be  considered  later. 

Art.  35. — General  Types  of  Bridge-trusses. 

The  members  constituting  a  truss  figure  are  designated 
eithei  as  chord  members  or  web  members.  Chord  mem- 
bers are  those  mainly  defining  the  outlines  of  the  struc- 
ture, and  they  are  termed  lower  or  upper  chord  members 
according  as  they  are  found  at  the  bottom  or  top  of  the 
structure.  In  Fig  i  the  members  LqLu  L1L2 .  .  .  L^Lq 
are  the  lower  chord  members,  and  the  members  Lot/i,  U1U2 
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.  .  .  UiJ^  the  Upper  chord  members.     The  members  LqUi 
and  (/5L6  are  also  called  end  posts. 

The  members  of  a  truss  included  between  the  chords 
are  the  web  members.  They  are  called  posts  or  ties 
if  they   sustain   compression  or   tension  respectively.     If 


Fig.  I. — Pratt  Truss. 


members  are  capable  of  sustaining  both  tension  and  com- 
pression, they  are  said  to  be  cotinterbraced. 

The  tjrpes   of  simple  bridge-trusses   at   present  most 
generally  in  use  are  the  Pratt  truss  (Fig.  i),  in  which  the 


Fig.  2. — ^Warren  Truss. 


web  members  are  alternately  vertical  and  inclined,  the 
inclined  members  being  in  tension;  the  Warren  truss 
(Fig.  2),  in  which  the  web  members  are  usually  all  incUned 


FiQ.  2- — Broken  Upper-chord  Truss. 

equally  to  a  vertical;  and  the  broken  or  inclined  upper- 
chord  truss  (Fig.  3),  generally  used  for  spans  exceeding 
about  200  feet,  in  which  the  web  members  are  of  the  same 
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general  type  as  in  the  Pratt  truss.     The  web  members  in 
the  Howe  truss  (Fig.  4)  are  alternately  vertical  and  in- 


FiG.  4. — Howe  Truss. 

clined,  as  in  the  Pratt  truss,  but  the  vertical  members  are 
in  tension,  and  the  inclined  in  compression.  In  all  these 
figures  the  heavy  lines  indicate  compression  members. 

In  trusses  having  long  panels  the  latter  may  be  sub- 
divided either  in  the  manner  shown  in  Pig.  5,  or  by  some 


Fig.  5. — Broken  Upper-chord  Truss  with  Sub-divided  Panels. 

other  system.  In  this  way  the  advantage  of  few  and 
large*  truss  members  is  combined  with  a  floor  system  in 
which  the  stringer  lengths  are  not  too  great. 


Art.  36. — ^Notation  or  Numbering  of  Members. 

The  method  of  naming  the  members  of  trusses  is 
shown  in  the  preceding  figures,  in  which  each  lower  panel- 
point  is  designated  by  L  with  the  proper  subscript,  and  the 
upper  panel-points  by  C/.  In  subdivided  systems  the 
panel-points  not  found  in  the  chord  lines  are  denoted  by 
the  letter  M  with  subscripts.  Since  bridge-trusses  are 
usually  sjmametrical  about  a  vertical  line  midway  between 
the  points  of  support,  it  is  frequently  the  practice  to  number 
one  half  the  truss  only,  repeating  in  the  right  half  of  the 
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structure  the  lettering  of  the  left  half.     Both  methods  of 
numbering  will  be  used. 

Art.  37. — ^Decky  Through,  and  Pony  Trusses. 

Without  regard  to  tjrpes  of  construction,  truss-bridges 
are  divided  into 

Deck-bridges,  with  load  carried  on  the  upper  chord  line, 
and  \ 

Through-hndges,  with  load  carried  on  the  lower  chord 
line. 

Pony  trusses  are  trusses  insufficiently  high  (or  deep) 
to  need  overhead  cross-bracing.  They  have  seldom  been 
erected  for  spans  of  over  about  80  feet,  although  there  are 
examples  of  100  feet  (and  even  more)  in  length.  They 
are  now  (1905)  practically  abandoned,  but  plate  girders 
of  a  corresponding  type  are  frequently  built. 

The  lateral  stability  of  pony  trusses  is  precarious,  but 
complete  stability  of  pony  plate  girders  is  easily  attained. 

Art.  38. — Distribution  of  Fixed  and  Moving  Loads  for 

Bridge-trusses. 

The  total  load  on  a  bridge-tniss  always  consists  of 
two  parts,  the  fixed  load  and  the  moving  load.  The  fixed 
load  consists  of  the  entire  weight  of  the  bridge,  including 
tracks,  flooring,  etc.  The  moving  load,  as  its  name  indi- 
cates, consists  of-  that  load  (whether  concentrated  or  con- 
tinuous) which  moves  over  the  bridge. 

The  truss  is,  of  course,  always  subjected  to  the  action 
of  the  fixed  load. 

If  the  truss  is  of  uniform  depth,  the  panel-fixed  loads 
may  always  be  taken  uniform  in  amount  for  one  chord; 
and  even  if  the  depth  is  variable,  it  will  seldom  be  necessary 
to  make  a  varying  distribution  of  the  weight  of  the  trusses 
and   lateral  bracing.     The  amount  and  rate  of  such  a 
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variation  can  only  be  determined  by  the  circumstances 
of  each  particular  case. 

Moving  loads  are  so  supported  on  bridge-trusses  that 
they  are  usually  applied  at  panel-points  only.  This  is 
accomplished  by  means  of  a  system  of  longitudinal  and 
transverse  girders  called  stringers  and  floor-beams  respect- 
ively. The  stringers  support  the  ties  and  rails  directly 
and  aire  supported  by  the  floor-beams,  which  in  turn  are 
framed  int9  the  mB.m  members  of  the  bridge-trusses. 

In  earlier  bridge  practice  floor-beams  were  hung  from 
the  pins  at  panel-points,  but  this  construction  has  entirely 
disappeared.  It  is  now  considered  essential  to  build  the 
floor  system  as  rigidly  as  possible,  and  all  girders  are  firmly 
riveted  to  their  supports. 

Art.  ag. — ^Fized  or  Dead  Load. 

Every  truss  bridge  is  composed  of  the  following  parts: 

Upper  and  Lower  Chords. 

Web  Members. 

Upper  Sway-bracing. 

Transverse  Bracing. 

Lower  Sway-bracing. 

Floor  system,  including  beams,  stringers,  and  either 
rails  and  ties  or  some  type  of  continuous  floor  with  or  with- 
out ballast. 

The  sum  of  the  weights  of  these  parts  is  the  fixed  or 
dead  load  of  the  bridge. 

Art.  40. — Specifications  for  Floor  Ssrstems  of  Railroad  Bridges. 

The  following  extracts  from  modem  standard  specifi- 
cations will  'illustrate  the  factors  which  must  be  considered 
in  determining  the  weight  of  the  floor  system  of  railroad 
bridges : 
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American  Bridge  Company s  General  Specifications  for  Steel  Railroad 

Bridges,  igoo. 

§  8.  Wooden  Floor. — The  floors  shall  consist  of  cross-ties  8X8  inches 
if  the  stringers  are  placed  6J  feet  between  centers.  For  greater  distances 
they  are  to  be  proportioned  to  carry  the  maximum  wheel  load  dis- 
tributed over  three  ties,  the  fiber  strain  on  the  timber  not  to  exceed 
looo  pounds  per  square  inch.  The  ties  shall  be  spaced  with  open- 
ings not  to  exceed  6  inches,  and  shall  be  notched  down  ^  inch  and 
have  a  full  and  even  bearing  oil  th^  stringers.  Every  fifth  tie  shall 
be  fastened  to  a  stringer  by  a  }-inch  bolt. 

§  ID.  There  shaU  be  guard-timbers  6X8  inches  on  each  side  of  each 
track,  with  their  inner  faces  not  less  than  3  feet  3  inches  from  the 
center  of  track.  They  shall  be  notched  down  one  inch  over  every 
tie,  and  shall  be  fastened  to  every  third  tie  and  at  each  splicing  by  a 
}-inch  bolt.  The  splices  shall  be  over  floor-timbers,  with  half-and- 
half  joints  of  6  inches  lap. 

§11.  The  floor-timbers  and  guards  must  be  continued  over  piers 
and  abutments. 

§  12.  On  curves  the  outer  rails  shall  be  elevated  as  may  be  required. 

§  13.  In  determining  the  weight  of  the  structure  for  the  purpose 
of  calculating  the  dead-load  stresses,  the  weight  of  timber  shall  be 
assumed  at  4^  pounds  per  foot  B.M.,  and  the  weight  of  rails,  spikes, 
and  joints  at  100  pounds  per  linear  foot  of  track. 

The  General  Specification  for  Steel  Railroad  Bridges, 
by  Theodore  Cooper,  C.E.,  1901,  contain  provisions  in 
addition  to  those  quoted  above,  as  follows: 

§  16.  The  floor-timbers  from  center  to  each  end  of  span  must  be 
notched  down  over  the  longitudinal  girders,  so  as  to  reduce  the  camber 
in  the  track,  as  directed  by  the  engineer. 

§  17.  All  the  floor-timbers  shall  have  a  full  and  even  bearing  upon 
the  stringers;   no  open  joints  or  shims  will  be  allowed. 

§  23.  The  structure  shaU  be  proportioned  to  carry  the  following 
loads:  first,  the  weight  of  metal  in  the  structure  and  floor;  second, 
the  weight  of  rails,  fastenings,  ties,  guards,  foot-walk,  and  ballast,  when 
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used.  The  rails  and  fastenings  are  to  be  assumed  at  loo  pounds  per 
foot  of  track;  timber,  at  4^  pounds  per  foot  B.M.;  and  ballast,  at  no 
pounds  per  cubic  foot.  The  minimum  weight  will  be  assumed  at 
400  pounds  per  foot  of  track. 

The  Standard  Specifications  .for  Steel  Bridges  issued 
by  the  Pennsylvania  Railroad  Company,  January  i,  1901, 
reqtiire  that  (§  7)  the  dead  load  shall  be  assumed  as  uni- 
formly distributed  and  made  up  of  (i)  the  net  suspended 
weight  of  metal  in  the  trusses  and  members ;  (2)  the  weight 
of  the  metal  floor  system  (if  any);  (3)  the  weight  of 
the  wooden  cross-ties  or  floor-beams;  (4)  160  pounds  per 
linear  foot  of  track,  covering  the  weight  of  rails,  splices, 
guard-rails,  etc.,  the  above  items  of  dead  load  to  be  properly 
distributed  between  the  panel-points  of  the  loaded  and 
the  unloaded  chords. 

The  Specifications  of  the  N.  Y.  C.  &  H.  R.  R.R.  Company 
dated  January  i,  1904,  relating  to  the  floor  system  of  steel 
bridges  are  not  very  different  from  those  quoted  above. 
Fig.  6  shows  in  detail  the  construction  of  their  standard 
floor  system.  . 

The  N.  Y.  C.  &  H.  R.  R.R.  Co.*s  Specifications  relating 
to  solid  floors  are  of  interest 

§  19.  When  solid  steel  floors  are  used,  they  shall  preferably  be 
made  of  rolled  beams  with  a  plate  not  less  than  A  inch  thick  on  top 
of  same,  riveted  to  each  beam,  rivets  being  staggered  and  spaced  not 
over  12  inches  apart  in  each  gauge-luie. 

§  20.  When  trough-floors  must  be  used,  on  account  of  the  limited 
space  between  base  of  rail  and  clearance-line  of  structure,  they  shall 
be  made  rectangular  in  shape,  with  plates  and  angles,  imless  otherwise 
specified. 

§  21.  Solid  steel  floors  shall  be  connected  to  main  girders  or  trusses 
by  angle-irons  ^not  less  than  J  inch  thick  or  less  than  3^X3  J  inches 
in  size,  one  angle  on  each  side  of  the  web  of  the  I  beams,  and  of  the 
vertical  plates  of  troughs,  where  practicable  to  do  so.  Gusset-plates, 
not  less  than  16  inches  wide  at  top  of  floor,  shall  be  placed  at  intervab 
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of  not  over  13  feet,  when  floors  are  riveted  to  through  plate  girders. 
These  gusset-plates  shall  be  well  riveted  to  floors  and  girders  and  have 
the  edge  reinforced  by  a  3iX3i*X|-inch  angle. 

§  22.  Longitudinal  solid  steel  floors  shall,  where  they  rest  on 
masonry,  have  a  continuous  bearing-pjate  |  inch  thick  the  whole 
width  of  the  bridge  and  anchored  to  the  masonry  with  ij-inch-diameter 
bolts  extending  12  inches  into  the  same. 

§  23.  Drainage-gutters  and  down-spouts  are  generally  furnished 
for  solid  bridge  floors  when  directed.  The  gutters  shall  be  not  less 
than  No.  22  galvanized  iron,  well  supported;  the  down-spouts  shall 
be  of  cast  iron  and  not  less  than  4  inches  in  diameter. 

Art.  41. — ^Weights  of  Stringers  and  Floor-beams  and  their  Design. 

It  will  be  seen  that  the  foregoing  specifications  cover 
parts  of  the  floor  system  only.  The  probable  weights 
of  stringers,  floor-beams,  or  trusses  are  not  given.  These 
must  be  assumed  in  every  case  by  the  designer  and  used 
as  tentative  quantities  in  the  design  of  the  structure. 
After  the  completion  of  the  design,  the  weights  calculated 
therefrom  are  to  be  compared  with  those  first  estimated 
and  any  necessary  corrections  can  then  be  made.  The 
asstmiption  of  closely  approximate  tentative  weights  is 
not  difficult;  *  since  the  design  of  the  structure  advances 
progressively  from  stringers  to  floor-beams  and  then  to 
main  member. 

The  dead  weight  of  one  pair  of  stringers  and  the  included 
bracing  may  be  estimated  by  means  of  the  empiric  formula 
w=al,  where  w  is  the  weight  in  pounds  per  linear  foot,  / 
the  length  of  the  stringer  in  feet,  and  a  is  an  empirical 
quantity  depending  upon  the  live  loading,  the  span  length, 
and  the  allowed  intensities  of  stress.  The  value  of  a  may 
vary  between  the  limits  of  12  and  20. 

The  weight  per  {oot  of  a  floor-beam  may  be  estimated 
very  closely  after  a  rough,  tentative  design. 

Table  I  is  taken  from  the  Specifications  of  the  N.  Y.  C. 


so 
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&  H.  R.  R.R.  Co.,  dated  January  i,  1902.  It  ftimishes 
the  values  of  the  estimated  weights  of  the  steelwork  for 
floor-beams  and  stringers,  including  laterals,  for  the  lengths 
of  span  there  indicated.  The  table  includes  double-track 
as  well  as  single-track  spans. 

TABLE  I.— ESTIMATED  WEIGHTS  OF  FLOOR-BEAMS  AND 
STRINGERS,  INCLUDING  LATERALS. 

Floor  Carrying  One  Track. 


Depth  Floor- 
beams. 

Length  Floor- 
beams. 

Depth  StringexB. 

Lens^th  Stringen. 

Weight  per  Linear 
Foot   X  Track. 

I  ft.  8}  ins. 

14  ft.  0  ins. 

I  ft.  1}  ins. 

7  ft.     8  ins. 

455  lbs. 

2**      1  ** 

J3-    0  - 

I-    9     " 

I3CC           ,     c. 

555    *' 

2-    3i  " 

14       0 

I*'    7»  " 

10*'    10  *' 

465    *' 

2'*    3l  *' 

14'*    0  ** 

I  -    9i  - 

14'*    10  *' 

498    '* 

2**    6i  ** 

!«;'*   0  '* 

2-      i- 

14''      9  "• 

518    '* 

2**    1\  '* 

IS'*   0  " 

2-      }- 

13  «*     0  *' 

498    - 

2-    9l  - 

16'*   0  ** 

2'*      2j    ** 

15''    lol** 

484    '* 

Floor  Carrying  Two  Tracks. 


Depth  Floor- 
oeams. 

Length  Floor- 
beams. 

Depth  Stringers. 

Length  Stringers. 

Weight  per  Linear 
Foot  2  Tracks. 

2  ft.  loi  ins. 
3-      0     - 

3"    If     '' 
3"    5i     " 

4           1 

27  ft.  6  ins. 
26**    9  ** 

27'*    3  '* 
29*'    0  " 

28'*    9  ** 

2  ft.  3I  ins. 
2-    4*  ** 
2*'    6i  '* 
2**    8i  " 

3*'    5l  " 

• 

12  ft.  5^  ins. 
12"    1}  '* 

13'*    5l  '' 

15*'    9i  ^ 
17"    8     *' 

1540  lbs. 
1560    ** 

1565    ** 
1250    ** 

1430    *• 

NoU, — ^The  weights  include  the  steelwork  only. 


Art.  42. — ^Weights  of  Bridges  and  Formulae  for  the 
Determination  of  such  Weights. 

Figs.  7,  8,  and  9  are  taken  from  the  same  specifications  of 
the  N.  Y.  C.  &  H.  R.  R.R.  Co.  and  they  show  in  detail  the 
approximate  weights,  per  linear  foot  of  span,  of  the  differ- 
ent classes  of  bridges  there  indicated  for  one,  two,  and  four 
tracks,  from  spans  between  10  and  no  feet.  These  dia- 
grams nclude,  within  the  proper  limits  of  length,  various 
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WaiEhi  per  Lioeu'  Foot  of  Bridge  I"  Thoiuudi  ol  Poundt. 

Fic.  7.— Diagram  for  Deck  PlaCe'Girden,  And  Through  Plate  Girders  with 
Floor  Beams  and  Stringers. 
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types  of  structtires,  such  as  deck  plate  girders,  through  plate 
girders,  and  trusses  with  both  solid  and  open  floors. 

The  live  load  for  which  these  structures  were  designed 
consisted  of  two  consolidation  locomotives,  Class  E  40  of 
Cooper's  Specifications,  followed  by  a  tiniform  live  load 
of  4500  pounds  per  linear  foot  of  track. 

Attempts*  have  been  made  to  express  accurately  by 
means  of  an  equation  the  dead  weight  of  the  trusses  and 
bracing  of  a  bridge  structure,  but  the  results  have  not 
been  satisfactory.  The  quantities  appearing  in  such  an 
equation  would  include  the  variation  in  type  of  the  struc- 
ture, the  depth  of  trusses,  the  intensity  of  moving  load, 
the  allowed  unit  stresses,  the  degree  of  rigidity  desired  in 
the  structure,  etc. 

It  seems  proper  to  neglect  all  such  quantities  and  to 
adopt  for  use,  instead,  an  equation  similar  to  the  one  used 
for  stringers,  tempering  the  value  of  the  constant  a  by  the 
engineer's  judgment.  The  equation  would  again  be  rep- 
resented by  w  =  al,  where  w  represents  the  weight  per 
linear  foot  of  two  trusses  and  included  bracing,  /  the  span 
length  in  feet,  and  a  an  empirical  constant.  The  extreme 
limits  of  the  value  of  a  may  lie  between  6.5  and  10,  7  fre- 
quently occurring. 

Art.  43. — Specifications  for  Floor  Systems  of  Highway  Bridges. 

The  Specifications  of  the  American  Bridge  Company  for 
steel  highway  bridges,  1901,  include  the  following  provi- 
sions : 

General  Description. 
Classification.       §  i.  Bridges    under  these   specifications   are   divided 
into  six  classes,  viz. : 

Class   A. — For  city  traflSc. 

Class    B. — For   suburban   or   interurban   trafl&c   with 

heavy  electric  cars. 

*  Transactions  American  Society  of  Civil  Engineers,  Vol.  XV,  p.  105;   Vol. 
XVI  p.  191;  Vol.  XVIII,  p.  179. 
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Class    C. — ^For  country  roads  with  light  electric  cars 

or  heavy  highway  trafl&c. 

Class  D. — For  country  roads  with  ordinary  highway 

traffic. 

Class  E  I. — For  heavy  electric  street  railways  only. 

Class  E  2. — For  light  electric  street  railways  only. 

Spacing  of      .  §  8.  The  width  between  centers  of  trusses  shall  in  no 
Trusses,     case  be    less  than  one  twentieth   of  the  span  between 
centers  of  end  pins*  or  shoes. 

Floor-beams.  §  11.  AU  floor-beams  in  through-bridges  shall  be  riv- 
eted to  the  main  girders. 

Stringers.  §  i2-  Steel  stringers  shall  preferably  be  riveted  to  the 

web  of  the  floor-beams. 

Wooden  joists  shall  not  be  less  than  3  inches  thick, 
shall  be  spaced  not  more  than  2J  feet  between  centers, 
and  shall  be  dapped  over  the  seat-angles  or  floor-beams 
to  exact  level.  In  the  latter  case  they  shall  lap  by  each 
other  over  the  full  width  of  the  floor-beam,  and  shall  be 
separated  J  inch  for  free  circulation  of  air. 

-  Roadway  §  13.  For  single  thickness  the  roadway  planks  shall 

Planks,  not  be  less  than  3  inches  thick,  nor  less  than  one  twelfth 
of  the  distance  between  stringers,  and  shall  be  laid  trans- 
versely with  J-inch  openings. 

When  an  additional  wearing  surface  is  specified  for  the' 
roadway,  it  shall  be  i  J  inches  thick,  and  the  lower  planks, 
of  a  minimum  thickness  of  2^  inches,  shall  be  laid  diag- 
onally and  with  J-inch  openings. 

Wheel-guards.  §  15.  Wheel-guards  of  a  cross-section  not  less  than  6 
inches  by  4  inches  on  each  side  of  the  roadway  shall  be 
provided.  They  shall  be  blocked  up  from  the  floor-plank 
with  blocks  2  inches  by  6  inches  by  12  inches  long,  not  over 
5  feet  apart  center  to  center,  held  in  plaCe  by  one  |-inch 
bolt  passing  through  the  center  of  each  blocking-piece  and 
securely  fastened  to  the  stringer  below.  The  wheel- 
guards  shall  be  spliced  with  half-and-half  joints  with  6 
inches  lap  over  a  blocking-piece. 
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Footwalk  §  1 6.  The  footwalk-planks  shall  not  be  less  than  2 

Planks,      inches  thick  nor  more  than  6  inches  wide,  spaced  with 
J-inch  openings. 

§  17.  All  plank  shall  be  laid  with  heart  side  down, 
shall  have  full  and  even  bearing  on,  and  be  firmly  attached 
to,  the  stringers. 

Solid  Floor.  §  18.  For  bridges  of  Classes  A  and  B  a  solid  floor, 

consisting  of  stone,  asp^ialt,  etc.,  on  a  concrete  bed  is 
recommended.  For  this  case  the  flooring  will  consist  of 
buckle-plates  or  corrugated  sections,  and  the  concrete  bed 
shall  be  at  least  3  inches  thick  for  the  roadway,  and  2 
inches  thick  for  the  footwalk,  over  the  highest  point  to  be 
covered,  not  counting  rivet-  or  bolt-heads. 

Buckle-plAtes.       §  19.  Buckle-plates  shall  not  be  less  than  A  inch  thick 
for  the  roadway  and  }  inch  thick  for  the  footwalk. 

Curbs.  §  20.  For  solid  floor  the  curb  holding  the  paving  and 

acting  as  a  wheel-guard  on  each  side  of  the  roadway  shall 
be  of  stone  or  steel  projecting  about  6  inches  above  the 
finished  paving  or  gutter.  The  curb  shall  be  so  arranged 
that  it  can  be  removed  and  replaced  when  worn  or  injured. 
There  shall  also  be  a  metal  edging-strip  on  each  side  of 
the  footwalks  to  protect  and  hold  the  paving  in  place.. 

Drainage.  §  21.  Provision  shall  be  made  for  drainage  clear  of  all 

parts  of  the  metal-work. 

Floor  of  Classes  §  22.  The  floor  of  bridges  of  Classes  £  i  and  £  2  shall 
E  I  and  E  2.  consist  of  cross-ties  not  less  than  6  inches  by  6  inches, 
spaced  with  openings  not  exceeding  6  inches  and  securely 
fastened  to  the  stringers  by  bolts  There  shall  be  guard- 
timbers  not  less  than  6  inches  by  6  inches  on  each  side  of 
each  track,  with  their  inner  faces  not  less  than  9  inches 
from  center  of  rail.  They  shall  be  notched  i  inch  over 
every  tie,  and  fastened  to  every  fourth  tie. 

Dead  Load.  §  23.  In  determining  the  weight  of  the  structure  for 

the  purpose  of  calculating  stresses,  the  weight  of  timber 
shall  be  assumed  at  4  pounds  per  foot  B.M.,  the  weight 
of  concrete  and  asphaltum  at  130  pounds,  of  paving-brick 
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at  150  pounds,  and  of  granite  stone  at  160  pounds  per 
cubic  foot.  The  rails,  fastenings,  splices,  and  guard-tim- 
bers of  street-railway  tracks,  resting  on  cross-ties,  shall  be 
assumed  as  weighing  100  poimds  per  lineal  foot  of  track. 


Art.  44* — ^Hoving  or  Live  Loads  for  Railroad  Bridges. 

The  moving  load  on  a  railway  bridge  may  be  taken  as 
continuous  or  as  a  series  of  single  weights  as  actually  applied 
at  the  wheels  tmder  the  locomotives  and  cars.  The  assump- 
tion of  continuity  or  imiformity  of  moving  load  was 
formerly  always  made,  a  larger  amotmt  per  lineal  foot  being 
taken  to  represent  the  extra  locomotive  weight.  In  such 
a  case,  if  the  moving  load  extends  from  the  end  of  the  bridge 
to  the  center  of  any  panel  or  to  the  6nd  of  that  panel,  the 
panel-point  immediately  in  front  of  the  train  will  not  sus- 
tain a  full  panel  load ;  but  if  it  be  assumed  that  this  panel- 
point  does  sustain  the  full  load,  then  a  small  error  on  the 
side  of  safety  will  be  committed.  Such  an  assumption  may 
be  made,  and  the  consequent  method  of  computation  will 
be  given  in  some  of  the  articles  which  will  follow  this 
chapter. 

At  the  present  time  (1905),  however,  the  demands  of 
the  best  practice,  particularly  in  the  treatment  of  short 
spans,  require  the  moving  load  to  be  taken  at  the  actual 
points  of  applicatio;i  of  the  locomotive  wheels,  followed  by 
a  tmiform  load  representing  car  weights. 

If  the  span  is  short,  one  or  two  locomotives  may  cover 
the  entire  bridge,  thus  causing  the  moving  load,  per  foot, 
to  be  very  great  for  the  whole  span.  If  the  span  is  long, 
the  probability  of  the  whole  bridge  being  covered  with  an 
excessively  heavy  moving  load  is  slight. 

Thus  it  is  seen  that  the  moving  load,  per  foot,  nniay 
decrease  as  the  span  increases. 
•  Floor-beams   and  stringers  are  really  bridges  of  short 
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Spans  equal  to  their  lengths,  consequently  they  must  be 
designed  for  the  heavy  loads  belonging  to  those  short  spans. 
Railroad  companies  naturally  differ  in  their  choice  of 
locomotive  loads,  but  the  present  tendency  is  toward  the 
use  of  standard  loadings.  Those  devised  by  Theodore 
Cooper  are  at  present  much  employed,  and  they  are  shown 
in  Fig.  lo. 


Fig,  io. — Cooper's  Standard  Loadings.     Weights  are  Aile  Loads  in  Pounds. 

The  length  of  wheel-bases  for  all  these  locomotives  is 
the  same,  but  the  weights  on  the  axles  all  vary  in  the  same 
proportion  in  any  two  classes.  Hence,  if  the  stresses  in  a 
structure  be  found  for  any  one  class  of  locomotive,  the 
stresses  in  the  same  structure  for  a  different  class  may  be 
determined  by  multiplying  by  the  proper  ratio. 


Fig.  II.— Pennsrlvama  Railroad  Co.'s  Standard  Loading,  Jan.  I,  IqOI.     Weights 
are  Axle  Loads  in  Pounds. 

At  the  present  time  (1905)  locomotives  E  40,  E  45,  and 
E  50  are  frequently  used,  the  general  tendency  being  toward 
the  heavier  types. 

The  standard  loading  required  by  the  N.  Y.  C.  &  H.  R. 
R.R.  Co.  is  the  same  as  Cooper's  E  40  locomotive,  folIowM, 
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however,  by  a  uniform  load  of  4500  pounds  per  linear  foot. 

Fig.  1 1  illustrates  the  standard  loading  specified  by  the 
Pennsylvania  Railroad  Co.,  Jan.  i,  1901. 

Fig.  12  shows  a  locomotive  built  for  the  Atchison, 
Topeka  &  Santa  F^  Railroad,  and  Fig.  13  shows  one  btiilt 
for  the  Pittsburg,  Bessemer  &  Lake  Erie  Railroad.  These 
figures  illtistrate  types  of.  the  heaviest  locomotives   yet 
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Fig.  12.— a.,  T.  &  Santa  F6  R.R.  Co.'s  Locomotives. 

built.  The  A.,  T.  &  Santa  F6  locomotive  weighs,  without 
tender,  232,000  potmds  on  five  driving-axles,  with  a 
driving-wheel  base  of  20  feet,  or  11,600  potmds  per  linear 
foot.  The  P.,  B.  &  L.  E.  locomotive  weighs  225,200  pounds  . 
on  foiu*  driving-axles,  on  a  driving-wheel  base  of  15  feet 
7  inches,  or  14,450  pounds  per  linear  foot. 

Mr.  H.  W.  Hodge,  in  a  discussion  before  the  American 
Society  of  Civil  Engineers,  June  11,  1903,  states  that  the 
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FIG.  13,— p.  B.  &  L.  E.  R.R.  Co. 's  Locomotive. 


heaviest  loaded  steel  cars  of  which  he  has  knowledge  are 
those  in  use  on  the  Algoma  Central  Railroad,  which  weigh 
44,000  potmds  each  and  carry  a  net  load  of  100,000  pounds, 
their  over-all  length  being  24  feet.  This  loading  is  equiva- 
lent to  6000  pounds  per  linear  foot. 
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Mr.  A.  J.  Hymes,  in  the  same  discussion,  records  a 
loading  on  the  Monongahela  Connecting  Railroad  of  Pitts- 
burg, which  uses  cars  having  a  capacity  of  200,000  pounds 
and  weigh  40,000  potinds.  The  length  of  the  shortest  of 
these  cars  is  33  feet  over  all,  making  a  total  weight  of  about 
7300  pounds  per  linear  foot. 


Fig,  14. — Clearance  Diagram.  N.  Y. 
C.  &  H.  R.  R.R.  Co.  Standard  Dis- 
tance between  Tracks  » 12  feet. 


Fig.  15. — Clearance  Diagram,  Pennsylvania 

R.R. 


Such  loadings  are  perhaps  extreme  at  the  present  date, 
but  5000  pounds  per  linear  foot  is  not  an  excessive  uniform 
load  for  trunk  lines. 

At  the  International  Engineering.  Congress  held  at 
St.  Louis,  1904,  Mr.  H.  W.  Hodge  stated  that  in  his  opinion 
the  largest  steam-locomotive  it  would  be  reasonable  to 
expect  on  a  standard-gauge  railway,  with  the  present  clear- 
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ance,  would   probably  have    four   driving-axles    on    5-ft. 
centers,  each  axle  loaded  with  35  tons. 

The  clearances  required  by  the  locomotives  of  the  N.  Y. 
C.  &  H.  R.  R.R.  Co.,'  and  the  Pennsylvania  R.R.  Co.  are 
illustrated  in  Figs.  14  and  15. 

A  powerful  and  successful  electric  locomotive  recently 
constructed  "is  the  type  known  as  6000  of  the  N.  Y.  C.  & 
H.  R.  R.R.  Co.  This  locomotive  has  a  weight  of  69  tons, 
equally  distributed  on  four  axles  having  a  rigid  wheel-base 
of  13  feet. 

It  is  seen  that  the  weight  of  the  electric  locomotive  is 
much  less  than  that  of  the  steam-locomotive. 

In  order  to  provide  for  specially  heavy  concentrations 
which  may  affect  the  stresses  in  short  spans  or  in  the 
stringer  system  of  a  large  span  engineers  sometimes  specify 
a  special  loading.  Cooper,  for  instance,  specifies  the  \ise 
of  a  loading  of  100,000  potmds,  equally  distributed  on  two 
pairs  of  driving-wheels  spaced  ^^  feet  center  to  center, 
when  these  loads  ftimish  higher  stresses  than  by  using 
the  usual  locomotive  concentrations. 


Art.  45. — Equivalent  Xroads. 

Attempts  have  been  made  to  replace  locomotive  wheel 
concentrations  by  tmiform  or  other  loads  producing  equal 
moments  or  shears  and  therefore  called  equivalent  loads. 
Such  loads,  however,  will  vary  not  only  with  the  span 
length,  but  also  as  they  are  employed  for  determining 
moments  or  shears. 

This  is  well  illustrated  by  the  following  table  showing 
the  uniform  load  per  linear  foot  which  will  furnish  the  same 
moments  and  shears  in  a  given  span  as  the  actuaV  concen- 
trations of  Cooper's  Class  E  40  locomotive.  In  spans  of 
250  feet  length  even,  the  equivalent  uniform  loads  for 
moments  and  shears  differ  appreciably. 
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MAXIMUM  MOMENTS,  M,  END  SHEARS,  S,  AND  FLOOR-BEAM 
REACTIONS,  R,  PER  TRACK,  PRODUCED  BY  COOPER'S  STAND- 
ARD  LOADING  E40,  ON  SPANS  FROM  10  TO  250  FEET. 


Maximum 

Maximum 

Maximum 

'     Equivalent  Uniform  Load. 

Soan 
in  Feet. 

Moment, 

End  Shear, 

Floor-beam 

Af,  m 

s, 

Reaction,  R, 

■ 

Foot-pounds. 

• 

in  Pounds. 

in  Pounds. 

M. 

5. 

R. 

10 

112,500 

60,000 

82,000 

9,000 

i2;ooo 

8,200 

13 

169,100 

68,000 

93,200 

9,340 

11,330 

7,830 

15 

254,000 

80,000 

110,000 

9,030 

10,670 

7,330 

18 

341,600 

92,000 

122,000 

8,430 

10,240 

6,780 

30 

400,000 

100,000 

130,000 

8,000 

10,000 

6,500 

25 

616,500 

113,500 

151,000 

7,890 

9,080 

6,040 

30 

820,800 

126,500 

171,500 

7,300 

8,430 

5,720 

35 

1,052,500 

138,000 

195,000 

6,870 

7,890 

5,570 

40 

1,312,500 

151,500 

216,000 

6,560 

7,570 

5,400 

50 

1,908,300 

176,400 

257,000 

6,110 

7,060 

5,140 

60 

2,580,000 

196,000 

305,000 

5,730 

6,530 

5,080 

70 

3,372,000 

222,000 

354,000 

5,510 

6,340 

5,060 

80 

4,320,000 

250,000 

396,000 

5,400 

6,250 

4,950 

90 

5,320,000 

276,000 

437,000 

■  5,250 

6,130 

4,860 

100 

6,436,000 

301,200 

474,000 

5,140 

6,020 

4,740 

"5 

9,960,000 

360,900 

5,100 

5,770 

ISO 

14,100,000 

417,600 

5,010 

5,570 

175 

18,720,000 

467,800 

4,890 

5,350 

200 

23,700,000 

524,400 

4,740 

5,240 

250 

35,220,000 

629,300 

4,510 

5,030 

A  compromise  is  sometimes  effected  between  the 
method  of  locomotive  concentrations  and  the  method  of 
the  uniform  load,  by  specifying  that  the  loading  shall 
consist  of  a  uniformly  distributed  load,  together  with  one 
or  two  concentrated  weights,  the  latter  not  necessarily  at 
the  head  of  the  tmiform  load,  but  so  placed  as  to  cause 
the  greatest  stresses.  These  excess  loads  are  of  such  value 
and  so  spaced  that  they  represent  closely  the  differences 
between  one  or  two  locomotives  and  the  tmiform  load  of 
the  same  length.  This  class  of  loads  may  sometimes  be 
advantageously  employed,  but  under  the  modem  methods 
of  bridge  computations  no  appreciable  gain  is  found  in 
this  method  except  in  special  cases. 

At  the  present  time  locomotive  loadings  have  been 
so  standardized  and  the  quantities  used  in  the  numerical 
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calculations  have  been  so  arranged  that  there  is  but  little 
advantage  in  using  an  equivalent  uniform  load  in  place  of 
concentrations.  Graphic  naethods  also  tend  to  do  away 
with  any  advantage  in  favor  of  the  equivalent  uniform 
live-load  system. 


Art.  46.— Moving  or  Live  Loads  for  Highway  Bridges. 

The  following  provisions  relating  to  Highway  Bridges 
have  been  extracted  from  the  Specifications  of  the  American 
Bridge  Co.,  1901 ;  the  classes  referred  to  have  already  been 
explained. 

§  24.  Live  Load. — The  bridges  of  the  different  classes  shall  be  de- 
signed  to  carry,  in  addition  to  their  own  weight  and  that  of  the  floor, 
a  moving  load,  either  uniform  or  concentrated,  or  both,  as  specified 
below,  placed  so  as  to  give  the  greatest  stress  in  each  part  of  the 
structure. 

Class  A. — City  Bridges. 

For  the  floor  and  its  supports,  on  each  street-car  track  or  on  any 
part  of  the  roadway,  a  concentrated  load  of  24  tons  on  two  axles  10 
feet  centers  and  5  feet  gauge  (assumed  to  occupy  a  width  of  12  feet), 
and  upon  the  remaining  portion  of  the  floor,  including  footwalks,  a 
load  of  100  pounds  per  square  foot. 

For  the  trusses,  for  spans  up  to  100  feet,  1800  pounds  per  lineal 
foot  of  each  car-track  (assumed  to  occupy  12  feet  in  width),  and  100 
pounds  per  square  foot  for  the  remaining  floor  surface;  for  spans  of 
200  feet- and  over,  1200  pounds  for  each  lineal  foot  of  track  and  80 
pounds  per  square  foot  of  floor;  proportionally  for  intermediate  spans. 

Class  B. — Suburban  or  Interurban  Bridges. 

For  the  floor  and  its  supports,  on  any  part  ^f  the  roadway,  a  con- 
centrated load  of  12  tons  on  two  axles  10  feet  centers  and  5  feet  gauge 
(assumed  to  occupy  a  width  of  12  feet),  or  on  each  street-car  track  a 
concentrated  load  of  24  tons  on  two  axles  10  feet  centers;  and  upon 
the  remaining  portion  of  the  floor,  including  footwalks,  a  load  of  100 
pounds  per  square  foot. 
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For  the  trusses,  for  spans  up  to  loo  feet,  1800  pounds  per  lineal 
foot  of  each  car-track  and  80  pounds  per  square  foot  for  the  remaining 
floor  surface;  for  spans  of  200  feet  and  over,  1200  pounds  for  each 
lineal  foot  of  track  and  60  pounds  per  square  foot  of  floor;  propor- 
tionally for  intermediate  spans. 

Class  C. — Heavy  Country  Highway  Bridges. 

For  the  floor  and  its  supports,  on  any  part  of  the  roadway,  a  con- 
centrated load  of  12  tons  on  two  axles  10  feet  centers  and  5  feet  gauge 
(assumed  to  occupy  a  width  of  12  feet),  or  on  each  street-car  track  a 
concentrated  load  of  18  tons  on  two  axles  10  feet  centers;  and  upon 
the  remaining  portion  of  the  floor,  including  footwalks,  a  load  of  100 
pounds  per  square  foot. 

For  the  trusses,  the  same  as  for  Class  B,  except  that  the  load  on  car- 
tracks  for  spans  up  to  100  feet  will  be  1200  pounds,  and  for  spans  of  200 
feet  and  over,  1000  pounds. 

Class  D. — Ordinary  Country  Highway  Bridges, 

For  the  floor  and  its  supports,  a  load  of  80  pounds  per  square  foot 
of  total  floor  surface,  or  6  tons  on  two  axles  10  feet  centers  and  5  feet 
gauge. 

For  the  trusses,  a  load  of  80  pounds  per  square  foot  of  total  floor 
surface  for  spans  up  to  75  feet;  and  55  pounds  for  spans  of  200  feet 
and  over;  proportionally  for  intermediate  spans. 

Class  E  I. — Bridges  for  Heavy  Electric  Street  Railways  Only. 

For  the  floor  and  its  supports  on  each  track  a  load  of  24  tons  on 
two  axles  10  feet  centers. 

For  the  trusses,  a  load  of  1800  pounds  per  lineal  foot  of  each  car- 
track  for  spans  up  to  100  feet;  and  a  load  of  1200  poimds  for  spans 
of  200  feet  and  over;  proportionally  for  intermediate  spans. 

Class  E  2. — Bridges  for  Light  Electric  Street  Railways  Only. 

For  the  floor  and  its  supports,  on  each  track  a  load  of  18  tons  on 
two  axles  10  feet  centers. 

For  the  trusses,  a  load  of  1200  pounds  per  lineal  foot  of  each  car- 
track  for  spans  up  to  100  feet;  and  a  load  of  1000  pounds  for  spans  of 
200  feet  and  over;  proportionally  for  intermediate  spans. 
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In  the  Specifications  of  J.  A.  L.  Waddell,  C.E., 
highway  bridges  are  divided  into  three  classes,  viz.,  Class  A, 
which  includes  those  subject  to  the  continued  application 
of  heavy  loads ;  Class  B,  which  includes  those  subject  to  the 
occasional  application  of  heavy  loads ;  and  Class  C,  which 
includes  those  for  ordinary  light  traffic.  Class  A  covers 
bridges  in  densely  populated  cities ;  Class  B,  those  in  smaller 
cities  and  manufacturing  districts;  and  Class  C,  country 
road  bridges.  Mr.  Waddell  specifies  that  the  imiformly 
distributed  live  loads  per  square  foot  of  floor,  including 
the  entire  clear  widths  of  both  main  roadway  and  footwalks, 
shall  be  taken  from  the  diagram  shown  in  "Fig.  16. 


IfO 
110 

|io? 

I' 

i" 

1.70 

V 

•«. 

• 

N 

N, 

• 

\ 

X^ 

X 

\ 

*^ 

V 

\ 

V 

V 

H 

L 

^ 

V 

>^« 

"^ 

4 

M- 

^^ 

^- 

_    ^ 

■ — 

M 

"^ 

-- 

iQ 

— 

. 

"5 

( 

1      a 

0    i< 

» 

U 

lO 

« 

10 

« 

» » 

10     Si 
Spa 

lUlU  J 

0      43 

F'eet 

0 

M 

10 

K 

W      M 

N>      63 

0 

10      760 

Fig.  16. — ^Waddell's  Live  Loads  for  Highway  Bridges. 

From  WaddelFs  Specifications. 

"In  addition  to  these  loads,  the  floor,  joists,  floor- 
beams,  beam  hangers,  and  primary  truss  members  are  to  be 
proportioned  for  the  following  concentrated  loads,  which 
are,  however,  supposed  to  occupy  a  whole  panel  length  of 
the  main  roadway  to  the  exclusion  of  the  other  live  loads 
there  (excepting  only  the  electric-railway  live  load). 

"  Class  A. 

"A  road  it)ller  weighing  30,000  pounds,  of  which  12,000 
pounds  are  concentrated  upon  the  roller  in  front  of  the 
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machine,  and  9000  pounds  on  each  of  the  wheels  at  the 
rear,  the  distance  between  the  central  planes  of  these 
wheels  being  5  feet  and  that  between  their  axis  and  the 
axis  of  the  front  roller  11  feet.  The  width  of  the  front 
roller  is  to  be  4  feet  and  that  of  each  rear  wheel  i  foot  8 
inches. 


II 


Class  B. 


"A  concentrated  load  of  16,000  pounds,  equally  dis- 
tributed upon  two  pairs  of  wheels,  the  axes  of  which  are  8 
feet  apart,  and  the  central  planes  of  the  wheels  6  feet  apart. 

"  Class  C. 

"A  concentrated  load  of  10,000  pounds,  distributed  in 
the  same  manner  as  for  Class  B. 

"  The  road-roller  load  is  asstuned  to  be  equally  divided 
between  all  of  the  joists  that  it  can  cover,  and  the  wheel 
loads  for  Classes  B  and  C  equally  between  two  joists." 

The  preceding  loads  do  not  cover  electric  road  concen- 
trations ;  these  must  be  found  in  addition,  and  are  assumed 
to  occupy  10  feet  in  width  of  the  clear  roadway  to  the 
exclusion  of  all  other  live  load  on  said  10  feet,  except  in 
the  cases  of  floor-beams  and  primary  truss  members,  when 
they  are  to  be  considered  as  passing  either  the  road-roller 
or  the  heavy-wagon  load. 

Weights  of  Crowds  of  People. 

The  latest  and  most  authentic  tests  concerning  the 
weight  of  a  crowd  of  people  have  been  given  by  L.  J. 
Johnson,  in  a  paper  printed  in  the  Journal  of  the  Association 
of  Engineering  Societies,  Jantiary,  1905.  The  conclu- 
sions there  stated  are  that  loads  of  180  pounds  per  square 
foot  ntiay  occur  in  exceptional  circtimstances ;  that  160 
pounds  must  frequently  occur;  that  140  pounds  must  be 
common  on  station  platforms,  in  corridors,  and  many  other 
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places  frequented  by  throngs  of  people,  and  that  80  pounds 
per  square  foot  must  be  common  in  gatherings  in  private 
houses.  It  is  probable,  however,  that  loads  greater  than 
80  potmds  per  square  foot  occur  so  seldom  in  practice 
that  they  need  be  considered  only  in  exceptional  cases. 

Art.  47. — Stresses  Caused  by  Other  than  Fixed  and  Moving 

Loads. 

In  addition  to  the  stresses  in  framed  structures  due 
to  the  fixed  and  moving  loads  acting  upon  them,  it  will 
be  necessary  to  consider  the  following: 
(a)  Stresses  caused  by  impact. 


{b) 

*  *        *  *    the  traction  of  the  moving  load. 

ic) 

'  *        *  *    centrifugal  forces. 

id) 

**        **    wind. 

(e) 

"        *  *    temperature  changes. 

(/) 

"        * '    the  initials  tresses  in  some  of  the 

■ 

members. 

Ce) 

<  c 

'  *        "    snow  load. 

Art.  48. — Impact  Stresses. 

In  designing  the  members  of  trusses  it  is  necessary  to 
distinguish  between  the  imit  stresses  allowed  for  the  dead 
and  for  the  live  load,  on  accotmt  of  the  difference  in  the 
conditions  imder  which  those  classes  of  stress  are  caused. 
The  dead-load  stresses  are  constant  in  kind  and  amount, 
but  those  caused  by  the  moving  load  vary  not  only  in 
character  and  amotmt,  but  are  applied  with  more  or  less 
suddenness  of  shock  due  to  imperfections  of  track  or  rolling 
stock,  lack  of  complete  balance  of  locomotive  driving- 
wheels,  or  to  the  inherent  conditions  necessarily  associated 
with  any  rapidly  moving  train. 

Two  methods  of  treatment  are  in  use:  one  specifies 
definite  but  separate  allowed  intensities  of  stress  for  live- 
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and  dead-load  stresses  without  any  reference  to  the  length 
of  bridge  covered  by  the  moving  load.  The  other  method 
specifies  the  same  intensity  of  stress  for  both  classes  of 
load,  but  adds  to  the  live-load  stress  a  certain  percentage 
of  itself,  to  allow  for  impact  or  sudden  application. 

The  first  method  is  that  advocated  by  Theodore  Cooper, 
who  specifies  the  allowed  dead-load  stresses  at  one  half 
the  values  of  the  live  load.  This  method  is  also  that  adopted 
by  the  N.  Y.  C.  &  H.  R.  R.R.  Co.  The  second  method 
employs  a  formula  of  the  following  form: 


-<r^)' 


in  which  /  is  the  impact  stress  to  be  added  to  the  com- 
puted maximum  live-load  stress  5,  L  is  the  length  of 
loaded  distance  in  feet  which  produces  the  maximum 
stress  in  the  member,  and  a  and  b  are  constants,  being 
lengths  expressed  in  feet.  The  American  Bridge  Co., 
1900,  for  instance,  specifies  for  its  rai>oad  bridges  a  =  6  = 
300,  and  J.  A.  L.  Waddell  specifies  0  =  400  and  6  =  500 
for  railway  bridges,  and  a  =100  and  6  =  150  for  highway 
bridges.  In  the  latter  case,  however,  L  is  taken  as  the 
total  span  length.  For  highway  bridges,  the  American 
Bridge  Co.  (1900)  specifies  that  25  per  cent  of  the  max- 
imum live-load  stresses  shall  be  added  thereto,  to  com- 
pensate for  impact  and  vibration. 

The  specifications  for  impact,  as  furnished  by  the 
Pennsylvania  R.R.  Co.,  are  given  in  full  below;  they 
involve  in  the  impact  formula  the  dead-load  as  well  as 
the  live-load  stresses,  and  they  also  provide  for  reversals 
of  stress  in  the  same  member. 

From  the  Standard  Specifications  of  the  Pennsylvania  Railroad 

Company. 

§  13.  The  calculation  of  stresses  produced  by  the  live  and  dead 
loads  will  determine  the  following  values  for  each  member: 


Art.  48  J 


IMPACT  STRESSES. 


tj 


if  —maximum  calculated  stress  in  the  member  (compression  or 
tension) ; 

m»(i)  minimum  calculated  stress  in  members  subjected  to 
one  kind  of  stress  only  (all  compression  or  all  ten- 
sion) ;  or  (2)  maximimi  calcrulated  stress  of  lesser  kind, 
in  members  subjected  to  reversal  of  stress. 

Note, — ^Minimum  stress  is  understood  to  mean  the  absolute  minimum;  i.e.,  in 
a  main  diagonal  or  post  of  a  simple  span  m  equals  the  calculated  dead-load  stress 
minus  the  maximum  calculated  counter-stress  due  to  live  load.    Then 

§  14.  The  maximum  calculated  stress  (M)  in  each  member  shall 
then  be  multiplied  by  the  coefficient  (i-f  ^),  and  the  resultant  quantity, 
M(i-\-k),  shall  be  regarded  as  the  equivalent  static  stress  in  the  mem- 
ber.    (For  the  value  of  ik  see  Tables  A  and  B.) 


TABLE  A.— COEFFICIENTS  OF  STRESS  INCREMENT. 
Case  i. — Stresses  of  One  Kmo  Only — All  Compression  or  All  Tension. 


k'~ 


i  +  R' 


R. 

k. 

R. 

k. 

R. 

k. 

R. 

k. 

R. 

k. 

1. 00 

b.ooo   0 

.79 

0.117   0 

.58  0 

.266 

0.37  0 

.460 

0.16  0 

•724 

•99 

.005 

.78 

.124 

.57 

.274 

.36 

•471 

•15 

•739 

.98 

.010 

.77 

.130 

■56 

.282 

•35 

.482 

.14 

•754 

•97 

.CIS 

.76 

.136 

•55 

.290 

•34 

•493 

.13 

.770 

.96 

.020 

■75 

•143 

•54 

.299 

•33 

.504 

.12 

.786 

•95 

.026 

■74 

.149 

■53 

•307 

•32 

■515 

.11 

.802 

•94 

.031 

■73 

.156 

•52 

.316 

•31 

527 

.10 

818 

■93 

.036 

.72 

.163 

51 

■325 

•30 

538 

.09 

83s 

.92 

.042 

71 

.170 

50   • 

333 

.29 

550 

.08 

852 

.91 

.047 

70 

.176 

49   ■ 

342 

.28 

563 

•  .07 

869 

.90 

•053 

69 

.183 

48 

351 

•27   . 

575- 

.06 

887 

.89 

.058 

68 

.190 

47   ' 

361 

.26 

587 

•05 

905 

,88 

.064 

67 

.198 

46   . 

370 

•25 

600 

.04 

923 

87 

.070 

66 

.205 

45   • 

379 

.24 

613 

•03 

942 

86 

•07s 

65 

.212 

44 

389 

•23   ■ 

626 

.02 

961 

85 

.081 

64 

.220 

43   ' 

399 

.22 

639 

.01 

980 

84 

.087 

63 

.227 

42 

408 

.21 

653 

.00   I. 

ocx> 

^3 

.093 

62 

.235 

41 

418 

.20 

667 

82 

.099 

61 

.242 

40 

429 

.19   . 

681 

81 

.105 

60 

.250 

39   - 

439 

.18 

695 

'.So 

.III 

1 

59 

.258 

* 

38   . 

449 

.17 

709 

63 
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TABLE  B.— COEFFICIENTS  OF  STRESS  INCREMENT. 
Case  2. — Stresses  Subject  to  Reversal. 

.       2-\-R 


• 

f»  — 

2  — 

R- 

R. 

k. 

R. 

*. 

R. 

k. 

R. 

*. 

R. 

*. 

0.00 

1. 000 

0.21   I 

•23s   0 

.42   I 

■532   0 

■63 

1.920   0 

.84 

2.448 

.01 

1. 010 

.22   I 

.247 

.43   I 

■548 

.64 

1. 941 

■85 

2.478 

.02 

1.020 

•23   I 

.260 

■44   I 

■564 

■65 

1.963 

.86 

2.509 

■03 

1.030 

.24   I 

•273 

■45   I 

.581 

.66 

1.985 

.87 

2.540 

.04 

1. 041 

.25   I 

.286 

.46   I 

■597 

.67 

2.007 

.88 

2.571 

•OS 

1. 051 

.26   I 

.299 

::i  ; 

.614 

.68 

2.030 

.89 

2.603 

.06 

1.062 

.27   I 

.312 

.632 

.69 

2^053 

90 

2.636 

.07 

I -073 

.28   I 

•325 

.49  I 

649 

.70 

2.077 

.91 

2.670 

.08 

1.083 

.29   I 

■339 

.50  I 

667 

•71 

2.101 

.92 

2.704 

.09 

1.094 

.30   I 

■353 

51  I 

685 

■72 

2.125 

93 

2.738 

.10 

I.  IPS 

.31   I 

■367 

52  I. 

703 

"73 

2.150 

94 

2-773 

.11 

1. 116 

•32   I 

■381 

53  I 

721 

74 

2.175 

95 

2.809 

'   .12 

1. 128 

•33   I 

•395 

54  I. 

740 

•75 

2.200 

96 

2.846 

•13 

I  139 

•34   I 

.409 

55  I- 

759 

76 

2.226 

97 

2.884 

.14 

1. 150 

•35   I 

424 

56  I. 

778 

77 

2.252 

98 

2.922 

•15 

1. 162 

.36   I 

439 

57  I- 

797 

78 

2.279 

99 

2.960 

.16 

1. 174 

.37   I 

454 

58  I. 

817    . 

79 

2 .  306   I . 

00 

3.000 

.17 

1. 186 

.38   I 

469 

59  I. 

837    ■ 

80 

2.333 

.18 

1. 198 

•39   I 

484 

60  I. 

857 

81 

2.361 

.19 

1. 2 10 

.40   I. 

500 

61  I. 

878 

82 

2.390 

.20 

1.222 

.41   I. 

516 

62  I. 

899 

83 

2.419 

§  15.  All  members  shall  be  so  proportioned  that  the  stress  M{i-\-k) 
shall  not  cause  the  tensile  unit  stress  to  exceed  15,000  pounds,  nor  the 
compressive  unit  stress  to  exceed  15,000  pounds  properly  reduced  in 
accordance  with  §  16. 

§  16.  For  compression  members  the  unit  stress  of  15,000  pounds 
per  square  inch  shall  be  reduced  in  proportion  to  the  ratio  of  the  length 
of  the  least  radius  of  gyration  of  the  section  by  the  following  formula: 

15000 


P= 


1  + 


P 


i35oor2 

where  ^= permissible  working  stress  per  square  inch  in  compression; 
/= length  of  piece  in  inches  between  centers  of  connections; 
r= least  radius  of  gyration  of  section  in  inches 

§  25.  To  insure  the  stability  of  bridges  under  increased  live  loads, 
a  live  load  shall  be  assumed  100  per  cent  greater  than  that  previously 
provided  for  in  this   specification.    If  the  resultant  stress  M(i-\-k) 
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produces  a  stress  per  square  inch  in  any  member  more  than  twice  the 
permissible  unit  stress  previously  specified,  additions  must  be  made  to 
the  sections  until  that  limit  is  not  exceeded.  Counters  having  in  no 
case  less  than  i^  square  inches  of  section  must  be  provided  where 
required  by  the  increased  live  load,  and  in  case  of  reversal  of  stress  the 
member  must  be  properly  designed  to  resist  such  reversal. 


Art.  49. — Traction  Stresses. 

Traction  stresses  are  due  to  the  effect  of  friction  of 
wheels  on  the  rails,  the  greatest  value  of  the  friction  being 
found  when  the  brakes  are  applied.  In  the  general  design 
of  bridge  trusses  this  force  is  generally  neglected ;  in  special 
cases  ^  it  may,  however,  be  necessary  to  investigate  its 
effect.  In  viaduct  construction,  the  stresses  in  the  cross- 
bracing  caused  by  this  traction  force  must  be  determined. 

The  following  provisions  taken  from  the  specifications 
of  the  N.  Y.  C.  &  H.  R.  R.R.  Co.,  1904,  ftdly  cover  this 
matter : 

§  97.  The  stresses  produced  in  the  bracing  of  the  trestle  towers,  in 
any  members  of  the  trusses,  or  in  the  attachments  of  the  girders  or 
trusses  to  their  bearings,  by  the  greatest  tractive  force  of  the  engines, 
or  by  suddenly  stopping  the  trains  on  any  part  of  the  bridge,  must 
be  provided  for.  The  coefficient  of  friction  of  the  wheels  on  the  rails 
will  be  assumed  at  0.20.  In  all  structures  provision  shall  be  made 
for  trains  going  in  either  direction  and  on  any  track.  The  stresses 
produced  in  the  trestle  legs  from  this  force  need  not  be  considered. 


Art.  50. — Stresses  Due  to  Centrifugal  Load  Stresses. 

When  the  track  on  a  structure  is  curved,  the  moving 
load  produces  a  centrifugal  effect  which  constitutes  a 
horizontal  load  in  a  radial  direction.  For  any  given  weight 
W,  moving  with  a  velocity  v^  expressed  in  feet  per  second, 
and  on  a  curve  whose  radius  is  r,  this  centrifugal  effect  is 
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,  g  being  the  acceleration  of  gravity  and  equal  to  32.2 


feet  per  second*. 

The  specifications  under  which  any  structure  is  designed 
will  indicate  the  velocity  and  curvature  for  which  the 
design  is  to  be  made.  Mr.  Theodore  Cooper  specifies  a 
speed  of  (60-3D)  miles  per  hour,  D  being  the  degree  of 
curvature,  and  the  resulting  force  is  to  be  taken  as  a  live 
load  acting  5  feet  above  the  base  of  rail. 

The  Pennsylvania  R.R.  Co.  determines  the  centrifugal 

force  by  means  of  the  formula  F  =  22oZ?(i  +-^),  F  being 

expressed  in  pounds  per  linear  foot  of  one  track,  D  being 
the  degree  of  curvature,  and  S  the  span  in  feet.  The  co- 
efficient 220  is  reduced  by  12  for  each  degree  of  curvature 
above  6®.  Table  C  furnishes  the  values  of  this  centrifugal 
force  for  various  degrees  of  curvature  and  various  span 
lengths. 

TABLE  C— CENTRIFUGAL  FORCE  IN  POUNDS  PER  LINEAR  FOOT 

OF  ONE  TRACK. 


CO 


20 

25 
30 
40 
60 

100 

200 

300 

500 


II 


'360 

330 
320 

300 

250 
230 
230 
230 


730 
670 

630 

500 
470 
460 

450 


yO 


1090 
1000 

880 
800 

700 
690 


■ 

I 


1450 
1340 
1260 
1 170 
1070 
1000 
940 
920 


yo 


m 


182c 
167c 

1460 
1340 
1240 
1 1 70 
II50 


■ 


U9 
T30 


2180 

2010 
1890 

1750 

I6I0 

1490 

I4I0 


yv 


240c 
2210 
2090 

1930 
1770 

1650 
1550 


I 


259c 
2380 
225c 
2080 
I9IO 
1770 
1670 


•60 
I 


2730 
2520 
2370 
2190 
2020 
1870 
1760 


S 


1^ 


2840 
2610 
2470 
2230 
2090 
1940 
1830 


2900 
2680 
2520 

2330 
2140 

1990 

1870 


k 

13 


2930 
2700 
2550 
2350 
2160 
2010 
1890 


The  N.  Y.  C.  &  H.  R.  R.R.  Co.(i904)  specifies  as  follows: 

§  96.  When  the  bridge  is  in  a  curve,  the  centrifugal  force  shall  be 
considered  as  a  live  load  assumed  to  act  5  feet  above  the  base  of  rail, 
and  computed  by  the  following  formula  for  a  maximum  train  load  en 
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each  ti;ack  moving  at  a  speed  of  60  miles  per  hour  for  curves  of  4  degrees 
or  under,  and  at  a  speed  of  (60— aZ>)  miles  per  hour  for  curves  exceed- 
ing 4  degrees: 

!  m^ 

85700' 
where  F— centrifugal  force; 
TT— live  load; 

i;-> velocity  in  miles  per  hour; 
D — degree  of  curve. 

The  American  Bridge  Co.  (1900)  employs  the  following 
formula: 

F-o.oaW^D, 

the  symbols  having  the  same  meaning  as  above.  The 
coefl&cient  0.03  is,  however,  to  be  reduced  o.ooi  for  every 
degree  of  curvature  above  5  degrees. 

The  method  of  application  of  the  centrifugal  force  in 
finding  the  stresses  in  a  structure  will  be  shown  later. 

Art.  51. — Stresses  Due  to  Wind. 

The  wind  blowing  against  an  exposed  framed  structure 
causes  stresses  in  its  members.  In  order  to  design  ration- 
ally the  requisite  wind-bracing,  it  becomes  necessary  to 
determine  the  probable  maximum  force  of  the  wind. 

If  the  wind  were  directed  as  a  finite  stream  against  an 
infinitely  large  surface,  so  that  the  direction  of  the  air  is 
completely  changed,  an  equation  expressing  the  force 
against  that  surface  may  be  obtained  from  the  laws  of 
mechanics. 

Let  W=the  weight  of  air  directed  against  any  normal 

siirface  in  a  given  time ; 
^      w  =the  weight  in  pounds  of  one  cubic  foot  of  air ; 
V  =the  velocity  of  the  wind  in  feet  per  second ; 
a  =  the  area  of  cross-section  of  the  wind  stream. 
Then      W^wav. 


72  GENERAL   TYPES  OF  TRUSSES,  LOADS,  ETC,  [Oh.  II. 

Let  M  =the  mass  of  the  air  of  the  weight  W ; 

g=the  acceleration  due  to  gravity  « 32.2  feet  per 

second  per  second; 
F=the  force  acting  on  the  area  a. 

Then  F=^Mv^ — = (i) 

If  a  be  taken  at  i  square  foot,  and  w  at  0.0807  pound 

per  cubic  foot,  for  a  temperature  of  32°  F.  and  a  barometric 

pressure  of  760  mm.,  and  if  z'  be  replaced  by  F,  the  velocity 

in  miles  per  hour,  then 

* 

F  =0.0054^2 (2) 

Since  the  weight  of  air  changes  both  with  the  tempera- 
ture and  the  barometric  pressure,  the  constant  in  eq.  (2; 
may  be  subjected  to  small  changes,  viz.,  it  decreases  for 
increase  of  temperature,  and  it  increases  with  the  barometric 
pressure.  In  structural  practice,  it  is  unnecessary  to 
consider  such  refinements. 

In  actual  cases  of  wind-pressures  on  structures,  the  ideal 
conditions  of  a  small  stream  impinging  against  an  infinite 
surface  do  not  exist  and  therefore  the  change  of  direction 
is  not  complete.  The  air  always  tends  to  cushion  in  front 
of  the  surface,  and  to  form  a  vacuum  behind  it,  the  latter 
effect  increasing  the  resultant  presstire  against  the  body. 
These  conditions  involve,  however,  merely  the  determina- 
tion by  experiment  of  the  proper  coefficient  for  F,  since 
the  form  of  the  equation  itself  is  correct. 

John  Smeaton,  in  1759,  in  discussing  some  experiments 
by  Rouse,  deduced  the  value  of  the  coefficient  as  0.00492, 
and  Colonel  Duchemin,  in  France,  published  in  1842  the 
same  value  for  the  ordinary  air-pressures  on  thin  sta- 
tionary plates.     Colonel  Duchemin,*  in  experimenting  with 
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inclined  flat  thin  plates,  expressed  the  normal  pressure  as 

2sina 
/?n" 0.00492  K^    ,    .  o     , 
'^  ^^        I  +sm2  a  ' 

the  pressiire  parallel  to  the  wind  as 


pp  =0.00492^2 


2  sin^g 
i+sin^a  • 


and  for  the  lifting  or  depressing  pressure  perpendicular  to 
the  wind  as 

.  ,,.2  sin  a  cos  a 

In  all  cases  a  is  the  acute  angle  between  the  wind  and  the 
plane  of  the  plate,  V  is  expressed  in  miles  per  hour  and  p 
in  pounds  per  square  foot. 

A  commission  of  French  officers,  Piobert,  Morin,  and 
Didion,  in  1835-38,  foimd  a  formula  /?  =  0.0073  +  0.0034^2 

The  Tay  Bridge  Commission  of  i88j  determined  the 
value  of  the  coefficient  at  0.0 1,  if  the  velocity  of  the  wind 
be  fotmd  by  anemometers. 

H.  Allen  Hazen,  in  1886,  from  his  own  and  other 
experiments  concluded  (see  p.  241,  vol.  134,  Am.  Jour,  of 
Science,  1887)  that  />  =  0.0034^2.  in  1888-89,  W.  H.  Dines, 
at  Hersham,  England,  deduced  the  formula  /^ =0.0035^2, 
and  in  1890  C.  F.  Marvin,  at  Mount  Washington,  N.  H., 
determined  the  coefficient  to  be  0.004. 

Lieut.  O.  T.  Crosby,  in  a  paper,  **An  Experimental  Study 

of  Atmospheric  Resistance,"  read  before  the  West  Point 

Branch  of  the  United  States  Military  Service  Institution 

V 
in  1890,  deduced  the  formula  /?  =  —  for  velocities  from   30 

to  130  miles  per  hour  and  with  a  surface  i  square 
foot  in  area.     This  result  is  such  a  radical  departure  from 
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the  hitherto  accepted  values  of  p  that  further  tests  are 
desirable,  although  it  is  difl&cult  to  detect  any  ground  of 
error  in  Mr.  Crosby's  paper.  In  1888-90  S.  P.  Langley, 
from  experiments  at  the  Allegheny,  Pa.,  Observatory, 
deduced  /?  =  0.0039!^  from  velocities  10  to  70  miles  per 
hour. 

In  addition  to  Duchemin's  formxilae  for  pressure  on 
inclined  surfaces,  Hutton,  in  England,  in  1787-88  deduced 
the  ratio  of  the  resistance  between  inclined  and  normal 
plates  as  sin  a'-®^'*'^*",  a  as  before  being  the  angle  between 
the  surface  and  the  direction  of  the  wind.  Table  I  fur- 
nishes the  values  of  the  ratios,  of  the  normal  pressure  pn 
for  any  surface  for  the  angles  indicated . 

TABLE    I. 


Anffle  in 
Degrees. 

Duchemin. 

Hutton. 

p^-p  sin  a. 

0 

0.00 

0.00 

0.00 

10 

0.34 

0.24 

0.17 

20 

0.61 

0.46 

0.34 

30 

0.80 

0.66 

0.50 

40  • 

0.91 

0.84 

0.64 

50 

0.97 

0.95 

0.76 

60 

0.99 

1. 00 

0.87 

Hagen,  1874,  deduced  the  formtila 

/?  =  0.00306(1 4-o.o48C)F2, 

which  involves  both  the  area  and  the  perimeter  of  the 
surface,  against  which  the  wind  is  directed ;  C  is  the  peri- 
meter. 

T.  E.  Stanton,  in  Proc.  Inst.  Civ.  Eng.,  Vol.  CLVI, 
1903,  found  p  =  0.0036^2  to  be  a  general  value  for  the 
pressure  on  a  plate,  this  pressure  being  the  algebraic  sum 
of  the  suction  pressure  on  the  leeward  side  and  the  posi- 
tive pressure  on  the  windward  side. 

If  the  preceding  equations  be  expressed  by  an  average 
restilt   of   /?  =  0.004^2^  Table  II  furnishes   the    va'ues   in 
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pounds  per  square  fcx)t  for  the  given  velocities  of  the 
wind  in  miles  per  hour.* 

TABLE  II. 


Velocity  of 

Wind  in 

Miles  per 

Hour. 

Pressure  in 

Pounds  per 

Sqtiare  Foot. 

ao 
40 

50 

60 

80 

100 

1.6 

6.4 
10. 0 

14.4 
25.6 

40.0 

It  is  also  to  be  noted  that  the  intensity  of  wind-pressures 
measured  by  small  gauges  is  always  greater  than  when 
measured  on  large  exposed  surfaces,  for  the  maximum  in- 
tensity of  pressure  is  probably  confined  to  a  small  surface. 
For  instance,  the  highest  pressure  actually  observed  and 
measured  at  a  very  exposed  point  on  the  site  of  the  Forth 
Bridge,  over  a  period  of  six  years,  on  a  surface  of  300 
(15X20  feet)  square  feet,  was  27  pounds  per  square  foot, 
although  41  potinds  per  square  foot  was  at  the  same  time 
observed  on  a  small  area  of  1.5  square  feet  immediately 
adjacent  to  the  large  one.. 

Mr.  C.  Shaler  Smith  records  in  the  Trans.  Am.  Soc. 
Civ.  Engrs.,  Vol.  X,  a  pressure  of  93  pounds  per  square  foot, 
which  derailed  a  locomotive  at  East  St.  Louis,  Mo.,  in 
1871. 

At  the  Bidston  Observatory,  near  Liverpool,  England, 
a  pressure  of  80  pounds  per  square  foot  was  recorded  in 
1868,  and  90  poimds  pressure  in  187 1,  these  pressures 
being  measured  by  spring  pressure  anemometers. 

The  following  abstracts  from  standard  bridge  speci- 
fications illustrate  modem  (1905)  practice. 


♦  For  variation  of  wind -pressure  above  the  surface  of  the  ground,  see  Ency. 
Brit.,  Vol.  XII  (Hydromechanics). 
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(J^rom  Cooper's   Specifications   for  Steel  Railroad  Bridges, 

1901,) 

§  24.  To  pro\'ide  for  wind  stresses  and  vibrations  from  liigh-speed 
trains,  the  top  lateral  bracing  in  deck-bridges,  and  the  bottom  lateral 
bracing  in  through-bridges,  shall  be  proportioned  to  resist  a  lateral 
force  of  600  pounds  for  each  foot  of  span ;  450  pounds  of  this  is  to  l)e 
treated  as  a  moving  load,  and  as  acting  on  a  train  of  cars,  at  a  line 
6  feet  above  the  base  of  rail. 

The  bottom  lateral  bracing  in  deck-bridges,  and  the  top  lateral 
bracing  in  through-bridges,  shall  be  proportioned  to  resist  a  lateral 
force  of  150  pounds  for  each  lineal  foot  for  spans  up  to  300  feet,  and 
10  pounds  additional  for  each  additional  30  feet. 

§  25.  In  trestle  towers  the' bracing  and  columns  shall  be  propor- 
tioned to  resist  the  following  lateral  forces,  in  addition  to  the  stresses 
from  dead  and  live  loads:  (i)  With  either  one  track  loaded  with 
cars  only,  or  with  both  tracks  loaded  with  maximum  train  load,  the 
lateral  forces  specified  in  §  24;  and  a  lateral  fcjrce  of  100  pounds  for 
each  vertical  lineal  foot  of  the  trestle  bends;  or 

(2)  With  both  tracks  unloaded,  a  lateral  force  of  500  pounds  for 
each  longitudinal  foot  of  the  structure,  acting  at  the  center  line  of  the 
girders,  and  a  lateral  force  of  200  pounds  for  each  vertical  lineal  foot 
of  the  trestle  bents. 

§  26.  For  determining  the  requisite  anchorage  for  a  loaded  struc- 
ture, the  train  shall  be  assumed  to  weigh  800  pounds  per  lineal  foot. 

{From  the  Osborn  Co.*s  Specifications,  1896.) 

Trusses.  §  33.  The  bottom  lateral  bracing  in  deck-bridges  and 

the  top  lateral  bracing  in  through-bridges  shall  be  propor- 
tioned to  resist  a  moving  load  of  150  pounds  per  lineal 
foot  for  spans  of  200  feet  and  under,  and  0.4  pound  per 
lineal  foot  for  each  additional  foot  in  length  of  span  over 
200  feet. 

The  bottom  lateral  bracing  in  through-bridges  and  the 
top  lateral  bracing  in  deck-bridges  shall  be  proportioned 
to  resist  a  moving  load  of  450  pounds  per  lineal  foot  for 
spans  of  200  feet  and  under,  and  0.4  pound  per  lineal  foot 
for  each  additional  foot  in  length  over  200  feet.' 
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Be^k  Plate  §  34.  The  lateral  bracing  of  deck  plate  girders  shall  be 

Girders.  proportioned  to  sustain  a  moving  load  per  lineal  foot  of 

bridge  of  330  pounds  with  30  pounds  additional  for  each 
foot  in  depth  of  girder.  WTien  laterals  are  used  both 
at  the  top  and  bottom,  with  diagonals  at  each  apex,  this 
force  may  be  considered  to  be  equally  divided  between  the 
two  systems. 

Through  Plate      §  35.  The  lateral  bracing  of  through  plate  girders  shall 
Girders.  be  proportioned,  to  sustain  a  moving  force  per  lineal  foot 

of  bridge  of  300  pounds  with  30  pounds  additional  for  each 

foot  in  depth  of  girder. 

Trestles.  §  36.  In  trestle  towers  the  cross-section  of  bracing  and 

posts  shall  be  proportioned  to  resist  lateral  pressures  in 
addition  to  the  stresses  from  dead  load,  live  load,  and  cen- 
trifugal force  as  follows: 

First.  At  post-cap  a  force  of  1000  pounds  with  30  pounds 
per  lineal  foot  of  structure  in  addition  for  each  foot  in 
depth  of  floor  and  girder  measured  from  top  of  rail  to  the 
bottom  of  girder,  and  when  girders  are  of  different  depths, 
a  mean  depth  will  be  taken. 

Second.  A  force  of  300  pounds  per  lineal  foot  of  struc- 
ture applied  8.5  feet  above  base  of  rail. 

Third.  A  force  of  2700  poimds  applied  at  each  inter- 
mediate transverse  strut. 

(Frdm  the  Pennsylvania  Railroad  Co/s  Specifications,  igoi,) 

Wind  Loads.  §  9.  The  wind-pressure  shall  be  assumed  acting  hori- 
zontally in  either  direction : 

(i)  At  30  pounds  per  square  foot  on  the  exposed  sur- 
face of  all  trusses  and  the  floor  as  seen  in  elevation,  and  on 
the  side  of  a  train  10  feet  high,  beginning  at  2J  feet  above 
the  base  of  rail  and  moving  across  bridge. 

(2)  At  50  pounds  per  square  foot  on  all  exposed  siu:- 
faces  of  the  unloaded  structure. 

The  greater  calculated  stress  will  be  used  in  propor- 
tioning the  wind-bracing. 
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Anchorage.  §  lo.  For  determining  the  requisite  anchorage  for  the 

loaded  structure,  the  train  shall  be  assumed  to  weigh  800 
pounds  per  lineal  foot. 

{From   the  American  Bridge  Co.'s  Specifications  for  Steel 

Railroad  Bridges,  igoo.) 

Wind-  §  16.  The  wind-pressure  shall  be  assumed  acting  in 

pressure.         either  direction  horizontally. 

First.  At  30  poimds  per  square  foot  on  the  exposed 
surface  of  aU  trusses  and  the  floors,  as  seen  in  elevation, 
in  addition  to  a  train  of  10  feet  average  height,  beginning 
2  feet  6  inches  above  the  base  of  rail,  moving  across  the 
bridge. 

Second.  At  50  pounds  per  square  foot  on  the  exposed 
surface  of  all  trusses  and  the  floor  system.  The  greatest 
result  shall  be  assumed  in  proportioning  the  parts. 

{From  the  American  Bridge  Co,*s  Specifications  for  Steel 

Highway  Bridges,  1901,) 

Wind-  §  26.  The  wind-pressure   shall   be  assumed  acting  in 

pressures.       either  direction  horizontally. 

First.  At  30  pounds  per  square  foot  on  the  exposed  sur- 
face of  all  trusses  and  the  floor  as  seen  in  elevation,  in 
addition  to  a  horizontal  live  load  of  150  pounds  per  lineal 
foot  of  the  span  moving  across  the  bridge. 

Second.  At  50  pounds  per  square  foot  on  the  exposed 
surface  of  all  trusses  and  the  floor  system.  The  greatest 
result  shall  be  assumed  in  proportioning  the  parts. 

Art.  52. — Temperature  Stresses. 

In  the  case  of  simply  supported  framed  structures, 
changes  of  length  *  due  to  temperature  changes  are  provided 
for  by  placing  one  end  of  the  structure  on  rollers  or  by  sup- 

*  A  large  number  of  determinations  of  the  thermal  expansion  of  iron  and  steel 
per  degree  Fahrenheit  may  be  found  in  the  U.  S.  Report  of  Tests  of  Metals  and 
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porting  it  in  such  a  way  as  freely  to  permit  expansion  and 
contraction  of  the  structure  as  a  whole.  For  those  classes 
of  structure  in  which  the  ends  are  fastened,  so  that  this 
method  is  inapplicable,  it  is  generally  specified  that  a 
range  of  temperature  of  150°  F.  (American  Bridge  Co.,  1900; 
Cooper,  1901 ;  Pennsylvania  R.R.  Co.,  1901)  must  be 
provided  for. 

In  general  the  eAds  of  bridges  which  exceed  about  80 
feet  in  length  are  provided  with  nests  of  ttimed  friction- 
rollers.     The  ends  of  bridges  less  than  about  80  feet  in 
'length  are  usually  free  to  move  upon  planed  surfaces. 

Art.  53. — Stresses  Due  to  Initial  Tension. 

When  members  of  framed  structures  are  made  adjust- 
able in  length  by  means  of  tumbuckles  it  is  sometimes 
specified  that  they  be  given  an  initial  tension,  in  order  to 
avoid  vibration.  Such  initial  tension  must  be  determined 
by  the  judgment  of  the  designer,  and  the  stresses  caused 
by  it  must  be  investigated.  A  value  frequently  used  is 
io,ooo  pounds.  It  is  to  be  noted  that  initial  stresses  for 
simply  supported  trusses  occur  only  with  redimdant 
members,  viz.,  with  members  whose  stresses  cannot  be 
determined  by  simple  statical  equations  of  condition. 
The  structure  is  therefore  erected  with  these  members 
entirely  slackened,  and  after  the  structure  is  self-supporting 
these  members  are  given  their  adjustment. 

If  redundant  members  of  the  kind  indicated  are  built 
without  adjustment,  as  in  the  stiff  diagonals  of  wind- 
bracing,   the  stresses  caused  by  improper  length  or  by 

other  Materials    1887.    The  maximuin,  minimum,  and   mean  for  steel  bars  are 

as  follows: 

.000006756,  .000006466,  .00000617. 

Other  coefficients  of  thermal  expansion  are  also  given  as  follows: 

Wrought  iron 00000673 

Cast  iron 000005926 

Copper 000009129 
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temperature  can  be  determined  only  with  great  diffictilty, 
and  consequently  they  are  usually  neglected.  It  would  be 
necessary  to  treat  them  by  using  either  the  principle  of 
least  work  or  of  virtual  displacements.  For  an  excellent 
discussion  of  this  matter,  the  reader  is  referred  to  a  paper 
by  F.  H.  Cilley,  in  the  Technology  Quarterly,  June,  1897, 
on  **Some  Fundamental  Propositions  Relating  to  the 
Design  of  Frameworks." 

Art.  54. — Snow-load  Stresses. 

Since  the  majority  of  railroad  bridges  have  open  floors, 
it  is  not  necessary  to  consider  snow  loads  for  them,  but 
for  highway  bridges,  for  railroad  bridges  with  solid  floors, 
and  for  roof-trusses  the  stresses  caused  by  snow  Igads 
must  be  determined. 

The  amotmt  of  snow  load  carried  by  a  roof -truss  depends 
not  only  on  its  latitude,  but  also  on  the  pitch  of  its  sur- 
face. Ordinarily  the  snow  is  specified  as  a  load  in  poimds 
per  square  foot  .of  horizontal  projection.  In  the  vicinity 
of  New  York  a  value  of  20  pounds  per  square  foot  for 
roofs  flat  or  nearly  so  is  usually  taken,  but  this  is  decreased 
for  roofs  with  steep  pitch.  If  the  pitch  is  60*^  or  more, 
no  snow  loads  need  be  taken,  although  a  minimum  weight 
of  10  pounds  per  square  foot,  due  to  sleet,  is  sometimes 
specified.  For  cold  climates  the  highest  value  of  the 
snow  load  may  be  taken  at  30  poimds  per  square  foot, 
but  for  southern  latitudes  the  snow  disappears. 

In  general,  snow  loads  are  considered  only  for  roof- 
trusses. 
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MOMENTS  AND  SHEARS. 
DESIGN  OF  PLATE  GIRDERS. 


Art.  55. — ^External  Bending  Moments  and  Shears  in  General. 

A  beam  is  said  to  be  non-continuous  if  its  extremities 
simply  rest  at  each  end  of  a  span  without  constraint. 

A  beam  is  said  to  be  continuous  if  it  extends  over  more 
than  one  span,  or  one  or  both  ends,  in  any  case,  suffer 
constraint. 

A  cantilever  is  a  beam  which  overhangs  its  span,  one 
end  being  constrained  or  fixed  and  the  other  being  in  no 
manner  supported.  Each  of  the  overhanging  portions  of 
an  open  swing-bridge  is  a  cantilever  truss. 

Fig.   I  represents  a  beam  simply  supported  at  each 
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Fig.  I. 


end,  carrying  the  loads  Wu  ^2,  W^3,  etc.     Let  bending 

moments  be  taken  for  any  section,  as  /F,  at  the  distance 

od  from  the  right-hand  abutment,  at  which  location  the 

reaction  R  acts.     The  load  W\  is  at  the  distance  x\  from 

81 
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the  section,  W2  at  the  distance  ^2,  and  1^3  at  the  distance 
Xz  from  the  same  section,  the  last  distance  not  being  shown 
in  the  figure.     The  desired  bending  moment  will  be 

M^Rx -W1X1-W2PC2-W2PCZ,     .     .     .     (i) 

This  eqtiation  is  tjrpical  of  all  external  bending  moments 
for  a  beam  simp'y  supported  at  each  end,  whatever  may- 
be the  system  of  loading  or  its  amoimt,  or  whatever  may 
be  the  location  of  the  section.  This  equation  is  frequently 
written  in  the  folowing  form: 

M^IWx (2) 

The  summation  sign  indicates  that  the  sum  is  to  be 
taken  of  the  products  formed  by  multiplying  each  external 
force,  whether  loading  or  reaction,  by  its  lever-arm  or 
normal  distance  from  the  section  in  question.  It  is  a 
common  and  convenient  mode  of  expressing  the  general 
value  of  the  bending  moment  in  any  case  whatever. 

In  eq.  (i)  the  differentials  of  o(f,  Xu  ^2,  and  Xs  are  all 
equal,  so  that  if  the  equation  be  differentiated,  the  first 
derivative  of  M  will  have  the  following  form: 

'^^R'-Wi-'W2-Ws==IW=S..     .     .     (3) 

It  will  at  once  be  evident  that  S  in  eq.  (3)  is  the  total 
transverse  shear  in  the  section  for  which  the  bending  moment 
M  is  written,  since  the  algebraic  sum  of  R^  and  the  loads 
between  the  end  of  the  beam  and  the  section  constitute 
that  shear.  Indeed,  the  usual  manner  of  determining  the 
total  transverse  shear  is  the  simple  operation  of  summing 
up  all  the  external  forces  acting  on  one  of  the  portions  of 
the  beam  formed  by  the  section  in  question;  the  external 
forces,  such  as  the  reaction,  acting  in  one  direction  being 
given  one  sign  and  those  like  the  loading,  acting  in  the 
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Other  direction,  being  given  the  opposite  sign.  The  shear, 
therefore,  becomes  the  numerical  difference  of  the  two 
sets  of  forces  having  opposite  directions. 

Eq.  (3)  thus  estabUshes  the  following  important  prin- 
ciple: The  total  transverse  shear  at  any  section  is  equal 
to  the  -first  differential  coefficient  of  the  bending  moment  con- 
sidered a  function  of  x. 

As  is  well  known,  the  analytical  condition  for  a  maxi- 
mum or  minimum  bending  moment  in  a  beam  is 

dM  ^  . 

Prom  eqs.  (3)  and  (4)  is  to  be  deduced  the  following 
principle:  The  greatest  or  least  bending  moment  in  any 
beam  is  to  be  found  in  that  section  for  which  the  shear  is  zero. 

The  greatest  bending  moment  obviously  is  of  impor- 
tance in  the  design  of  beams  and  trusses,  and  eq.  (4)  shows 
that  the  section  in  which  it  will  be  foimd  can  be  located 
by  simple  inspection  of  the  loading.  It  is  only  necessary 
to  sum  up  the  reaction  at  one  end  and  the  loads  adjacent 
to  it,  until  the  point  is  reached  where  the  summation  is 
zero.  This  point  will  usually  be  foimd  where  a  load  is 
supported.  In  that  case  the  single  load  may  arbitrarily 
be  divided  into  two  parts,  supposed  to  act  indefinitely 
near  to  each  other,  so  that  one  of  the  parts  may  be  just 
sufficient  to  make  the  zero  svimmation  desired.  A  single 
practical  operation  will  naake  this  feature  perfectly  clear 
and  simple. 

If  the  loading  is  tmiformly  continuous  and  of  the  inten- 
sity py  in  each  of  the  equations  (i),  (2),  and  (3)  pdx  is 
to  be  used  for  each  of  the  separate  loads  W^  W2,  VF3, 
etc.    The  bending  moment  thus  becomes 

M^Rx'-lWx^R'x'  -fx'pdx^R'x"  -ipx^.       (5) 
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The  expression  for  the  shear  then  becomes 


^^-s-^-P^. 


dx 


(6) 


A  second  differentiation  gives 

cPM 


(7) 


Or,  the  second  differential  coefficient  of  the  moment  con- 
sidered a  function  of  ^is  equal  to  the  intensity  of  the  con- 
tinuous load. 

This  method  of  passing  from  formulae  for  concentrated 
loads  to  those  for  continuous  loads  is  perfectly  simple  and 
frequently  employed. 

Art.  56. — ^Intermediate  and  End  Shears. 

The  beam  shown  in  Fig.  2  is  supposed  to  carry  any 
loading  whatever,  and  the  figure  is  consequently  intehded 
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Fig.  2. 


to  exhibit  a  uniform  load  in  addition  to  a  load  of  con- 
centrations. The  amoimt  of  uniform  loading  per  linear 
unit,  usually  a  foot,  is  represented  by  p,  while  the  con- 
centrations, as  heretofore,  are  represented  by  Wi,  W29  etc. 
The  determination  of  the  transverse  shear  at  any  sec- 
tion of  a  beam  or  truss  is  one  of  the  most  simple  and  fre- 
quent as  well  as  one  of  the  most  important  computations 
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required  in  the  design  of  structures.  It  is  first  necessary, 
after  knowing  the  position  of  the  loading,  to  find  the  reac- 
tions at  both  ends  of  the  span.  In  Fig.  2  the  various 
weights  or  loads  are  separated  by  the  distances  shown, 
a'  being  the  distance  from  W\  to  the  reaction  R  or  end 
of  the  span.  We  is  supposed  to  rest  at  the  right  end  of 
the  span,  for  a  purpose  that  will  presently  appear.  The 
reaction  R"  at  the  left  end  of  the  span  (not  shown)  result- 
ing from  the  concentrated  loads  only  will  have  the  follow- 
ing value : 

+  W,(—i—)+W,{-j-j+Wri.     (I) 

The  reaction  i?'"  at  the  other  end  of  the  span  (not 
shown)  can  be  expressed  by  a  similar  equation,  but  it  is 
simpler  and  more  direct  to  write  it  as  follows: 

Obviously  the  stim  of  the  two  reactions  R^^  and  i?'" 
must  be  equal  to  the  total  concentrated  loading. 

That  part  of  the  reaction  due  to  the  uniform  load 
extending  over  the  span  /  will  clearly  be  one  half  of  that 
load  or 

Ri^ipl^R2 (3) 

The  reaction  Ri  is  supposed  to  be  found  at  the  left 
end  of  the  span  and  R2  at  the  right  end.  The  total  reac- 
tions then  will  be  as  follows.     At  the  left  end  of  the  span 

R=R"+^pl,      , (4) 

At  right  end  of  the  span 

R'^R"'+^pL        (5) 
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The  transverse  shear  at  any  intermediate  section  of 
the  beam  whatever  may  now  readily  be  written.  Let  the 
section  AB  at  the  distance  x  from  the  left  end  of  the  span 
first  be  considered.  The  total  loading  between  that  sec- 
tion and  the  end  of  the  span  is  W\  +  W2  +  px,  and  it  acts 
downward.  As  the  reaction  R  acts  upward  the  expression 
for  the  shear  will  be 

S^R-Wx-W2-px (6) 

In  this  case  the  section  considered  has  been  taken 
between  two  weights.  Let  the  section  at  the  weight  Wz 
be  considered,  th^t  weight  being  at  the  distance  x'  from 
the  end  of  the  span.  The  amoimt  of  uniform  load  over 
the  length  x'  is  simply  px\  but  inasmuch- as  the  weight  Wz 
is  located  at  the  section  under  consideration,  the  por- 
tion of  that  weight  which  may  be  taken  as  resting  on 
the  left  of  the  section  considered  is  indeterminate.  In 
such  cases  it  is  proper  and  customary  to  take  any  por- 
tion or  all  of  the  weight  as  resting  on  either  side  of  the 
section,  but  indefinitely  near  to  it.  If  it  is  a  case  where 
the  maximimi  shear  is  desired,  the  single  weight  should 
be  taken  in  such  a  position  as  to  make  the  transverse 
shear  as  great  as  possible.  If  the  case  is  one  where  it  is 
desired  to  find  the  section  at  which  the  total  load  from 
that  section  to  the  end  of  the  span  is  equal  to  the  reaction, 
any  portion  may  be  taken  which  is  found  necessary  to 
make  the  equality.  If,  for  instance,  px'  -f-  Wi  +  W2  is  less 
than  R,  while  Px'  +  W^  1  +  M^2  +  W^s  is  greater  than  R,  then 
that  portion  of  Wz  which  would  be  considered  on  the 
left  of  the  section  but  indefinitely  near  to  it  wotild  be 
R—poc'—Wi-'W2.  The  remaining  portion  of  Wz  wotild 
be  considered  as  resting  at  the  right  of  the  section  but 
indefinitely  near  to  it.  In  such  a  case  the  transverse 
shear  is  zero  at  the  weight  PF3. 
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Again,  let  it  be  desired  to  find  the  greatest  upward 
shear  at  W3,  it  being  supposed  that  R  is  greater  than 
the  total  load  between  W^  and  the  left  end  of  the  span. 
In  this  case  no  portion  of  Wz  wotild  be  considered  as  act- 
ing to  the  left  of  the  section,  but  the  expression  for  the 
shear  would  be 

S^R-px'^Wi-W2 (7) 

It  can  be  seen  from  the  preceding  statements  that  the 
maximum  transverse  shear  in  the  beam  will  occur  at  the 
ends  of  the  span  where  the  value  of  the  shear  is  the  end 
reaction.  Inasmuch  as  the  end  reaction  R  or  R'  is  thus 
the  greatest  shear  in  the  entire  span,  it  is  a  most  impor- 
tant quantity  to  determine  in  the  design  of  beams  and 
trusses,  as  it  mainly  controls  the  amoimt  of  material  re- 
quired at  the  end  sections  of  both  beams  and  trusses.  The 
value  of  this  end  shear  is  given  by  the  values  for  R  and  R' 
in  eqs.  (4)  and  (5). 

Since  the  total  transverse  shear  in  any  section  of  a 
beam  is  simply  the  sumnaation  of  all  the  external  loads, 
including  the  reactions  from  one  end  of  the  span  up  to 
the  section  considered,  it  is  evident,  first,  that  the  stim- 
mation  may  be  made  from  either  end  of  the  span,  and 
second,  that  the  amount  so  found  will  be  equal  ntimeric- 
ally  but  affected  by  opposite  signs.  In  determining  the 
shear,  therefore,  in  any  given  case,  it  is  usual  to  make 
the  summation  from  that  end  of  the  span  which  can  be 
used  with  the  greatest  convenience  in  computation. 

Fig.  3  exhibits  a  graphical  representation  of  the  pre- 
ceding treatment  of  intermediate  and  end  shears,  AIN 
being  the  length  of  span  shown  in  Fig.  2 ;  MF  is  the  reac- 
tion R  laid  off  at  a  convenient  scale.  The  weights  or 
loads  Wi,  W2,  Wzy  etc.,  are  laid  off  vertically  downward 
in  their  proper  locations  at  the  same  scale  as  shown. 
The  vertical  distance  of  G  below  F  is  the  amotmt  of  uni- 
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form  load  pa'  between  R  and  Wi  in  Fig.  2,  also  laid  down 
by  the  same  scale.  GGi  is,  therefore,  the  shear  in  the 
beam  of  Fig.  2  immediately  to  the  left  of  Wi,  and  HiGi 
is  the  shear  immediately  to  the  right  of  the  same  load. 
Similarly  HiH  being  drawn  horizontally,  HK  is  the  amount 
of  uniform  loading  pa  between  W\  and  Wi.  The  remainder 
of  the  diagram  is  drawn  in  the  same  manner. 


Any  vertical  ordinate  drawn  from  MN  either  up  or 
down  to  the  broken  line  FGHiK  .  .  .  O  represents  the  shear 
at  the  corresponding  point  in  the  span  at  the  same  scale 
used  in  laying  ofE  the  reactions  and  loads.  QQi  is  the  shear 
at  the  point  or  section  of  beam  at  Q\,  while  TT\  is  the  shear 
at  the  section  T.  The  shear  is  zero  at  W3,  where  it  changes 
its  sign.  At  that  point  also  will  be  found  the  greatest 
bending  moment  in  the  beam. 

As  the  diagram  is  drawn  the  shears  on  the  left  of  W3 
and  above  MN  are  positive,  those  on  the  right  of  W3  and 
below  MN  being  negative;  but  the  diagram  might  have 
been  drawn  with  equal  propriety  so  as  to  have  made  R' 
and  the  shears  between  it  and  Wz  positive  and  those 
between  that  load  and  R  negative. 
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A  glance  at  the  diagram  shows  that  the  end  shears, 
equal  to  the  reactions,  are  the  greatest  in  the  span. 

If  a  beam  carries  a  load  of  concentrations  only,  its 
shear  diagram  will  be  illustrated  by  Fig.  4,  in  which  there 


are  five  loads,  the  diagram  being  composed  of  rectangles 
only.  If,  again,  the  load  is  wholly  uniform,  Fig,  5  will 
represent  the  shear  diagram  composed  of  two  triangles 
with  their  apices  at  C,  the  center  of  the  span  and  point 
of  no  shear.     Any  vertical  ordinate  drawn  from  MN  in 


Fig.  5. 

either  figure  to  the  stepped  line  in  the  one  case  and  to  the 
straight  line  in  the  other  will  represent  the  shear  at  the 
section  of  beam  from  which  the  ordinate  is  drawn.  Those 
digrams  represent  completely  the  graphical  treatment  of 
shears  in  all  cases. 
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Art.  57. — Greatest  Bending  Moment  in  a  Non-continuous  Beam 

Produced  by  Concentrated  Loads. 

The  position  of  the  moving  load  for  the  greatest  bending 
moment  at  any  section  of  a  non-continuous  beam  may  be 
very  simply  determined.     In  Fig.  6,  let  FG  represent  any 
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such  beam  with  the  span  /,  and  let  any  moving  load  what- 
ever, as  Wi  .  .  .  Wn  .  .  .  Wn,  advance  from  F  toward  G. 
Let  C  be  the  section  at  which  it  is  desired  to  determine  the 
maximum  bending  moment,  and  let  n'  loads  rest  to  the 
left  of  C,  while  n  is  the  total  number  of  loads  on  the  span. 
Finally,  let  o(f  represent  the  distance  of  Wn  from  C  and  to  the 
left  of  that  point,  while  x  is  the  distance  of  Wn  to  the  left 
of  F.  If  a  is  the  distance  between  W\  and  W2,  6  the 
distance  between  W2  and  W3,  c  the  distance  between  Wz 
and  W4,  etc.,  the  reaction  R  Q.t  G  will  be 


i?=  . 


Wx 


+  W^: 


/ 

b  +  g+  .  .  .  +3g 
'  I 


-fW^ny 


.     .     •     .     (i) 


The  bending  moment  M  about  C  will  then  take  the 
value 
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M'Rl'- 


Wi(a+b+c+ 
+  W2(.b+c+  .. 


.  .  .  +x') 

+  X') 


+  Wn'x^. 


Or,  after  inserting  the  value  of  R  from  above, 

M=^[Wi-a+{Wi  +  W2)b+(Wi  +  W2+W3)c 

+  ...  +iWi  +  W2  +  W3+  .  .  .  +Wn)x] 
-Wia-(Wi  +  W2)b-Wi-\-W2  +  W3)c-  .  . 

-iWl  +  W2  +  W3+    ...    +Wn')x'.        .       .       . 


(2) 


If  the  moving  load  advances  by  the  amotint  Jx,  the 
moment  becomes,  since  Ax^Ax! , 

-(tyi+W^2+    ...    +W^nO^^.       (3) 

Hence  for  a  maximtim  the  following  value  must  never 
be  negative : 

-(M^i  +  ty2+... +M^«0}=o.     (4) 
Or,  the  desired  condition  for  a  maximum  takes  the  form 


I     W^i-fW^2  +  W^3+ ...  +W^n'      • 


.     .     (5) 


It  will  seldom  or  never  occur  that  this  ratio  will  ex- 
actly exist  if  Wn  is  supposed  to  be  a  whole  weight ;  hence 
Wn  will  usually  be  that  part  of  a  whole  weight  at  C  which 
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(6) 


is  necessary  to  be  taken  in  order  that  the  equality  (5)  may 
hold. 

It  is  to  be  observed  that  if  the  moving  load  is  very 
irregular,  so  that  there  is  great  and  arbitrary  diversity 
among  the  weights  W,  there  may  be  a  number  of  positions 
of  the  moving  load  which  will  fulfill  eq.  (5),  some  one  of 
which  will  give  a  value  greater  than  any  other ;  this  is  the 
absolute  maximum  desired. 

From  what  has  preceded,  it  follows  that  Wn  may  always 
be  taken  at  the  point  C  in  question;  hence  xf  in  eq.  (2) 
may  always  be  taken  equal  to  zero  when  that  equation 
expresses  the  greatest  value  of  the  moment.  The  latter 
may  then  take  either  of  the  two  following  forms : 

-Wia-{Wi^W2)b-,,, 

-(W^l+W^2  +  ...  +  W^n'-l)(?), 

M=j{W^i(a  +  fe  +  . .  .+^)  +W^2(6  +  t4-. .  .+^) 

+  11^3(^+^-1-. .  .+^)  +  . .  .  +  W^n  .  x] 

-tyi(a  +  6  +  . . .  +  ?)  -M^2(6  +  . . .+  ?)  -. .  .-W^n'-i(?). 

In  these  equations  x  corresponds  to  the  position  of 
maximum  bending,  while  the  sign  ( ?)  represents  the  distance 
between  the  concentrations  H^n'-i  and  Wn. 

It  has  already  been  shown  that  for  any  given  condition 
of  loading  the  greatest  bending  moment  in  the  beam  will 
occur  at  that  section  for  which  the  shear  is  zero.  But  if 
the  shear  is  zero,  the  reaction  R  must  be  equal  to  the 
sum  of  the  weights  (1^1  +  1^2+  .  .  .  +W^„')  between  G  and 
C,  the  latter  now  being  the  section  at  which  the  greatest 
moment  in  the  span  exists. 

Hence  for  that  section  eq.  (5)  will  take  the  form 

V_ R .  . 

/  "'PFi+M^2  +  W^3+ ...  +W^n'      •     •     •     ^7; 


(6a) 
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But  if  eg  is  the  center  of  gravity  of  the  load  in  Fig.  6, 
and  if  its  distance  from  F  is  /', 

i?-j(W^i+W^2+ ...  +P^«).       ...     (8) 

This  equation  in  connection  with  eq.  (7)  shows  that 
the  center  of  gravity  of  the  load  is  at  the  same  distance 
from  one  end  of  the  beam  as  the  section  or  point  of  greatest 
bending  is  from  the  other.  In  other  words,  the  distance 
between  the  point  of  greatest  bending  for  any  given  system 
of  loading  and  the  center  of  gravity  of  the  latter  is  bisected 
by  the  center  of  span. 

If  the  load  is  uniform,  therefore,  it  must  cover  the 
whole  span. 

It  is  to  be  observed  that  eq.  (6)  is  composed  of  tHe  sums 
Wi,  W1+W2,  etcf.,  multiplied  by  the  distances  a,  6,  c, 
etc.  Again,  as  in  the  equation  immediately  preceding 
eq.  (2),  the  expression  for  the  moment  M  may  be  taken 
as  composed  of  the  positive  products  of  each  of  the  single 
weights  W\,  W2,  etc.,  multiplied  by  its  distance  from 
any  point  distant  x  to  the  right  of  Wn  and  of  the  negative 
products  similarly  taken  in  reference  to  the  section  located 
by  x',  as  shown  by  eq.  (6a). 

The  practical  application  of  the  preceding  formulae  can 
therefore  best  be  effected  by  means  of  a  tabulation  of 
moments  like  that  shpwn  in  Table  I,  taken  from  the  stand- 
ard specifications  of  the  N.  Y.  C.  &  H.  R.  R.R.  Co.  for 
1902.  The  wheel  weights  and  train  loads  shown  in  the 
table  are  for  one  rail  only,  i.e.,  they  are  half  those  for 
one  track.  By  comparing  the  weights  and  spacings  with 
those  in  Fig.  6  and  eq.  (6)  it  will  be  seen  that  Wi  =  10,000 
pounds,  ^^2="  20,000  pounds,  W3  =  20,000  pounds,  etc.,  and 
that  a  =  8  feet,  6  =  5  feet,  c  =  5  feet,  etc. 

In  using  tables  similar  to  Table  I  for  shears  as  well  as 
for  moments  it  is   convenient  to   have   the  summations 


2        V 

%   S      '   "   ' 

.       -  »  - 

TT  '•  '• 
TT  -  *  " 
TT  ■  S-- 


MOMENTS  AND  SHEARS. 


"5  nCc) 

-.a® 

-.^ 
-~@ 
-.^ 

■in® 

»^ 
.^ 

.»© 


ll^sss^s^l 


!« 

hi 

III 
Sis 

l-i 

115 

i!i 

j!l 

i'fi 

■K1 


■§l:^3^sa 


K   J  ;  ^  3  s  1 


1:1 


Akt.  57.]  GREATEST  BENDING  MOMENT.  95 

of  weights,  distances  between  weights  or  spacmgs  of  loads, 
and  the  moments  abeady  described  from  each  extremity  of 
the  system  or  series.  An  examination  of  the  table  with 
the  explanatory  notes  at  the  bottom  will  make  its  com- 
position perfectly  clear.  The  figures  on  the  right  of  the 
heavy  stepped  line  are  found  by  taking  moments  of  each 
load  or  weight  proceeding  from  load  lo  to  the  right.  For 
example :  20,000  X8  =  160,000 ;  20,000  X (8  +  5)  -f  20,000  X 
8  =  420,000 ;  20,000  X(s+5  +  8)+  20,000  X  (5  +  8)  4-  20,000  X 

8  =  780,000.    Also    in    line    10,    13,000  X  (5  +9)  + 13,000  X 

9  =  299,000,  etc.  Again,  beginning  at  the  right  end  of 
line  5,  13,000X5=65,000;  13,000  X(5 +5) +  13,000X5  = 
195,000,  etc.  All  the  lines  from  5  to  14  are  made  up  in  a 
similar  manner. 

The  method  of  finding  shears  set  forth  in  Art.  56  and 
of  finding  the  greatest  bending  moments  by  eqs.  (5),  (6), 
and  (6a)  of  this  article  by  the  aid  of  Table  I  leads  to  the 
numerical  results  shown  in  Table  II.  The  series  of  con- 
centrated loadings  exhibited  in  Tables  I  and  II  are  iden- 
tical and  they  are  given  in  the  specifications  of  Mr.  Theodore 
Cooper,  C.E.,  as  the  locomotive  loading  E  40.  It  will  be 
observed  that  the  entire  train  for  Table  II  is  composed 
of  two  coupled  locomotives  followed  by  a  uniform  train 
of  2,000  pounds  per  linear  foot  for  each  rail;  in  Table  I, 
however,  the  train  load  is  2,250  pounds  per  linear  foot. 

Table  II  is  taken  from  a  paper  by  Mr.  O.  E.  Selby, 
Jun.  Am.  Soc.  C.  E.,  in  the  Trans.  Am.  Soc.  C.  E.,  Vol. 
XLII,  1899.  In  general  the  computations  of  maximum 
shears  at  arbitrary  points  like  quarter-points  and  the 
center  is  largely  tentative  by  the  use  of  the  general  methods 
of  Art.  56,  but  Mr.  Selby  obtained  his  shears  (of  Table  II) 
by  means  of  eqtiivalent  loads,  which  he  explains  in  his 
paper. 

When  a  uniform  train  load  is  a  part  of  the  system  of 
loading  it  is  only  necessary  to  consider  any  desired  portion 
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of  it  as  acting  through  its  center  of  gravity,  i.e.,  through 
its  mid-point.  Taking  that  center  as  its  point  of  applica- 
tion, the  separating  space  is  the  distance  from  that  point 
to  the  nearest  concentration.  If  in  Table  II  20  feet  of 
train  load  be  taken,  that  train  weight  will  be  20,000  pounds 
applied  at  the  distance  10  +  5  =  15  feet  from  load  18.  This 
simple  operation  is  all  that  is  needed  for  any  tmiform 
load  or  for  a  series  of  sections  of  imiform  load. 

Art.  58. — Computations  for  a  Railroad  Plate  Girder. 

L£t  a  railroad  plate  girder  with  an  effective  span  of  80 
feet  be  traversed  from  right  to  left  by  the  moving  load  shown 
in  Table  II,  except  that  there  will  be  taken  but  one  locomotive 
followed  by  the  uniform  train  load  of  2,000  pounds  per  linear 
foot.  It  is  required  to  find  the  greatest  bending  moments 
and  shears  at  the  center  and  quarter-points  of  the  span,  the 
dead  load  or  own  weight  of  the  span  and  track  being  taken 
at  1,400  pounds  per  linear  foot. 

Dead  Load, 

By  eq.  (6)  of  Art.  57  the  bending  moments  at  the 
quarter-point  and  center  are,  since  the  reaction  R  is 
40  X  700  «  28,000: 

•  Quarter-point,  Center, 

je—  20  feet.  je — 1/ — 40  feet. 

M  — 420,000  ft.-lbs.  560,000  ft.-lbs. 

By  eq.  (7)  of  Art.  56  the  shears  at  end,  quarter-point, 
and  center  are 

End,  Quarter-point,  Center, 

«-"0.  «-"2ofeet.  flp— 4ofeet. 

Shear 28,000  lbs.  14,000  lbs.  Zero 

Moving  Load, 

If  wheel  3  be  placed  at  the  quarter-point,  there  will  be 
one  locomotive  and  20  feet  of  uniform  train  load  on  the 
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Span,  the  latter  being  5  feet  from  the  last  tender  wheel,  which 

/'     I 
may  be  represented  by  wheel  9.     As  7=-,  the  criterion 

^'      30,000  50,000 

eq.  (s)  gives  either  t=   o o^  ~o »  the  first  being 

^    ^^^  ^  I     182,000        182,000  ^ 

too  small  and  the  second  too  large.     Hence  wheel  3  at  the 

quarter-point   is   the   proper   position   for   the  maximuni 

bending  moment.     In  eq.  (6)  or  (6a),  tVn^  40,000  pounds 

and  ^  =  10,  also  H^«'_i  =1^2  =  20,000  pounds.     Hence  the 

bending  moment  has  the  value  M  =  ^(4,206,000  + 142,000  X 

20+40,000X10)  —230,000  =  1,631,500  ft.-lbs. 

If  wheel  5  be  placed  at  the  center  of  the  span,  10  feet 

of  uniform  train  load  will  rest  on  the  girder,  making  a 

total   of    162,000   pounds.      The   criterion   eq,    (5)    then 

gives 

V     70,000  90,000 

or 


/     162,000  162,000' 

the  first  value  being  less  than  \  and  the  second  greater. 
Hence  the  trial  position  is  correct,  and  the  corresponding 
greatest  moment  will  be 

M  =  i(4,2o6,ooo  +  142,000X10  +  20,000  X5)  —830,000 
=  2,033,000  ft. -lbs. 

As  the  span  is  80  feet,  the  uniform  load  giving  the 
same  center  moment  as  the  actual  load,  i.e.,  the  eqtiivalent 
tiniform  load,  is 

/?  =  g^-^^X 2,033,000  =  2,541  pounds  per  linear  foot '; 

the  total  bending  moment  at  the  quarter-point  will  then  be 
i»63i,5oo  +420,000=2,051,500  ft.-lbs., 
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and  at  the  center 

2,033,000  +  560,000  =  2,593,000  ft.-lbs. 

The  end  shear  will  be  found  by  placing  W2  at  the  left 
end  of  the  span,  requiring  35  feet  of  train  load  to  be  on 
the  girder.  The  reaction,  i.e.,  the  end  shear,  at  the  left 
end  of  the  span  will  then  be  written  by  the  aid  of  Table  I : 

Reaction  =  end  shear  == 
4,206,000+  (142 ,000-10,000)  X  35+ 7o,ooox  1 7.5  - 10,000  X  S3 

=  119,013  lbs. 

The  equivalent  uniform  load  producing  the  same  shear 
is 

110013  „  1.         i.     . 

p^ — z — iL  =2975  lbs.  per  linear  foot. 

The  shear  at  the  quarter-point  will  be  found  by  placing 
W2  at  that  point,  requiring  10  feet  of  train  load  to  be  on 
the  girder.  The  reaction  at  the  left  end  of  the  span  will 
then  be 

_     4,206,000 +  142 ,000 +  10+ 20,000  X^ 

R^^ ■ ^-^83 ^  =  7i.S7Slbs. 

The  shear  at  the  quarter-point  will  therefore  be 

71,575  -10,000=61,575  lbs. 

The  center  shear  will  be  found  by  placing  W2  at  the 
center  of  the  span,  requiring  Wg  to  be  at  the  right-hand 
extremity  of  the  span.  The  reaction  at  the  left-hand  end 
of  the  span  will  then  be 

^    4,206,000-142,000X5  „ 

/?= g^^ =43»7oo  lbs. 
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The  center  shear  will  then  be 

43»7oo  — 10,000  =  33,700  lbs. 

The  total  shear  at  the  end,  quarter-point,  and  center 
will  have  the  values : 

At  end 119,013  +  28,000=147,013  lbs. 

At  quarter-point. . .     61,575  + 14,000=   75,575  lbs. 
At  center =   33,700  lbs. 

There  may  be  more  than  one  position  of  concentrated 
loadings  satisfying  the  criterion  eq.  (5),  as  may  be  seen  by 
trial.  Such  maxima  must  frequently  be  sought,  and  they 
can  be  fotmd,  if  existing,  with  little  trouble. 

Art.  59. — ^Moments  and  Shears  in  Special  Cases. 

Certain  special  cases  of  beams  are  of  such  common 
occurrence,  and  consequently  of  such  importance,  that  a 
somewhat  more  detailed  treatment  than  that  already  given 
may  be  deemed  desirable.  The  following  cases  are  of  this 
character : 

Case  I. 

Let  a  non-continuous  beam  supporting  a  single  weight 
P  at  any  point  be  considered,  and  let  such  a  beam  be  rep- 
resented in  Fig.  7.     If  the  span  RR!  is  represented  by   . 

l^a^-b^RP+R'P, 
the  reactions  R  and  i?'  will  be 

R^jP     and    R'-^P (i) 

Consequently,  if  x  represents  the  distance  of  any  section 
in  RP  from  /?,  while  xf  represents  the  distance  of  any  section 
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of  R'P  from  R!,  the  general  values;  of  .the  bendmg  moments 
for  the  two  segments  a  and  6  of  tKe  beam  will  be  ^ 

M^Rx    and    /kf'^i?'^.      .     .'    .     .     (2) 

These  two  moments  become  eqtial  to  each  other  and 
represent  the  greatest  bending  moment  in  the  beam  when 

x=^a    and    xf  =  b, 

or  when  the  section  is  taken  at  the  point  of  application  of  the 
load  P. 


Fig.  7. 

Eq.  (2)  shows  that  the  moments  vary  directly  as  the 

distances  from  the  ends  of  the  beam.     Hence  if  i4P  (normal 

to  RR')  is  taken  by  any  convenient  scale  to  represent  the 

ab 
greatest  moment,  -yP,  and  if  RAR'  is  drawn,  any  intercept 

parallel  to  AP  and  lyJng  between  RAR'  and  RR'  will  repre- 
sent the  bending  moment  for  the  section  at  its  foot  by  the 
same  scale.  In  this  manner  CD  is  the  bending  moment 
atD. 

The  shear  is  tmiform  for  each  single  segment;  it  is 
evidently  equal  to  R  for  RP  and  R'  for  R'P.  It  becomes 
zero  at  P,  where  is  foxmd  the  greatest  bending  moment. 


Case  II. 

Again,  let  Fig.  8  represent  the  same  beam  shown  in 
Pig.  7,  but  let  the  load  be  one  of  uniform  intensity,  p,  ex- 
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tending  .frorn  end  ^o  pnd  of  the  beam.     Let  C  be  placed  at 
the  centfer'of  the  spani  and  let  R  and  R\  as  before,  represent 


•  » • 


•  •••,'''  •  • 


Fig.  8. 

the  two  reactions.  Since  the  load  is  symmetrical  in  refer- 
ence to  C, 

R^R\ 

For  the  same  reason  the  moments  and  shears  in  one  half  of 
the  beam  will  be  exactly  like  those  in  the  other;  conse- 
quently reference  will  be  made  to  one  half  of  the  beam  only. 
Let  X  and  xi  then  be  measiired  from  R  toward  C.  The 
forces  acting  upon  the  beam  are  R  and  p,  the  latter  being 
uniformly  continuous.  Applying  the  formulae  for  the  bend- 
ing  moment  at  any  section  x,  remembering  that  Xi  has  all 
values  less  than  x, 

^Rx-p  /    {x-^i)dxi; 

pi? 


M 


:.  M=Rx 


(3) 


If  /  is  the  span,  at  C,  M  becomes 


Mi  = 


m   pP 


8* 


(4) 


But  because  the  load  is  tmif orm 

2 
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Hence 

^'-8^^ ^5) 

pl 
if  W  is  put  for  the  total  load.     Placing  jR=^--  in  eq.  (3), 

M^^ilx-x') (6) 

The  moments  M,  therefore,  are  proportional  to  the 
abscissae  of  a  parabola  whose  vertex  is  over  C,  and  which 
passes  through  the  origin  of  coordinates  R.  Let  AC,  then, 
normal  to  RE! ,  be  taken  equal  to  Mi,  and  let  the  parabola 
RAK  be  drawn.  Intercepts,  as  F//,  parallel  to  AC,  will 
represent  bending  moments  in  the  sections,  as  if,  at  their 
feet. 

The  shear  at  any  section  is 

^    dM     ^              ll      \  ,\ 

^==^==^-^^=^(2-^) (7) 

or  it  is  equal  to  the  load  covering  that  portion  of  the  beam 
between  the  section  in  question  and  the  center. 

Eq.  (7)  shows  that  the  shear  at  the  center  is  zero;  it 
also  shows  that  5  =  /?  at  the  ends  of  the  beam.  It  further 
demonstrates  that  the  shear  varies  directly  as  the  distance 
from  the  center.  Hence  take  RB  to  represent  R  and  draw 
BC,  The  shear  at  any  section,  as  //,  will  then  be  repre- 
sented by  the  vertical  intercept,  as  HG,  included  between 
BC  and  RC. 

The  shear  being  zero  at  the  center,  the  greatest  bend- 
ing moment  will  also  be  iovnd  at  that  point.  This  is  also 
evident  from  inspection  of  the  loading. 

Eq.  (2)  of  Case  I  shows  that  if  a  beam  of  span  carries  a 

W 
weight  —  at  its  center,  the  moment  M  at  the  same  point 

will  be 
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.jr         W    I        Wl 


(8) 


The  third  member  of  eq.  (8)  is  identical  with  the  third 
member  of  eq.  (5) .  It  is  shown,  ^therefore,  that  a  '  load 
concentrate  at  the  center  of  a  non^continuous  beam  will  cause 
the  same  moment  at  the  center  as  double  the  same  load  uni- 
formly distributed  over  the  span. 

Eqs.  (5)  and  (8)  are  much  used  in  connection  with  the 
bending  of  ordinary  non-continuous  beams,  whether  solid 
or  flanged;   and  such  beams  are  frequently  found. 


Case  III. 

The  third  case  to  be  taken  is  a  cantilever  uniformly 
loaded;   it  is  shown  in  Fig.  9.     Let  x  be  measured  from 

the  free  end  A,  and  let  the  imiform 
intensity  of  the  load  be  represented 
by  p.  The  load  px  acts  with  its 
center  at  the  distance  \x  from  the 
section  x.  Hence  the  desired  moment 
will  be 


Fig.  9. 


^        2 


px 


2 


(9) 


If  AB^ly  the  moment  at  B  is 


Mi  = 


pP 


(10) 


The  negative  sign  is  used  to  indicate  that  the  lower 
side  of  the  beam  is  subjected  to  compression.  In  the 
two  preceding  cases,  evidently  the  upper  side  is  in  com- 
pression. 

The  shear  at  any  section  is 
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S=^ px (11) 


Hence  the  shear  at  any  section  is  the  load  between 
the  free  end  and  that  section. 

Eq.  (9)  shows  that  the  moments  vary  as  the  square 
of  the  distance  from  the  free  end ;  consequently  the  moment 
curve  is  a  parabola  with  the  vertex  at  A,  and  with  a  ver- 
tical axis.  Let  BC,  then,  represent  Mi  by  any  convenient 
scale,  and  draw  the  parabola  CD  A,  Any  vertical  intercept, 
as  DF,  will  represent  the  moment  at  the  section,  as  F, 
at  its  foot. 

Again,  let  BG  represent  the  shear  pi  at  B,  then  draw 
the  straight  line  AG.  Any  vertical  intercept,  as  HF, 
will  then  represent  the  shear  at  the  corresponding  sec- 
tion F. 

Art.  60. — General  Formulae  of  the  Common  Theory  of  Flexure* 

It  is  necessary  to  express  in  a  perfectly  general  manner 
the  ftmdamental  formulae  of  the  common  theory  of  flexiu'e 
for  direct  use  in  treating  some  types  of  bridge  structures, 
such  as  arched  ribs.  It  will  be  assumed  that  the  ordinary 
laws  of  flexure  and  their  usual  applications  are  known.* 
The  general  formulae  desired  may  then  be  established  in 
the  following  manner: 

In  Fig.  10,  let  ABC  represent  the  center  line  of  any 
bent  beam;  AF  a  vertical  line  through  A;  CF  a  hori- 
zontal line  through  C,  while  A  is  the  section  of  the  beam 
at  which  the  deflection  (vertical  or  horizontal)  in  refer- 
ence to  C,  the  bending  moment,  the  shearing  stress,  etc., 
are  to   be    determined.    As    shown    in    the  figure,  let  x 


♦  The  subject  of  flexure  will  be   found  fully  treated  in  "The  Elasticity  and 
Resistance  of  Materiab,"  by  Wm.  H.  Burr. 
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be  the  horizontal  coordinate  measured  from  A,  and  y 
the  vertical  one  measured  from  the  same  point;  then 
let  z  be  the  horizontal  distance  from  the  same  point  to 
the  point  of  application  of  ny  external  vertical  force  P. 
To  complete  the  notation,  let  D  be  the  deflection  desired ; 
Ml  the  moment  of  the  external  forces  about  A\  S  the 
shear  at  i4 ;  P'  the  strain  (extension  or  compression)  per 


Fig.  io. 


unit  of  length  of  a  fiber  parallel  to  the  neutral  surface 
and  situated  at  a  normal  distance  of  utiity  from  it;  / 
the  general  expression  of  the  moment  of  inertia  of  a  nor- 
mal cross-section  of  the  beam,  taken  in  reference  to  the 
neutral  axis  of  that  section ;  E  the  coefficient  of  elasticity 
for  the  material  of  the  beam,  and  M  the  moment  of  the 
external  forces  for  any  section,  as  B, 

Again,  let  A  be  an  indefinitely  small  portion  of  any 
normal  cross-section  of  the  beam,  and  let  3/  be  an  ordinate 
normal  to  the  neutral  axis  of  the  same  section.  By  the 
**  common  theory  *'  of  flexure  the  intensity  of  stress  at 
the  distance  y  from  the  neutral  surface  is  (y'P'JE)^  Con- 
sequently the  stress  developed  in  the  portion  4  of  the 
section  is  EP'yA,  and  the  resisting  moment  of  that  stress 
is  EPy^A, 

The  resisting  moment  of  the  whole  section  will  there- 
fore be  fotmd  by  taking  the  sum  of  all  such  moments  for 
its  whole  area. 
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Hence 

M^EP'iy^J^EP'L 
Hence,  also, 

^"Er 

If  n  represents  an  indefinitely  short  portion  of  the 
neutral  sttrface,  the  strain  for  such  a  length  of  fiber  at 
unit's  distance  from  that  surface  will  be  nP\ 

If  the  beam  were  originally  straight  and  horizontal,  n 
would  be  equal  to  dx. 

P'  being  supposed  small,  the  effect  of  the  strain  nP' 
at  any  section,  By  is  to  cause  the  end  A  of  the  chord  BA 
to  move  vertically  through  the  distance  nP'x.. 

If  BK  and  BA  (taken  equal)  are  the  positions  of  the 
chords  before  and  after  flexure,  nP'x  will  be  the  vertical 
distance  between  K  and  A. 

By  precisely  the  same  kinematical  principle,  the 
expression  nP'y  will  be  the  horizontal  movement  of  A 
in  reference  to  B. 

Let  InP'x  and  InP'y  represent  summations  extending 
from  A  to  C,  then  will  those  expressions  be  the  vertical 
and  horizontal  deflections  respectively  of  i4  in  reference 
to  C.  It  is  evident  that  these  operations  are  perfectly 
general,  and  that  x  and  y  may  be  taken  in  any  direction 
whatever. 

The  following  general  but  strictly  approximate  equa- 
tions relatingto  the  subject  of  flexure  may  now  be  written: 

S^IP' (i) 

Mi^2Pz (2) 

^-i  • (3) 

I 
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InP'  =  In 


M 
EI' 


fiMx 
EI 


D,  =  InPy  =  I*^. 


(4) 


(S) 


(6) 


Dh  represents  the  horizontal  deflection. 

The  stimmation  IPz  must  extend  from  ^  to  a  point  of 
no  bending,  or  from  i4  to  a  point  at  which  the  bending 
moment  is  Mi'.     In  the  latter  case 


Mi  =  IPz+Mi\ 
Ml  may  be  positive  or  negative. 


(7) 


Art.  6i. — The  Theorem  of  Three  Moments. 

The  theorem  of  three  moments  is  expressed  by  an  equa- 
tion showing  the  relations  between  the  bending  moments 
existing  in  a  continuous  beam  at  three  adjacent  points 
of  support,  the  loading  of  the  beam  being  any  whatever. 
If  the  two  adjoining  spans  under  a  continuous  beam  or 
truss  are  represented  by  /«  and  /<.,  as  shown  in  Fig.  ii,  and 
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Fig.  II. 


if  the  three  consecutive  bending  moments  are  May  Mi,,  and 
Met  the  ordinary  or  special  form  of  the  theorem  is 
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M. 


,h  +  2MSa  +lc)  +MJc  +YlP{la^-Z^)Z 


I       *^ 


+  ^i'P(/e2-22)0=O.        (l) 


The  summations  I  and  2  belong  to  the  spans  /«  and 
le  respectively.  The  horizontal  ordinate  z  is  measured 
from  the  left  end  of  the  left-hand  span  or  from  the  right 
end  of  the  right-hand  span. 

Equation  (i)  is  a  special  and  simplified  form*  of  the 
general  value  of  the  theorem  of  three  moments.  As  it  is 
generally  employed,  any  weight  P,  only,  is  assumed  to  rest 
on  one  span,  as  /a,  with  nothing  on  the  other.  Eq.  (i)  would 
then  take  the  form 

Afa/a  +  2M6(/a+/c)+Mc/c+fP(/a2-22)2=0.       .        (2) 

The  general  demonstration  of  this  theorem,  reference  to 
which  is  made  above,  shows  that  eqs.  (i)  and  (2)  are  strictly 
true  only  for  a  beam  or  truss  straight  between  points  of 
support,  and  that  those  points  .of  support  may  or  may 
not  be  in  the  same  level  if  they  belong  to  a  configuration  of 
no  bending  in  the  beam. 

Art.  62. — Shears  and  Reactions  under  Continuous  Beams  and 

Trusses. 

The  reactions  at  each  point  of  support  is  composed  of 
two  shears,  as  shown  in  Fig.  11  of  the  preceding  article. 
These  shears  may  readily  be  found  by  taking  moments 
about  the  ends  of  spans.  Giving  the  positive  sign  to 
upward  forces  and  taking  moments  about  B, 

Ma^Sala-P{la'-z)^Mj, (l) 

♦  The  complete  general  demonstration  of  the  theorem  may  be  found  in  "The 
Elasticity  and  Resistance  of  Materials,"  by  Wm.  H.  Burr. 
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Again,  taking  moments  about  A , 

Mi^^-SiHa-Pz^Ma (2) 

Eqs.  (3)  and  (4)  then  give  at  once 

«=-P-7 1 (3) 

5.'=p/+fc^ (,) 

Similar  values  of  shears  may  be  written  for  other  spans 
by  simply  changing  the  subscripts.  If  a  be  changed  to  c 
in  the  second  members  of  eqs.  (3)  and  (4), 

5l  =Pt-  +  — 7 (S) 

5/=pS=-^-'^^'7'^^' (6) 

The  reactions  at  the  various  points  of  support  may 
then  be  expressed  as  follows  by  referring  to  Fig.  ii  of  the 
preceding  article : 

i?=5a'4-5a (7) 

i?'=56'+56, (8) 

i?"=5/  4-5e, (9) 

etc.  =etc.  +etc. 

If  there  are  a  number  of  weights  concurrently  on  the 
span,  the  sign  2*  is  to  be  written  before  each  term  con- 
taining P  in  eqs.  (3),  (4),  (5),  and  (6). 
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Continuous  Loading  with  Uniform  Intensity. 

If  the  loading  over  the  different  spans  is  of  xmiform 
intensity,  then,  in  general,  P^wdz,  w  being  the  intensity. 
Consequently 

IP{l^-z^)z^  /  w{l^'-z^)zdz=m-.       .     .     (i> 


In  all  equations,  therefore,  for  j-  lP{la^  —z^)z  there   is 

IZ  I    c 

to  be  placed  the  term  Wa — ;   and  for  ylPQ,^  —  z^)z    the 

4  tc 

iz 

term  Wc—,    The  letters  a  and  c  mean  that  reference  is 
4 

made  to  the  spans  la  and  4. 
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The  total  length  of  a  plate  girder  is  materially  more 
than  the  length  of  clear  span  over  which  the  girder  is  de- 
signed to  carry  load.  The  ends  of  the  girders  are  carried 
by  blocks,  or  pedestals  of  masonry  or  metal,  resting  on  the 
masonry  or  other  supporting  masses  or  members.  The 
distance  between  the  centers  of  these  blocks  or  pedestals 
is  called  the  effective  span  of  the  girder,  as  it  is  the  span 
length  used  in  computing  bending  moments,  shears,  or 
reactions.  Plate  girders  must  evidently  be  somewhat 
longer  than  the  effective  span.  In  Fig.  12  is  shown 
the  detailed  drawing  of  an  81 -foot  railroad  deck  plate- 
girder  span,  with  end  pin  and  roller  bearing,  together 
with  the  relations  of  the  various  parts  of  the  end  of  the 
girder.  As  shown,  the  ties  rest  directly  on  the  upper  flange. 
Where  headroom  is  limited  tmder  the  structure  it  is  neces- 
sary to  build  through-girders  with  a  complete  floor  system 
of  longitudinal  stringers  and  cross  floor-beams,  or  with  a 


Art.  63.]  EFFECTIVE  DEPTH  OF  GIRDER.  "3 

trough  floor  frequently  ballasted.  In  some  special  cases 
it  may  be  permissible  to  support  the  ends  of  the  ties  on  the 
inner  projections  of  the  lower  flanges.  The  case  of  a  com- 
plete floor  system  belongs  properly  to  paneled  truss  con- 
struction, which  will  be  fully  treated  later.  Trough-floor 
plate  girders,  except  for  the  rivets  in  the  angles  of  the  upper 
flange,  are  treated  precisely  as  deck-girders. 

The  deck  plate-girder  span  shown  in  Plate  I  will 
be  designed  in  detail  as  an  illustration  of  general  plate- 
girder  design.  The  main  girders  will  have  an  effective  span 
of  87  feet  9  inches  and  a  limiting  length,  out  to  out  of  the 
steel,  of  90  feet. 

The  specifications  to  be  employed  will  be  those  of  the 
American  Bridge  Co.  for  1900  for  medium  open-hearth 
steel.  The  rivets  are  to  be  J  inch  in  diameter.  The  live 
loading  employed  is  Cooper's  E  50. 

The  effective  depth  of  the  girder  is  the  vertical  distance 
or  depth  between  the  centers  of  gravity  of  the  two  flanges. 
When  the  girder  has  cover-plates,  this  effective  depth  may 
be  greater  than  the  depth  of  web-plate  at  the  center  of  span, 
and  less  than  that  at  the  ends,  even  when  the  web-plate  is 
of  tmiform  depth.  It  is  always  customary,  however,  to 
take  the  effective  depth  of  a  plate  girder  with  tmiform  depth 
of  web  as  constant.  Frequently  that  depth  is  taken  equal 
to  the  depth  of  the  web-plate,  as  in  the  specification  of 
the  N.  Y.  C.  &  H.  R.  R.R.  Co.  for  1900  (§  100),  which 
reqtiires  that  *  *  the  depth  shall  be  taken  as  the  distance 
between  the  centers  of  gravity  of  the  flange  areas,  except 
that  in  no  case  shall  it  exceed  the  distance,  back  to  back, 
of  flange  angles." 

In  case  the  web-plate  is  not  of  imiform  depth,  the  effect- 
ive depth  might  still  be  taken  as  the  depth  of  the  web-plate 
at  the  various  sections  of  the  girder,  or  it  may  be  taken  as 
the  depth  between  centers  of  gravity  of  the  flanges  at  the 
same  sections. 
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The  differences  between  the  effective  span  and  the 
clear  span  and  total  length  are  obviously  dependent  upon 
the  length  of  the  span.  For  short  spans  those  differences 
are  relatively  small,  and  relatively  large  for  long  spans. 

It  is  usual  to  specify  that  the  depth  of  plate  girders, 
wherever  possible,  shall  be  not  less  than  one  tenth,  and  in 
no  case  less  than  one  twelfth,  of  the  span.  The  depth  of 
web-plate  will,  therefore,  be  taken  at  90  inches,  and  it  will 
be  found  later  that  at,  and  in  the  vicinity  of,  the  center  of 
span  4  cover-plates  will  be  needed. 

The  dead  load  or  own  weight  of  the  girder  and  track 
will  depend  somewhat  upon  whether  tlie  girder  is  of  the 
through  or  deck  type.  The  only  difference  in  computation 
arising  in  those  two  types  is  due  to  the  fact  that  in  deck- 
girders  the  rivets  connecting  the  upper  flanges  with  the 
web  must  be  assumed  to  carry  the  wheel  concentrations 
in  addition  to  their  other  duties,  and  this  wiU  be  illustrated 
in  the  example  chosen.  The  assumed  dead  load  will  be 
taken  as  follows: 

Track  (rails,  ties,  etc.) .  .     500  lbs.  per  linear  foot  of  bridge 

Main  girders 1080 

Total 1580 

Inasmuch  as  there  are  two  girders,  each  will  carry  one  half 
of  the  moving  load  and  one  half  of  the  above  dead  load 
or  own  weight. 

Bending  Moments. 

The  first  computations  necessary  are  those  required  to 
determine  the  bending  moments,  and  from  them  the  flange 
stresses  at  different  points  on  the  span.  For  the  fiixed  load, 
the  bending  moments  vary  throughout  the  length  of  span; 
as  the  ordinates  of  a  parabola  having  its  vertex  over  the 
center.  In  order  to  simplify  the  work,  it  is  generally 
assumed  that  the  moving-load  bending  moments  follow  a 
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similar  ctirve,  the  ordinate  at  the  center  representing  the 
maximtun  bending  at  that  point.  This  is  not  exact,  but  it 
is  sufficiently  accurate  for  ordinary  purposes.  In  more 
exact  work  the  actual  maximum  values  of  the  bending 
moments  at  sections  6,  8,  or  10  feet  apart  should  be  com- 
puted. The  closer  together  the  sections  are  taken,  the 
greater  will  be  the  degree  of  accuracy  attained.  In  the 
present  instance  the  parabolic  law  will  be  assumed.  After 
the  bending  moments  are  obtained,  the  flange  stresses  at 
once  result  by  dividing  the  former  by  the  effective  depth. 

As  each  girder  will  carry  790  potmds  of  dead  load  per 
linear  foot,  and  as  the  effective  span  is  87.75  ^^^^»  ^^'^ 
expression  for  the  dead-load  bending  moment  in  foot- 
pounds at  any  point  will  be  as  follows : 

M  =•^(87.75^-^2) (I) 

At  the  center,  then,  M  =  760,400  foot-pounds  =9,125,000 
inch-pounds. 

Reference  to  the  table  on  page  96  will  show  that  the 
center  maximum  live-load  moment  for  Cooper's  E  40, 
however,  is  2,551,000  foot-pounds,  or  30,612,000  inch- 
potmds.       For    Cooper's     E  50     loading,     this    quantity 

becomes    —  X 30,61 2,000  «=  38,265,000    inch-pounds.       The 
40 

criterion  which  must  be  used  to  determine  this  position 

requires  the  center  of  span  to  divide  in  half  the  distance 

between  the  point  of  maximum  bending  and  the  center  of 

gravity  of  the  loading.     No  tiniform  train  load  will  rest 

on  the  bridge. 

The  specifications  (§  37)  require  that  **  girders  shall  be 

proportioned  on  the  asstunption  that  one  eighth  of  the 

gross  area  of  the  web  is  available  as  flange  area.     The 

compressive  flange  shall  have  the  same  sectional  area  as 
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the  tension  flange,  but  the  unsupported  length  of  flange 
shall  not  exceed  sixteen  times  its  width.** 

Further,  §  15  requires  the  addition  to  the  dead-  and 
live-load  stress  of  an  impact  stress  /  detennined  by  the 

formula  /  =5(7—; ) ,  where  5  is  the  calculated  maximum 

\i^  -r  300/ 

live-load  stress  and  L  the  length  of  loaded  distance  in  feet 
producing  that  stress. 

In  the  present  case,  since  the  entire  bridge  is  covered 
by  the  moving  load, 

/  =  38,265,000  (g        j  =29,580,000  inch-pounds. 

A  tensile  live-load  working  stress  of  17,000  potmds  per 
square  inch  is  specified  in  §  21  for  medium  sted. 
The  resultant  moment  is 

9,125,000 +  38,265,000-1- 29,580,000=*  76,970,000  inch-potmds. 

The  effective  depth,  will  later  be  foimd  to  be  90.5  inches. 
Usually,  however,  a  tentative  value  would  first  be  em- 
ployed. Dividing  the  moment  by  the  product  17,000  X 
90.5,  the  net  required  area  is  50.0  square  inches. 

The  specifications  permit  one  eighth  of  the  area  of  the 
web-plate  section,  i.e.  4.9  square  inches  in  this  case,  to  be 
considered  as  flange  area.  Therefore  only  50-4.9=45.1 
square  inches  of  net  section  in  the  tension  flange  is  required. 

It  should  be  stated  that  the  bending  resistance 
of  a  plate  girder  is  sometimes  computed  by  the  gen- 
eral   formula    involving    the   moment    of   inertia   of   the 

kl 
section    M  =-j,  rf  being  the  distance  from  the  center  of 

gravity  of  the  section,  i.e.  usually  the  mid-depth,  to  the 
extreme  fiber,  while  k  is  the  greatest  permitted  intensity 
of  stress  in  that  fiber. 
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Sectional  Area  of  Flange. 

The  net  section  of  the  flange  must  be  made  up  of  cover- 
plates  and  angles,  but  before  making  the  actual  design  the 
arrangement  of  rivets  connecting  the  flange  angles  with 
the  web-plate  should  be  outlined.     In  this  case  angles 
with  legs  6  inches  long  will  be  used,  since  it  is  advisable 
that  the  angles  of  the  flanges  should  always  form  as  large 
a  part  of  the  flange  section  as  practicable ;  it  is  even  some- 
times specified  that  that  part  shall  preferably  be  not  less 
than  one  half.     It  is  then  certain  that  two  lines  of  rivets 
in  each  leg  will  be  employed,  but  it  does  not  follow  that 
two  rivet-holes  should  be  taken  out  of  each  leg  to  find  the 
net  section  of  these  angles,  for  by  staggering  the  rivet- 
holes  a  less  amount  of  material  may  be  wasted.     There 
are  not  stifficient  results  of  experiments  with  staggered 
rivet-holes  on  record  to  determine  the  degree  of  staggering 
of  two  lines  of  rivets  to  make  it  proper  to  deduct  one  hole 
only  for  the  net  section.     In  this  case  two  nvet-holes  will 
be  taken  from  each  angle  to  find  the  net  area  of  section. 

The  specified  diameter  of  rivet,  J  inch,  belongs  to  the 
cold  rivet  as  delivered  at  the  shop.  The  increased  diameter 
caused  by  driving  is  not  recognized  in  rivet  computations, 
but  the  reamed  rivet-hole  must  be  taken  i  inch  larger  in 
diameter  than  the  rivet,  or  one  inch  in  the  present  case. 

Two  6X6Xf-inch  angles  with  a  gross  are^.  of  16.9 
square  inches  will  be  taken  for  each  flange.  The  metal 
punched  from  the  angles  in  each  flange  wiU  then  be  4  X  i  X  i 
=  3  square  inches,  and  the  remaining  net  section  will  be 
13.9  square  inches.  This  net  sectional  area  of  the  two  angles 
runs  throughout  the  entire  length  of  the  tension  flange. 
As  a  total  net  section  of  45.1  square  inches  is  required  at  the 
center  cover-plates  must  be  added  at  that  point  to  com- 
plete the  flange.  The  lengths  of  those  plates  are  to  be 
determined  by  the  additional  areas  required  at  other  points. 
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As  already  stated,  the  flange  stresses  and  hence  the  flange 
areas  are  supposed  to  vary  as  the  ordinates  of  a  parabola 
when  the  depth  of  girder  is  constant.  The  proper  lengths 
of  the  cover-plates  may  then  be  found  by  the  following 
procedures. 

Determination  of  Length  of  Cover-plates. 

(a)  Depth  of  Girder  Uniform. 

The  following  notation  will  be  employed,  it  being 
assumed  that  one  cover-plate  only  is  required: 

/  =  effective  length  of  span  either  in  feet  or  inches ; 
L  =  length  of  cover-plate  required  in  the  same  tmit  as  /; 
A  =  total  net  flange  area  at  center; 
a  =net  cover-plate  area  required. 

Since  the  flange  and  cover-plate  areas,  like  the  flange 
stresses,  vary  as  the  ordinates  of  a  parabola  when  the 
depth  of  girder  is  constant,  the  following  equation  will  result : 


or 

_    la 

Ci) 


-'n/^ 


Eq.  (i)  will  give  the  length  of  the  cover-plate  whose 
area  of  section  is  a.  Any  convenient  unit  may  be  taken 
for  a  and  A,  but  the  square  inch  is  ordinarily  employed. 

If  there  are  several  cover-plates,  a  is  to  be  taken  suc- 
cessively as  the  area  of  the  first,  second,  third,  etc.,  cover- 
plates  in  stunmation;  i.e.,  it  will  first  be  taken  as  the  net 
sectional  area  of  the  top  cover,  then  as  the  net  sectional 
area  of  the  top  cover  added  to  that  below  it,  and  so  on. 
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(6)  Depth  of  Girder  Varying. 

Let  w  «=  uniform  load  per  linear  foot,  or  "  equivalent  uni- 
form load"  per  linear  foot; 

d  and  d'  represent  the  effective  depths  of  girder  in 
feet  at  the  center  of  span  and  at  the  end  of 
the  cover-plate  respectively ; 

^  —  a  s=a'  =area  of  flange  section  at  the  end  of  cover- 
plate; 

T  =  permissible  flange  stress  per  square  inch. 

The  bending  moment  at  the  end  of  the  cover-plate  will 
then  be 

M^v^'-'^{^y  ^AdT'-J^^d'a'T.    .    .     (2) 

By  solving  the  second  and  third  members  of  the  preceding 
equation  there  will  result 

L  =  2V2^ ~ 2.83^J :^ .      .     (3) 

It  must  be  remembered  that  the  application  of  either  of 
the  two  preceding  methods  will  give  the  net  length  of  the 
cover-plate.  There  must  be  added  12  to  18  inches  at  each 
end  with  rivets  closely  pitched  so  that  the  cover-plate  may 
certainly  take  its  stress  at  the  points  where  its  effective- 
ness should  begin. 

The  selection  of  the  cover-plates  for  girders  so  as  to  best 
make  up  the  areas  required  is  largely  a  matter  of  judg- 
ment. There  are,  however,  some  general  considerations 
always  to  be  observed.  No  cover-plate  should  be  used 
thicker  than  the  one  underneath  it,  and  as  a  rule,  the 
width  of  cover-plates  should  be  but  little,  if  any,  less  than 
the  width  of  the  two  flange  angles  and  the  web-plate  be- 
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tween  them,  but  the  >cover-plate  may  have  a  somewhat 
greater  width.  In  the  present  instance  the  cover-plates 
should  not  be  less  than  12  inches  wide.  The  width  of  16 
inches  will  be  adopted,  as  it  gives  well-proportioned  plates. 
As  there  will  be  fotir  lines  of  staggered  rivets,  the  net  width 
of  the  plates  will  be  taken  at  14  inches.  Fotir  plates,  each 
A  inch  thick,  will  then  furnish  an  additional  net  area  of 
4X7.9=31.6  square  inches,  which,  together  with  the  13.9 
square  inches  of  the  angles,  will  afford  a  total  net  section 
of  45.5  square  inches.  This  is  but  slightly  more  than  the 
exact  amoimt  required,  as  it  should  be. 

The  length  of  the  top  cover-plate  is  then  found  by 

means  of  eq.  (i)  to  be  i'=87.7S\j— ^— =34.0  feet;   that  of 

the  second,  87.7S>J-^  =49  feet;  that  of  the  third,  60  feet; 

and  that  nearest  the  angles,  69.5  feet.  It  is  sometimes 
specified  that  the  first'  flange-plate  of  the  top  and  bottom 
flange  should  extend  the  full  length  of  the  girder,  except  for 
girders  less  than  75  feet  long,  on  which  the  bottom  flange- 
plate  need  not  extend  the  full  length.  This  provision  is 
not  found  in  the  American  Bridge  Co.'s  specifications.  As 
at  least  12  to  18  inches  must  be  added  to  each  end  of  each 
cover-plate,  the  actual  lengths  of  those  tinder  consideration 
will  be  taken  at  41,  54,  64,  and  73  feet. 

Obviously  at  the  ends  of  the  flanges  there  will  be  some 
excess  of  net  section  in  the  angles,  just  as  there  will  also 
be  found  some  excess  of  section  at  and  near  the  end  of  each 
cover-plate,  but  those  conditions  are  inevitable. 

In  designing  and  arranging  the  cover-plates  of  a  plate 
girder,  care  should  be  taken  to  use  plates  neither  too  thick 
nor  too  thin.  It  is  seldom  necessary  to  use  a  plate  as 
thick  as  i  inch,  and  no  plate  less  than  f  inch  thick  should 
be  used  for  a  railroad  plate  girder.  In  general,  it  is  the 
custom  to  ptmch  and  ream  rivet-holes  in  plates  f  inch  thick 
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or  less  and  to  drill  holes  in  thicker  plates ;  it  is  therefore 
generally  preferable  not  to  exceed  f  inch  thickness  of  plate. 
The  distance  between  the  centers  of  gravity  of  the 
flanges  at  the  center  of  span  is  90.5  inches,  which  checks 
the  value  of  the  effective  depth  used  in  determining  the 
flange  stresses.  It  is  to  be  noted  that  the  distance  back 
to  back  of  the  upper  and  lower  flange  angles  is  always 
made  \  inch,  greater  than  the  depth  of  web-plate,  so  that 
the  web-plate  may  not  project  between  the  flange  angles 
and  interfere  with  the  riveting  of  the  cover-plates. 

Rivets  between  Web  and  Flanges  and  End-stiff  eners. 

Stresses  are  given  to  the  flanges  of  a  plate  girder  through 
the  rivets  which  bind  the  flange  angles  to  the  web-plate. 
It  is  necessary,  therefore,  to  have  a  sufficient  number  of 
rivets  through  the  legs  of  the  flange  angles  lying  against 
the  web-plate  to  carry  to  the  flange  metal  those  flange 
stresses  which  have  been  computed.  Each  of  those  rivets 
will  obviously  be  in  double  shear,  but  the  bearing  capacity 
of  the  rivet  can  be  determined  only  after  the  thickness  of 
the  web-plate  is  known,  and  it  will  next  be  necessary  to 
ascertain  that  thickness.  In  the  present  case  the  web- 
plate  is  assttmed  to  carry  both  transverse  shear  and  a  part 
of  the  longitudinal  stress.  The  specification,  §  39,  per- 
mits an  allowed  intensity  of  shearing  stress  of  10,000 
potmds  per  square  inch,  but  no  web-plate  less  than  f  of  an 
inch  in  thickness  is  allowed. 

The  maximum  transverse  shear  will  be  at  the  end  of 
the  span,  i.e.,  it  will  be  the  maximum  reaction.  In  the 
present  instance  it  will  exist  when  the  first  driver  (wheel 
No.  2)  is  at  one  end,  or,  strictly  speaking,  at  an  indefi- 
nitely short  distance  from  one  end.  Assxuning  that  position 
of  the  moving  load,  therefore,  the  reaction  will  have  the 
value  of  134,700  pounds  for  Cooper's  E  40  loading,  for  a 
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span  of  88  feet,  as  shown  by  the  table  on  page  96.  For 
Cooper's  E  50  the  end  shear  becomes  4X134,700  =  168,000 
potinds.  Similarly,  at  the  quarter-  and  center-points  of  the 
span  the  maximum  shears  will  be  96,300  and  45,300 
potmds.  The  end  reaction  due  to  dead  load  will  be 
1(790  X87.75)  =34,700  potmds;  the  dead-load  shears  at  the 
quarter-  and  center-points  will  be  17,400  and  o  pounds 
respectively.  The  impact  shear  to  be  added  to  the  end 
reaction  is  130,200  pounds;  at  the  center,  39,500  pounds; 
and  at  the  quarter-points,  89,600  pounds. 

The  final  shears  will  then  be  332,900,  203,300,  and 
84,800  pounds  at  the  end-,  quarter-,  and  center-points 
respectively.     Hence  the  required  sectional  area  at  the  end 

7^2  000  7 

will  be  "=3^3^'^  square  inches,  and  a  plate  9oX-^  = 

10,000     ^^  ^    ^  ^         ^       16 

39.4  square  inches  will  be  chosen.  It  will  not  prove  advis- 
able for  this  length  of  span  to  change  the  web  section. 
Since  plates  of  this  size  are  not  ordinarily  rolled  in  greater 
lengths  than  340  inches,*  it  will  be  necessary  to  splice  the 
web  at  three  points,  viz.,  at  the  center  and  the  quarter- 
points,  thus  using  4  plates,  each  about  270  inches  long. 

In  determining  the  ntunber  of  rivets  reqtdred  to  convey 
stresses  from  the  web  to  the  flanges,  it  must  be  observed 
that  each  rivet  passing  through  the  vertical  legs  of  the 
flange  angles  and  the  web -plate  is  subjected  to  double 
shear  at  the  two  surfaces  of  the  latter,  while.it  bears  against 
the  A-inch  web-plate. 

The  specifications  (4  34)  fix  the  allowable  shearing  stress 
on  medium-steel  rivets  at  12,000  pounds  per  square  inch 
and  the  allowable  bearing  pressure  at  24,000  pounds  per 
square  inch.  Again,  §  38  reqtdres  that  **  the  whole  of  the 
shear  acting  (in  the  web-plate)  on  the  side  next  the  abut- 
ment is  to  be  considered  as  being  transferred  into  the  flange 
angles  in  a  distance  equal  to  the  depth  of  the  girder." 

*  See  Carnegie  Handbook. 
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This  last  requirement  is  based  upon  the  following  sim- 
ple method  of  finding  the  pitch  of  rivets,  which  is  in  turn 
fotmd  from  the  general  but  elementary  expression  for  the 
bending  moment : 

By  differentiating  this  equation 

I'P'dx^Sdx^dM, 

where  5  represents  the  total  transverse  shear. 

If  dM  is  the  change  of  bending  moment  for  the  distance 
along  the  flange  represented  by  the  pitch  of  rivets,  p,  the 
change  of  flange  stress  for  the  same  distance  will  be  foimd 
by  dividing  dM  by  the  effective  depth  of  girder,  h.  If  the 
pitch  of  rivets,  p,  be  placed  in  the  preceding  equation  in 
place  of  dx,  the  corresponding  change  of  flange  stress  will 
represent  the  amount  of  stress  transferred  to  the  flange  by 
one  rivet.  Representing  that  variation  of  flange  stress  by 
V,  the  last  ef  the  preceding  equations  may  be  written 

S'p^hv.     .'.  P=~^' 

In  this  equation  v  represents  either  the  bearing  capacity 
of  one  rivet  against  the  web-plate  or  against  the  two  flange 
angles,  or  the  double  shearing  value  of  the  same  rivet, 
i.e.,  the  least  of  those  three  values.  The  total  transverse 
shear  5  is  readily  determined  at  any  section,  and  has  already 
been  fotmd  for  the  girder  under  consideration. 

The  double  shearing  value  of  one  i-inch  rivet  at  12,000 
potmds  per  square  inch  is  14,440  pounds,  whereas  the  bear- 
ing value  of  each  J-inch  rivet  against  a  A-inch  plate  at 
24,000  pounds  per  square  inch  is  9,180  potmds.  Hence  the 
bearing  value  of  the  rivet  against  the  web-plate,  being  a 
little  less  than  two  thirds  of  its  double  shearing  value,  will 
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necessarily  govern  the  number  of  rivets  needed  to  secure 
each  flange  to  the  web-plate.    The  pitch  at  the  ends  of  the 

girder  will  therefore  be  ^ ^-^«2.40  inches;  at  the 

332,900 

qtiarter-point,  ^ ^-^  =4.12  inches;  and  at  the  center, 

203,300 

9,180X90.5 

84,800 ^9.8  inches. 

This  spacing,  as  fotmd  above,  is  the  greatest  which  may 
be  employed  in  securing  the  vertical  legs  of  the  flange  angles 
to  the  web-plate.  As  a  matter  of  fact,  the  actual  number 
of  rivets  used  is  considerably  larger  than  indicated  by  the 
preceding  computations,  for  the  reason  that  the  pitch  of 
rivets  (§  56  of  the  specifications)  **must  not  exceed  6  inches 
in  the  direction  of  the  stress,  nor  sixteen  times  the  thickness 
of  the  thinnest  outside  plate  connected,  and  not  more  than 
forty  times  that  thickness  at  right  angles  to  the  stress,"  in 
order  that  the  different  parts  of  the  girder  nnay  be  secured 
to  each  other  with  sufficient  rigidity  or  stiffness.  At  and 
near  the  ends  of  the  flanges  the  rivets  must  be  pitched 
closer  together  than  in  the  intermediate  portions  so  as  to 
give  the  ends  of  the  girder  sufficient  solidity,  and  for  the 
further  reason  that  the  flange  stresses  increase  much  more 
rapidly  in  that  portion  of  the  flange  than  in  other  portions. 

When  the  moving  load  rests  directly  upon  the  upper 
flanges  of  the  plate  girder,  as  in  the  present  case,  the  rivets 
through  the  vertical  legs  of  the  flange  angles  and  the  web- 
plate  carry  the  driving-wheel  concentrations  as  well  as  the 
flange  stresses,  the  latter  acting  in  a  horizontal  direction, 
while  the  former  are  vertical.  It  is  uncertain  in  such  a 
case  over  what  length  of  flange  a  single  driving-wheel  con- 
centration is  distributed,  but  it  is  reasonable  to  assttme  that 
the  distribution  is  essentially  uniform  over  a  distance  not 
less  than  2  feet.  If  that  distance  be  chosen,  the  amount  of 
flange  stress  near  the  ends  of  the  girder  given  to  the  flange 
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by  the  rivets  found  within  it,  if  they  are  pitched  2  J  inches 

24 
apart,  will  be  about  9,180  X-r  =88,300  poimds.     The  great- 

^3 

est  driving-wheel  concentration  in  this  case  is  25,000  pounds. 
The  rivets  within  a  length  of  2*  feet  therefore  should  cany 

the  resultant  force  ^(88,300)2  +  (25,000)^  =91,600  pounds. 
Hence  the  required  number  of  rivets  would  be  91,600  -5-9,180 
=  10,  nearly.  It  will  therefore  be  preferable  to  fix  the  rivet 
spacing  at  2  J  inches  in  the  two  rows  or  4^  inches  in  each 
row  at  the  ends  of  the  flanges.  The  rivet  spacing  at  other 
points  of  the  flanges,  as  already  found,  must  be  similarly 
modified,  although  in  the  central  portions  of  the  girder 
the  computed  spacing  will  be  so  large  as  to  cause  the  pro- 
visions of  §  56,  already  quoted,  to  govern.  As  an  illustra- 
tion Plate  I  may  be  consulted,  where  the  spacing  is  seen 
to  vary  from  2  inches  at  the  end  to  3^  inches  at  the  center 
of  the  span 

Rivets  in  Cover-plates, 

The  number  of  rivets  reqtdred  in  the  cover-plates  must 
next  be  determined.  Obyiously  the  rivets  at  and  near  the 
end  of  a  cover-plate  must  be  sufficient  to  give  to  the  latter 
the  total  stress  which  it  is  designed  to  carry.  The  general 
arrangement  of  these  rivets  will  be  as  shown  in  Fig.  13. 
There  are  four  rows  of  staggered  rivets,  the  pitch  in  each 
row  being  6  inches  for  the  first  20  inches  of  the  cover-plate 
and  9  inches  for  the  remainder.  With  these  rivet  pitches 
it  is  reasonable  to  assume  that  the  net  sections  of  the  cover- 
plate  will  be  found  by  deducting  the  metal  taken  out  of  two 
rivet-holes  only.  The  •net  width  of  ^yr^^'pM 
the  16-inch  cover-plate  will  therefore  |.---p^-I---|IjX.- -1 
be  14  inches;  consequently  the  total    rT7f'r'f'\'''T'''^^'-\ 


Stress  carried  by  each  A-inch  cover- 
plate  will  be  14  XA  X 1 7,000  =  134,300  ^^'  ^^' 
potmds.     In  this  detail  each  rivet  will  be  subjected  to 
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single  shear  and  that  single-shear  value  is  7,220  pounds, 
much  less  than  the  bearing  value  against  the  A-inch  plate. 
The  total  number  of  rivets  required  for  a  A-inch  cover- 
plate  will  then  be  134,300  ■^7,22o  =  19  rivets.  By  referring 
to  Fig.  13  it  wiU  be  seen  that  this  ntunber  is  much  more 
than  afforded  by  the  arrangement  shown.  It  is  not  feasi- 
ble, however,  for  the  requisite  stiffness  and  solidity  of  the 
flanges  of  the  girder  to  make  rivet  pitches  greater  than 
those  shown.  Each  A-inch  cover-plate  wiU  obviously  have 
the  same  arrangement  of  rivets  at  and  near  the  ends  as  well 
as  throtighout  other  portions  of  their  lengths. 

Compression  Flanges  or  Chords. 

The  design  of  the  tension  flange  being  completed,  includ- 
ing all  its  details,  except  such  splice-joints  as  may  be  needed, 
the  compression  flange  might  be  designed  in  precisely  the 
same  manner.  Gross  sections  would  then  be  considered 
instead  of  net  sections,  since  all  rivet-holes  are  filled  with 
the  driven  rivets.  The  unit  working  intensity  of  compres- 
sive stress  would  be  somewhat  less  than  the  tensile  intensity 
already  used.  Hence  it  is  customary,  as  required  by  the 
present  specifications,  although  not  the  invariable  practice, 
first  to  design  the  tension  flange  completely  and  then  make 
the  gross  section  of  the  compression  flange  precisely  the 
same.  Indeed  not  only  the  gross  section  of  the  compres- 
sion flange  is  frequently  made  identical  with  the  tension 
flange,  but  the  dimensions  also  of  its  various  component 
parts.  The  only  exception  from  this  procedure  arises  from 
the  fact  that  it  is  advisable  to  carry  the  cover-plate  imme- 
diately adjacent  to  the  flange  angles  in  the  compression 
flanges  throughout  its  entire  length.  In  this  manner  the 
angles  near  the  ends  of  the  girder  are  bound  more  solidly 
together  and  the  flange  as  a  whole  in  that  vicinity  is  in 
better  condition  to  resist  compression.  These  observations 
acquire  added  significance  in  those  cases  where  the  ties  of 
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the  railroad  track  rest  directly  on  the  upper  flange  of  the 
girder.  The  inevitable  deflection  of  the  ties  tends  to  bend 
downward  the  horizontal  leg  of  one  flange  angle  in  each 
girder,  and  this  tendency  is  effectively  resisted  if  those 
angles  carry  a  cover-plate  throtighout  their  entire  length. 
It  is  better  practice,  therefore,  to  make  the  first  cover-plate 
extend  the  whole  length  of  the  compression  chord,  although 
this  is  not  done  in  this  case. 

End-stiff eners. 

The  end-stiffeners  shown  in  Plate  I  immediately  over  the 
pedestal  at  the  end  of  the  effective  span  must  be  considered 
as  taking  the  reaction  of  the  girder  and  its  load.  The  lower 
ends  of  the  end-stiffeners  resting  closely  against  the  lower 
flange  angles  sustain  the  entire  reaction.  That  reaction, 
however,  is  gradually  given  to  the  web  of  the  girder  in  pass- 
ing to  the  upper  ends  of  the  stiffeners  through  the  rivets 
sectuing  the  latter  to  the  web-plate.  The  number  of  rivets 
required,  therefore,  in  an  end-stiffener  must  be  sufficient  to 
convey  the  entire  reaction  to  the  web-plate  in  the  manner 
indicated.  It  has  already  been  shown  that  the  maximum 
reaction  at  the  end  of  the  girder  is  332,900  pounds.  It  is 
clear  from  what  has  been  stated  that  the  cross-section  of 
the  end  stiffener  must  be  sufficient  to  sustain  the  compres- 
sion produced  by  the  reaction  somewhat  as  in  a  short  col- 
umn, but  obviously  with  little  or  no  tendency  to  flexure. 
It  is  reasonable,,  therefore,  to  assume  under  the  circum- 
stances outlined  that  compression  in  the  end-stiffeners  may 
reach  17,000  pounds  per  square  inch  as  the  greatest  per- 
missibly working  stress.  The  sectional  area  required  for 
the  stiffeners  will  therefore  be 

332,900  -j-i 7,000  =  19.6  square  inches. 

Four  angles  5  X3i  Xf  inches  will  give  an  aggregate  area 
of  19.7  sqtiare  inches,  which  happens  to  be  essentially  equal 
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to  the  area  required.  Hence  the  end-stiffener  on  each  side 
of  the  web-plate  will  be  taken  as  composed  of  a  pair  of  those 
steel  angles  the  5-inch  legs  of  which  mtist  be  placed  against 
a  ioX}-inch  filler.  These  fillers  on  the  two  sides  of  the 
web-plate  are  reqtiired  so  that  the  end-stiffeners  may  be 
used  without  being  bent  around  the  vertical  legs  of  the 
flange  angles. 

The  rivets  piercing  the  end-stiffeners  will  evidently  be 
in  double  shear  on  the  two  sides  of  the  web-plate,  each 
rivet  having  the  capacity  of  14,440  pounds.  The  bearing 
value  of  each  J-inch  rivet  on  the  A-inch  web  is  9,180  pounds. 
The  number  of  rivets  required,  therefore,  must  be  deter- 
mined by  dividing  332,900  by  9,180,  and  that  division  shows 
37  rivets  as  the  number  required.  This  would  give  less 
than  19  rivets  to  each  pair  of  stiffening  angles,  far  too 
few  to  make  a  satisfactory  joint  between  the  end-stiffeners 
and  the  web-plate.  The  end-stiffeners  take  the  immediate 
effect  of  all  the  hammering  at  the  end  of  the  span  pro- 
duced by  heavy  and  rapidly  moving  loads,  and  they  should 
be  held  to  the  plate  by  a  riveted  joint  especially  rigid  and 
strong.  The  pitch  in  each  line  of  rivets  in  each  pair  of 
angles  will  therefore  be  made  3  inches.  As  the  depth  of 
girder  is  90  inches,  this  arrangement  will  call  for  a  total 
of  about  60  rivets,  and  it  is  none  too  many  for  the  purpose. 
Fig.  12  shows  the  number  of  end-stiffeners  and  rivets  and 
their  arrangement  for  an  81 -foot  girder.  The  ends  of  the 
end-stiffeners,  and  indeed  all  of  the  stiffeners,  should  be 
machine-finished  or  faced  to  fit  exactly  the  fillets  of  the 
flange  angles  in  the  chords  or  flanges. 

Intermediate  Stiffeners. 

The  dimensions  ahd  the  location  of  the  intermediate 
stiffeners  Plate  I  are  chiefly  matters  of  judgment.  It  may 
be  shown  *  in  considering  the  internal  stresses  of  a  beam 

*  Burr's  "Resistance  of  Materials,"  p.  141* 
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or  girder  that  in  directions  at  right  angles  to  each  other, 
and  at  45  degrees  with  the  neutral  axis,  two  equal  stresses 
of  tension  or  compression  exist,  and  hence  that  those  com- 
pressive stresses  tend  to  buckle  the  web  of  a  plate  girder  in 
-directions  at  45  degrees  to  the  neutral  axis.  It  may  also 
be  shown  that  the  common  intensity  of  the  two  stresses  is 
the  same  as  that  of  either  the  transverse  or  longitudinal 
shear  at  the  same  point,  which  is  also  known  to  be  }  the 
mean  for  the  whole  section  in  the  case  of  a  solid  rectangular 
beam.  Since  the  intensity  of  shear  at  the  neutral  surface 
of  such  a  beam  is  a  maximum  and  is  zero  at  the  top  and 
bottom  surfaces,  it  being  assumed  that  the  web  takes  shear 
only,  it  follows  that  if  the  shear  be  assufaed  uniformly 
distributed  throughout  any  transverse  section,  of  the  web 
the  latter  may  be  supposed  to  be  composed  of  an  indefi- 
nitely great  nimiber  of  columns,  each  of  which  is  an  indefi- 
nitely thin  strip  of  the  web,  making  an  angle  of  45  degrees 
with  the  axis  of  the  beam.  In  a  direction  normal  to  these 
coltimns  an  equal  intensity  of  tension  will,  of  course,  exist. 
In  order  to  prevent  most  effectively  this  tendency  to 
buckle  the  web-plate,  the  intermediate  stiffeners  should  be 
placed  on  that  plate  also  at  45  degrees  with  the  neutral 
axis.  That  procedure,  however,  involves  some  inconven- 
ience in  construction,  and  ample  stiffening  can  be  secured 
by  placing  the  intermediate  stiffeners  at  right  angles  to  the 
neutral  axis  or,  in  the  ordinary  position  of  girders,  in  a 
vertical  direction.  Hence  that  arrangement  is  always  fol- 
lowed in  plate-girder  construction.  It  has  been  tisual  to 
place  these  intermediate  stiffeners  at  distances  apart  of  once 
to  once  and  a  half  the  depth  of  the  girder.  Inasmuch  as  the 
transverse  shear  increases  towards  the  ends  of  the  girder, 
and  is  relatively  small  at  the  center  of  the  span,  the  stiff- 
eners might  be  placed  farther  apart  as  the  center  of  span  is 
approached,  and  that  is  sometimes  done.  In  any  case  the 
specifications  under  which  the  design  is  being  made  must 
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be  followed.  It  is  reqtdred  in  §  40  that  "  the  web  shall 
have  stiffeners  riveted  on  both  sides,  with  a  close  bearing 
against  upper  and  lower  flange  angles  at  the  ends  and  inner 
edgefe  of  bearing-plates,  and  at  all  points  of  local  and  con- 
centrated loads,  and  also  when  the  thickness  of  the  web  is 
less  than  ^  of  the  unsupported  distance  between  flange 
angles,  at  points  throughout  the  length  of  the  girder,  gen- 
erally not  farther  apart  than  the  depth  of  the  ftdl  web 
plate,  with  a  maximum  limit  of  5  feet."  Since  the  thick- 
ness of  the  web-plate  is  less  than  ^  of  the  tmsupported 
distance  between  flange  angles,  the  intermediate  stiffeners 
must  be  placed  at  intervals  of  5  feet,  as  shown  in  Plate  I. 
There  will  be*8  pairs  of  intermediate  stiffeners  in  each  half 
of  the  girder.  The  cross-section  of  the  intermediate  stiff- 
ener  angles  is  a  matter  of  judgment,  and  in  this  case  they 
will  be  taken  as  5  X3i  X|-inch  angles,  each  with  one  line 
of  rivets  spaced  4^  inches  apart. 

No  fillers  will  be  used,  making  it  necessary  to  crimp  the 
stiffening  angles  to  fit  the  flanges  and. web,  although  ob- 
viously filling-plates  under  stiffening  angles  add  materially 
to  the  effectiveness  of  the  stiffeners. 

Filling-plates  will,  however,  be  reqmred  at  the  connec- 
tion of  the  cross  (X)  frames  to  the  main  girders. 

As  illustrating  a  different  method  of  designing  the  inter- 
mediate stiffeners,  Theodore  Cooper,  in  his  Specifications 
for  Steel  Railroad  Bridges,  1901,  specifies  (§  44)  that  **the 
webs  of  plate  girders  must  be  stiffened  at  intervals  not  ex- 
ceeding the  depth  of  the  girders,  or  a  maximum  of  5  feet, 
wherever  the  shearing  strain  per  sqtiare  inch  exceeds  the 
stress  allowed  by  the  following  formula : 

Allowed  shearing  stress  =  10,000  —75//, 

where  H  =  ratio  of  depth  of  web  to  its  thickness ;  but  no  web- 
plate  shall  be  less  than  |  inch  thick;"  and  (§45)  that  **all 


Art.  63.]  IVEB-PLATE  JOINT.  131 

stiff eners  must  be  capable  of  carrying  the  maximum  verti- 
cal shear  without  exceeding  the  allowed  tinit  stress, 

P  =  10,000 -45-. 

Each  stiffener  must  connect  to  the  webs  oy  enough  rivets 
to  transfer  the  maximum  shear  to  or  from  the  webs." 

Web'plate  Joint. 

The  chief  function  of  the  splicing  of  the  web-plate  is  to 
resist  shear,  although  in  this  example  the  splice  must  also 
be  designed  to  resist  flexure,  as  one  eighth  of  the  web  section 
is  taken  as  flange  area.  In  no  case,  however,  should  a  splice 
have  less  than  two  rows  of  rivets  on  each  side  of  the  joint, 
and  that  arrangement  will  be  used  in  this  case,  although  in 
a  large  girder  like  that  under  consideration  there  might  be 
three.  The  splice  will  naturally  be  a  butt-joint  with  two 
covers.  The  thickness  of  each  cover  should  be  substan- 
tially more  than  one  half  the  thickness  of  the  web-plate. 
Since  no  plate  less  than  |  inch  thick  may  be  used,  and  as 
these  plates  also  serve  as  fillers  for  the  stiffening  angles 
placed  at  the  same  points,  each  splice-plate  will  be  made 
14X^X60  inches  deep.  These  splice-plates  do  not  extend 
the  full  depth  of  the  web-plate,  but  near  the  flanges  lon- 
gitudinal plates  9XAX28  inches  long  will  be  placed,  to  ' 
aid  in  transmitting  the  longitudinal  stress  of  flexure  past 
the  splice.  The  maximum  shear  at  the  quarter-point  has 
already  been  fo\md  to  be  203,300  poimds,  and  as  the  bear- 
ing capacity  of  one  J-inch  rivet  in  a  A-inch  plate  is  9180 
potmds,  22  rivets  are  required  simply  to  transmit  the  shear. 

The  two  rows  of  rivets  on  each  side  of  the  joint  in  the 
60-inch  plate,  with  rivets  staggered  3  inches  apart,  pro- 
vide for  40  rivets  in  the  manner  shown  in  Fig.  14.  1 

The  rivets  in  the  longitudinal  splice-plates,  whose  duty  I 
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is  to  transmit  the  flexiiral  stresses  of  tension  and  compres- 
sion assumed  to  be  carried  by  the  web,  may  be  approxi- 
mately found  as  follows : 

Let  k  =  the  allowed  intensity  in  pounds  per  square  inch 
of  the  stress  in  the  flange  (17,000  pounds) ; 
a=one  eighth  area  of  the  web  section  in  square 

inches  (4.9  square  inches) ; 
5=  the  stress  transmitted   by  the  splice-plates  in 
poimds. 


Then  5  =  fea  =  83 ,  200  poimds  approximately, 

and  since  the  bearing  capacity  of  one  rivet  is  9,180  pounds, 
10  rivets  will  be  required.     These  wiU  be  placed  in  three 


Center 


of  Girder 


Fig.  14. 

horizontal  rows  in  each  plate,  furnishing  12  rivets  on  each 
side  of  the  splice. 

The  entire  arrangement  of  the  web-joint  with  the  rivets 
distributed  as  indicated  is  shown  in  Fig.  14.  The  web- 
plate  splice  at  the  center  of  the  girder  will  be  reinforced  by 
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an  additional  cover-plate  5  feet  long  on  both  upper  and 
lower  flanges. 

Joints  in  Flanges  or  Chords. 

Although  it  is  usually  practicable  to  secure  flange  angles 
100  feet  long,  as  an  illustration  a  splice  will  be  made  at 
some  intermediate  point.  This  point  might  be  taken  at 
the  center  of  span,  offering  the  advantage  of  making  all 
the  angle  bars  of  one  length,  but  there  would  result  the  dis- 
advantage of  cutting  the  angles  at  the  point  of  maximum 
required  flange  area.  The  splice- joint  will  therefore  be 
placed  7  J  feet  from  the  center,  the  greatest  lengths  of 
angles  reqmred  being  then  52^  and  37^  feet.  As  the  long- 
est cover-plate  reqtiired,  73  feet  in  length,  can  usually  be 
secured,  no  splice  will  be  made.  When  such  a  splice  does 
occur,  it  is  placed  where  the  end  of  the  next  cover  can  act 
as  the  splice-plate.  Material  economy  in  the  splice-joint  is 
thus  secured.  This  is  illustrated  in  Fig.  12,  where  the  first 
cover-plate  on  the  lower  flange  is  cut  1 5  feet  6  inches  from 
the  left  end,  and  the  splice  is  made  by  continuing  one  of 
the  other  cover-plates  a  few  feet  beyond  that  point. 

If  splices  are  made  both  in  the  angles  and  cover-plates 
they  should  be  placed  at  different  points. 

The  net  section  of  the  two  flange  angles  has  been  foimd 
to  be  13.9  square  inches.  At  17,000  potinds  per  square 
inch,  the  total  stress  carried  by  them  will  be  236,000  pounds. 
The  rivets  used  at  the  splice  will  be  in  double  shear  with  a 
capacity  of  14,440  poimds  each.  The  bearing  capacity  of 
a  |-inch  rivet  in  a  f-inch  angle  leg  will  be  15,760  pounds. 
The  shearing  value  will  therefore  control  the  ntunber  of 
rivets  required,  that  number  being  236,000-5-14,440  =  17. 
The  splicing  of  each  f-inch  angle  will  be  done  by  a  single 
piece  of  6X6Xi-inch  angle  with  its  comer  fitted  to  the 
fillet  of  the  flange  angle,  thus  giving  a  net  section  a  little 
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larger  than  that  of  the  flange  angle  itself.  The  arrange- 
nient  of  the  rivets  will  be  as  shown  in  Fig.  14,  in  which  it 
is  seen  that  there  are  8  and  9  rivets  respectively  in  each 
staggered  row,  making  1 7  on  either  side  of  the  joint. 

It  is  proper  that  a  joint  should  have  a  little  greater  sec- 
tion of  metal  than  the  members  spliced  and  show  a  little 
calculated  excess  of  resistance. 

It  will  be  supposed  that  the  corresponding  splice  in  the 
compression  flange  is  made  precisely  as  in  the  tension  flange, 
although  the  ends  of  the  flange  angles  and  spliced  cover- 
plates,  being  machine-finished,  as  they  should  be,  may  abut. 
The  process  of  riveting  may  draw  the  abutting  ends  apart 
to  a  slight  degree  and  thtis  render  it  advisable  to  make  the 
resisting  capacity  of  the  rivets  of  the  joint  the  same  as  in 
the  tension  flange. 

General  Considerations, 

The  girder  proper,  with  its  flanges,  web,  and  stiifeners, 
has  been  designed  without  indicating  the  manner  of  con- 
necting such  lateral  or  cross  bracing  as  would  be  required 
in  the  complete  design  of  a  railroad  plate-girder  span,  al- 
though that  entire  bracing  is  indicated  in  the  stress  sheet. 

The  design  of  such  bracing  would  be  supplementary  to 
the  actual  design  of  the  girder  as  made,  and  it  is  the  pur- 
pose here  to  illustrate  only  those  principles  belonging  to  the 
design  of  the  girder  proper.  The  design  of  the  necessarj*- 
cross-bracing  and  its  details  of  connection  with  the  girder 
follow  easily  after  the  treatment  of  wind-bracing  as  given 
in  a  later  chapter. 

It  is  to  be  remembered  that  large  plate  girders  are  not 
always  btiilt  complete  in  the  shop,  although  girders  100  feet 
in  length  are  frequently  and  perhaps  usually  so  completed 
at  the  present  time  (1905).  When  it  is  necessary  to  build 
them  in  parts  and  rivet  those  parts  together  in  the  field,  the 
general  principles  governing  the  construction  of  the  neces- 
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sary  field  joints  are  precisely  the  same  as  those  illustrated 
in  this  article.  They  are  simply  adjusted  or  adapted  to  the 
exigencies  of  each  particular  case. 

A  closely  approximated  bill  of  material  and  estimated 
weight  of  a  single  girder  and  one  half  the  bracing,  as  de- 
signed, is  as  follows,  the  weights  of  small  gusset-plates,  etc., 
being  omitted. 

Pounds. 
Four  6X  6X}"  angles,  28.7  lbs.  per  lin.  ft.,  90  ft.  long. .     4X  aS.yX  90    — 10,350 

Two  cover-plates,  16X  A"»  73  ft-  long 2X  30.6X  73    —  4,47© 

x6XA",  64"     "    2X30.6X64    -3,920 

16XA",  54"     *'    2X30.6X54    -3,300 

i6XA",  41"     "    2X  30.6X41    -   2,520 

i6XA",    5**     "  2X30.6X5    -      300 

Web-plate,  90X A",  90  ft.  long iX  133.9X90    — 12,080 

Eight  5X3§Xf"  angles  (end-stiffeners)  7J  ft.  long 8X   16.8X   7.5-   1,000 

Four  end-fillers,  loXj",  7 J  ft.  long 4X  a5.5X  7.5—      760 

Thirty-four  5 X3JXf"  angles  (interm.  stiffeners)  7 J  ft 

long 34X   10.4X   7-5-  2,650 

Six  sphce-plates,  14X  A",  5  ft*  ^ong 6X  20.8X  5    —      620 

Twelve  splice-plates,  9X A",  2  ft.  long.  .  ^ 12X   13.4 X  2    —      320 

Four  6X6X1"  angles  (splices)  5  ft.  long 4X  33.1  X  5-660 

Approximately  3500 rivets  at  22.6  lbs.  per  100  heads... .  35X  22.6X  2    —   1*580 

Seven  4X4X1"  angles  (horizontal  bracing)  8  ft.  long...  7X     9.8X8    —      550 

Two    5X3iXA"*'              "             **         8"     *'    ..  2X      12X8    -      190 

Two    5X3§Xi"    "              "              "         8'*     "   ..  2X  13.6X  8    -      220 

Two    5X3IXA"**              '*             "         8*'     "    ••  2X   15.2X  8    -      250 

Four   4X4XA"    **      (interm.  frames)  7  ft.  long 4X     8.2  X   7    -      230 

Four   4X4XA"     "            "            "         9**     '*      •     •  4X     8.2X  9-290 

Two    4X4X1"      **    (end  frames)  7  ft.  long 2X     9.8X   7-160 

Two    4X4Xf"      *;         **      "        9'*      **    2X     9.8X  9    -      180 

Total -46,580 

The  weight  of  bridge  per  linear  foot,  the  above  being  for 
one  girder,  will  therefore  be  46,580-^45  =  1030  poimds, 
which  checks  the  value  assumed. 

For  making  the  estimate  of  cost,  the  weight  of  shoes, 
rollers,  etc.,  must  also  be  included  in  the  final  weight. 
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End  Fastenings. 

There  still  remain  to  be  designed  the  end  bearing-plates 
and  end  rollers.  Provision  for  expansion  due  to  tempera- 
ture changes  require  the  latter.  They  are  placed  below  a 
suitably  constructed  steel  casting,  as  shown  in  Fig.  12,  so 
that  the  weight  brought  upon  them  is  uniformly  distrib- 
uted.    The  following  specifications  apply: 

'^  §  S3*  ^  bridges  exceeding  80  feet  in  length  shall  have  hinge 
bolsters  on  both  ends,  and  at  one  end  nests  of  turned  friction-rollers 
running  between  planed  surfaces.  Rollers  will  not  be  less  than 
4  inches  in  diameter,  and  the  pressure  per  linear  inch  of  roller,  includ- 
ing impact,  shall  not  exceed  i,2oo\/j  for  steel  rollers  between  steel  sur- 
faces ((^» diameter  of  roller  in  inches). 

"  §  55.  Bedplates  shaU  be  so  proportioned  that  the  pressure  upon 
masonry  (including  impact)  will  not  exceed  400  pounds  per  square 
inch." 

The  maximum  end  reaction  has  already  been  found  to 
be  332,900  pounds.  At  400  pounds  per  square  inch,  832 
square  inches  of  bearing  surface  on  the  masonry  will  be 
reqmred,  and  this  will  be  ftimished  by  a  plate  J  inch  thick, 
36  X36  inches  square,  with  a  superficial  area  of  1,296  sqtiare 
inches.  The  intensity  allowed  on  a  4-inch  roller  is,  accord- 
ing to  §  53,  2,400  pounds  per  linear  inch.  The  pedestal 
reqtdres,  therefore,  332,9004-2,400  =  139  linear  inches  of 
roller,  and  this  will  be  furnished  by  eight  rollers,  each  18 
inches  long. 

If  a  trough  flooring  composed  of  Z  bars  and  plates  or 
angles  and  plates,  or  of  other  shapes,  be  employed,  that 
flooring  must  be  designed  by  obtaining  the  maximum  mo- 
ment to  which  any  section  of  it  may  be  subjected  and 
equating  it  to  the  expression 

kl 
d' 
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where  k  is  the  allowable  intensity  of  stress  in  the  extreme 
fiber,  /  the  moment  of  inertia  of  the  section  in  inches,  and 
d  the  distance  from  the  neutral  axis  to  the  extreme  fiber, 

all  in  inches.     The  quantity  ^  is  usually  termed  the  section 

odulus. 


Art.  64. — Economic  Depth  of  a  Plate  Girder. 

That  depth  of  plate  girder  which  will  give  the  least 
weight  depends  upon  the  manner  and  amount  of  the  load- 
ing. With  heavy  concentrated  loads,  it  is  relatively  large; 
on  the  other  hand,  with  light  loads  it  may  be  less  than  one 
twentieth  of  the  span.  As  all  bending  moments  may  be 
supposed  to  be  caused  by  some  uniform  load,  either  ficti- 
tious or  real,  the  following  analytical  discussion  may  be  of 
some  value : 

Economic  Depth  of  Plate  Girders  with  Uniform  Flanges, 

If  a  plate  girder  carries  a  uniform  load,  and  is  designed 
with  flanges  of  imiform  cross-sectional  area,  the  depth  which 
will  give  the  least  weight  of  girder  mav  easily  be  obtained. 

Let  /  =span  in  feet ; 

d  =  depth  in  feet ; 
t  -=  web  thickness  in  inches , 
p  =  allowed  working  stress  in  pounds  per  square  inch 

for  the  flanges ; 
//  =  allowed  working  stress  in  pounds  per  sqtiareinch 

for  the  end  stiffeners ; 
a  =  sectional  area  of  each  intermediate  stiff ener  in 

square  feet ; 
n  =  number  of  stiffeners  (intermediate) ; 
w = total  load  per  linear  foot  of  girder  (in  pounds) . 
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The  flange  stress  at  center  will  then  be 

The  volume  of  the  web  plate  in  cubic  feet  will  be 

Idt 
12' 

If  one-sixth  of  the  latter  is  taken  to  be  concentrated  in 
the  flange,  the  volunae  of  the  two  flanges  in  cubic  feet  will  be 

2F/  _  £  W/  _   wP        Idt 


144P      6  12     S76pd      36* 


The  volume  of  the  end  stiffeners  will  be 


wld 


/  9 


144P 


and  that  of  the  intermediate  stiffeners 


nad. 


The  volume  of  the  entire  girder  will  then  take  the  value 

--       wP       Idt      wld    .        , 

s^6pd    18   144P  ^^^ 

By  taking  the  first  derivative, 
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Solving  for  (P, 


(/2  = 


^    /It        wl  V 


wl 


/?(8ft-f^  +  i44naj 


(6) 


If  one  sixth  of  the  web  is  not  cbncentrated  in  each  flange, 
12ft  will  take  the  place  of  8ft  in  eq.  (6). 

If  all  stiff eners,  both  end  and  intermediate,  are  omitted, 
eq.  (6)  will  take  the  form 


4y2pr 


(7) 


In  reality  p  is  seldom  or  never  exactly  the  same  for  both 
flanges,  since  it  is  the  working  stress  in  reference  to  the 
gross  section.  It  will  be  sufficiently  near,  however,  for  all 
tisual  purposes  to  make  it  a  mean  of  the  two  actual  work- 
ing stresses  for  the  gross  sections. 

It  should  be  borne  in  mind  that  local  circumstances  fre- 
quaitly  compel  a  different  depth  from  that  given  by  eq.  (6). 
It  will  also  be  found  that  a  considerable  variation  from  that 
depth  will  catise  a  comparatively  small  variation  in  weight. 
Again,  the  difficulties  of  handling  a  deep  girder,  and  the* 
shop  cost  per  pound,  may,  and  usually  does,  make  the  eco- 
nomic depth  a  little  less  than  that  fotmd  by  the  aid  of  eq.  (6). 


CHAPTER  IV. 


TRUSSES  WITH  PARALLEL  AND  HORIZONTAL  CHORDS. 


Art.  65.  Reactions  and  General  Equations  for  Stresses  in  Simple 

Trusses. 

Two  distinct  operations  are  required  to  determine  the 
stresses  in  a  structure  which  rests  simply  on  two  points  of 
support  and  which  carries  loading. 

First,  thiere  must  be  found  the  external  forces  or  reac- 
tions acting  at  the  points  of  support;  and  secondly,  the 
internal  forces  or  stresses  in  the  members  of  the  structure. 

The  three  equations  of  condition  of  Art.  34,  Chapter  II, 
must  therefore  first  be  applied  to  the  external  forces  with- 
out reference  to  the  members  of  the  structure,  and  secondly, 
they  must  be  applied  to  those  external  and  internal  forces 
which  balance  each  other. 

The  method  of  determining  the  reactions  is  precisely  that 
already  illustrated  in  the  case  of  beams.     Let  Fig.  i  repre- 


FlG.    1. 

sent  a  truss  of  span  /  supporting  the  loads  Wu  W2,  W^s, 

etc.,  at  the  panel-points  shown.     In  order  to  determine  the 
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reaction  R,  moments  are  taken  about  the  right  abutment 
C ;  there  will  then  be  obtained 

Rl-Wi{a+b+c+d)-W2{b+c+d)  . .  . -o. 

Therefore 

Wiia-\-b^C'^d)-^W2{b+c-\-d)+  .  .  . 


i?  = 


/ 


The  value  of  Ri  is  then  obtained  by  means  of  the  equation 
of  condition  IV  ^o,  for 

R  +  Ri-Wx-W2-Wz  .  ,  .^o\ 
therefore 

Ri^Wi-^W2'^Wz-\'  ..  .-i?. 

Both  reactions  are  thus  determined. 

These  reactions  are  vertical  in  direction,  i.e.,  parallel  to 
the  loads,  but  these  conditions  do  not  always  prevail  and 
their  modifications  will  be  treated  later. 

The  internal  forces  or  stresses  in  a  truss  are  next  to  be 
determined,  making  use  of  either  of  the  two  following  meth- 
ods of  treatment.  The  stability  of  each  joint  of  the  struc- 
ture with  the  members  centering  there  may  be  investigated, 
or  sections  may  be  taken  through  the  truss  and  the  stresses 
in  the  members  cut  by  these  sections  investigated.  In  the 
first  of  these  methods  only  those  panel-points  may  be 
chosen  at  which  there  are  but  two  unknown  forces ;  for  in 
the  case  of  concurrent  coplanar  forces  the  equations  of  con- 
dition for  equilibrium  reduce  to  two.  In  Fig.  i,  for  exam- 
ple, there  are  only  two  \mknown  forces  at  the  abutments. 
Taking  point  A,  therefore,  at  which  the  stresses  in  AB  and 
AH  are  unknown,  and  asstuning  that  directions  upward  and 
to  the  right  are  positive,  it  will  be  found  (Fig.  2) 

for  i^if =0     that     ^4// sin  a-f  i4B=o,       .     .     (3) 
for  2*7=0     that    AH  cos  a  +  R  =0.       .     .     (4) 
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Since  Ris  a  vertical  force,  it  does  not  appear  in  eq.  (3) ,  and 
since  i4-B  is  a  horizontal  force,  it  does  not  appear  in  eqt  (4). 
By  solution  of  eqs.  (3)  and  (4), 

i4if  =  -i?  sec  a, (S) 

AB  =  -AH  sin  a  =  +R  tan  a.       ...     (6) 

The  minus  sign  in  eq.  (5)  indicates  that  the  direction  of 
action  of  the  force  AH  is  toward  A ;   consequently  it  is  a 

compressive  stress.       Since  AB  is  positive, 
the  stress  in  that  member  is  tension. 

After  having  determined  the  stresses  at 
i4,  panel-point  B  is  next  to  be  treated,  for 
at  that  point  only  the  stresses  in  HB  and 
BC  are  unknown.  BC,  however,  is  identical 
with  AB,  and  the  stress  in  HB  is  simply  the  panel  load  sup- 
ported at  B,  At  the  panel-point  //,  next  in  order,  the  two 
\mknown  forces  are  now  HC  and  HI.  They  can  therefore 
at  once  be  fo\md  by  two  equations  similar  to  eqs.  (5)  and 
(6).  In  the  same  manner  there  will  be  but  two  unknown 
forces  to  be  found  at  each  of  the  points  C,  /,  Z?,  /,  etc., 
taken  in  that  order. 

The  other  and  more  generally  used  method  for  deter- 
mining the  stresses  in  a  structure  is  termed  the  method  of 
moments,  and  its  application  may  also  be  illustrated  by 

Fig.  I. 

Pass  a  section,  not  necessarily  plane,  completely  cutting 
the  structure ;  then  the  forces  or  stresses  acting  in  the  mem- 
bers cut  must  balance  all  the  external  forces  sittiated  on 
one  or  the  other  side  of  the  section,  for  those  stresses  and 
the  external  forces  on  one  side  of  the  section  constitute  a 
system  in  equilibri\un. 

By  the  proper  choice  of  sections,  it  will  generally  be 
found  possible  to  determine  the  imknown  stresses  by 
means  of  the  single  equation  of  condition  IM,=o;  for,  if 
the  section  be  passed  through   such  members  that  the 
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moments  of  their  stresses  all  disappear  except  one,  the 
eqtiation  of  condition  will  contain  but  one  unknown  quan- 
tity. 

In  general,  therefore,  if  the  section  is  made  to  pass 
through  three  members,  the  center  of  moments  must  be 
chosen  at  the  intersection  of  two  of  these,  since,  in  that 
case,  the  lever-arms  of  these  two  forces  become  equal  to 
zero  and  their  moments  disappear.  The  stress  in  the  third 
member  is  then  easily  found. 

For  instance,  pass  a  section  through  //,  ID,  and  CD, 
Fig.  3»  which  then  illustrates  the  forces  acting  in  the  lines 


Fig.  3. 

of  the  members  cut.  In  order  to  determine  the  stress  in 
//,  the  center  of  moments  is  taken  at  Z?,  the  intersection  of 
ID  and  CD,  Assuming  that  rotation  in  the  direction  of  the 
hands  of  a  clock  is  positive,  the  equation  of  moments  may 
be  written  as  follows : 

IJm+RAD-Wi-CD-o. 


•••  u 


~R-AD  +  Wi-CD 
m 


If  the  value  of  I  J  is  found  to  be  negative,  the  stress  in  it 
will  be  compression,  or  tension  if  the  sign  is  positive. 

The  stress  in  the  member  CD  may  then  be  fotmd  in  a 
similar  manner  by  taking  moments  about  the  point  /,  the 
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intersection  of  //  and  ID.  The  stress  in  the  member  ID 
may  be  foimd  by  taking  moments  about  the  point  M,  which 
is  the  intersection  of  I  J  and  CD. 

In  a  precisely  similar  way  other  sections  may  be  passed 
through  the  truss  and  the  stresses  in  all  the  members  suc- 
.   cessively  found. 

It  is  seen  that  this  method  offers  an  advantage  over 
the  first  method  employed,  since  the  stress  in  any  member 
does  not  depend  upon  any  previously  determined  stress, 
and  errors  are  not  likely  to  be  cumulative.  This  method 
is  consequently  valuable  as  a  check  on  graphical  work  in 
which  the  stresses  are  found  by  a  continuous  operation. 
If,  therefore,  the  last  stress  foimd  graphically  is  checked 
by  this  analytic  method  of  sections,  it  may  be  assumed  that 
all  previously  determined  stresses  foimd  graphically  are 
correct. 


Art.  66.  Applications  to  Trusses  with  Parallel  and 
Horizontal  Chords.    Web  Members. 

Let  Fig.  4  represent  a  truss  having  parallel  and  hori- 
zontal chords  and  carrying  loads  Wi,  W2,  Wz,  etc.,  at  the 


various  panel-points  as  shown.  The  reactions  are  indi- 
cated by  R  and  Ri.  Appl)ang  the  equation  of  condition 
i'V  =0  to  any  section  as  shown  in  Fig.  5,  if  tf  is  the  angle 


Art.  66.] 


APPLICATIONS  TO  TRUSSES. 


MS 


between  the  web  member  Tz  and  a  vertical,  there  is  foimd 


R-W1-W2-TZCOS  e^o 
r8-(/?-l^i-W^2)secfl.    . 


(7) 


The  quantity  R—Wi  —W2  is  the  shear  in  the  truss  at  the 
section  cut,  the  shear  being  the  algebraic  sum  of  atU  the 


external  vertical  forces  between  the  end  of  the  truss  and 
the  section  considered.  If  5,  therefore,  represents  the  shear 
at  the  section,  eq.  (7)  will  take  the  following  form: 


r=5'Sec  0. 


(8) 


This  equation  has  been  deduced  in  the  most  general  manner 
and  is  applicable  to  all  web  members  whether  the  load  rests 
on  the  upper  or  lower  chord  or  on  both.  The  equation  may 
be  expressed  in  the  following  rule : 

The  stress  in  any  web  member  of  a  truss  with  parallel 
chords  and  loaded  vertically  is  equal  to  the  shear  in  the 
panel  of  which  the  web  member  is  a  part,  multiplied  by  the 
secant  of  the  angle  which  the  member  makes  with  a  verti- 
cal line. 

In  order  to  determine  whether  the  stress  in  a  web  mem- 
ber is  tensile  or  compressive,  it  is  only  necessary  to  know 
in  which  direction  the  shear  tends  to  slide  the  two  parts  of 
the  truss  cut  by  the  section.  In  Fig.  5,  if  /?  be  taken  greater 
in  amotint  than  Wi  + 1^2,  the  two  parts  tend  to  move  away 
from  one  another ;  that  is,  the  right  side  down  and  the  left 
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side  up.  This  condition,  it  is  evident,  tends  to  pull  apart 
the  member  Tz\  it  is,  therefore,  in  tension.  The  section 
for  the  member  Pi  is  that  shown  in  Fig.  6.  In  this  case 
the  shear  tends  to  force  together  the  two  parts  of  the 
truss,  evidently  causing  a  compression  in  the  member  Pi. 


Art.  67.  Applications  to  Trusses  with  Parallel  and  Horizontal 

Chords.     Chord  Members. 

A  similar  rule  may  be  formulated  for  determining  the 
stresses  in  the  chord  members  of  trusses  having  parallel 


Fig.  6. 


Fig.  7. 


and  horizontal  chords.  By  applying  the  equation  of  con- 
dition IH^o  to  panel-point  2  of  the  truss  of  Fig.  4,  as 
indicated  in  Fig.  7,  the  following  equation  will  result: 

— L2+L3— Ta-sin  tf  =0. 


But  72=  shear -sec  d. 


.'.  L3  =L2  +  (shear  in  T2)  tan  d. 


(9) 


Hence  the  stress  in  any  chord  member  is  equal  to  the  stress 
in  the  preceding  chord  member  plus  an  increment  equal  to 
the  algebraic  sum  of  the  shears  in  the  intersecting  inclined 
web  members  multiplied  by  the  tangents  of  their  inclina- 
tions to  a  vertical  line. 


Art.  68.] 


DEAD-LOAD  STRESSES. 


U7 


Beginning  with  the  end  chord  member,  therefore,  the 
stress  in  each  successive  member,  as  the  center  is  approached, 
is  easily  foimd  by  adding  the  proper  increment  to  the  pre- 
ceding stress. 

This  method  is  partictdarly  adapted  to  finding  dead- 
load  stresses,  the  loading  being  constant  in  amotmt  per 
panel  and  fixed  in  position.  The  method  of  moments  is, 
however,  more  convenient  for  moving-load  stresses. 

Attention  should  be  drawn  to  the  fact  that  the  stress  in 
the  member  Lz  is  the  same  as  that  in  the  member  f/^,  but 
of  opposite  sign.  This  is  easily  shown  by  passing  a  sec- 
tion like  that  indicated  in  Fig.  8,  and  applying  the  equa- 


tion of  condition  IH^o,  Since  the  only  horizontal  forces 
acting  are  the  forces  in  the  chord  members,  it  follows  that 
the  stress  in  the  one  must  balance  that  in  the  other ;  they 
must,  therefore,  be  equal  in  amotmt  and  of  opposite  sign. 
This  holds  true  for  other  pairs  of  panels  similarly  located 
in  trusses  with  parallel  chords. 

The  preceding  methods  will  be  illustrated  by  an  exam- 
ple. 


Art.  68.  Dead-load  Stresses  in  a  Six-panel  Pratt  Truss. 

The  principles  set  forth  in  the  preceding  articles  may  be 
illustrated  by  the  following  computations. 

The  truss  whose  stresses  will  be  determined  is  shown  in. 
Fig.  9.     It  is  a  single-track  through  railroad  bridge,  con- 
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taining  six  panek,  each  having  a  length  of  25  feet.  The 
distance  between  centers  of  end  pins  is  150  feet,  and  the 
height  of  the  truss  is  28  feet. 

The  dead  load  of  the  track  has  been  assumed  at  400 
pounds  per  linear  foot,  and  that  of  the  floor  at  520  pounds 


■ 


i— : 


Fig.  9. 

per  linear  foot.     The  weight  of  the  track  and  floor  is  car- 
ried entirely  at  the  lower  panel-points,  and  a  panel  load 

920  X25 


per  truss  is 


=  11,500  pounds.     The  weight  of  the 


trusses  and  included  bracing  may  be  empirically  deter- 
mined by  the  means  of  the  formula 

w=al, 

where  w  represents  the  weigh^t  per  linear  foot  of  trusses 
and  bracing;  a,  a  constant,  assumed  to  be  7;  and  /,  the 
span  in  feet^  w  therefore,  in  this  case,  becomes  1,050  potinds. 
It  is  known,  however,  that  the  actual  weight  of  the  trusses 
and  bracing  as  constructed  was  i  ,060  poimds  per  foot,  and 
that  amoimt  will  be  taken.  This  weight  is  equally  dis- 
tributed between  the  upper-  and  lower-chord  panel-points 
and  is  6,600  pounds  per  panel-point  per  truss.  The  lower 
panel  load  is,  therefore,  6,600  -f- 11,500  =  18,100  pounds  and 
the  upper  6,600  pounds. 


Art.  68.]  STRESSES  IN  IVEB  MEMBERS,  14^ 

Fig.  9  illustrates  the  method  generally  used  for  letter- 
ing the  panel-points  of  a  truss  and  for  naming  the  mem- 
bers. The  letter  L,  with  the  proper  subscripts,  is  used  for 
denoting  the  lower  panel-points,  and  the  letter  U  those  in 
the  upper  chord.  The  ntimbers  are  continuous  from  the 
left  end  of  the  truss  to  the  center;  the  right  half  of  the 
truss  is  then  lettered  symmetrically  about  the  center  line. 
In  some  cases  it  will  be  fotind  necessary  to  letter  the  truss 
continuously  from  one  end  to  the  other. 

For  the  loading  given,  the  reactions  at  the  ends  are  alike 
and  equal  to  ^[(6X18,100) -l-(5  X6, 600)]=  70,800  poimds.  It 
should  be  noted  that  tlfe  load  at  the  end  of  the  truss, 
equal  to  half  the  regular  panel  load,  causes  no  stress  in  the 
structure,  as  it  rests  directly  on  the  abutment.  It  must  be 
used,  however,,  in  designing  the  end  bearings,  since  it  is  a 
part  of  the  load  which  they  carry.  The  character  of  the 
end  bearings  will  depend  to  some  extent  on  the  presence 
or  absence  of  an  end  floor-beam.  If  an  end  floor-beam  is 
used,  it  is  ordinarily  supported  on  the  pedestals  at  the  feet 
of  the  end  posts.  If  there  is  no  end  floor-beam,  the  ends 
of  the  end  stringers  rest  on  the  abutment  masonry.  The 
live-load  reactions  under  the  trusses  will  be  correspond- 
ingly affected. 

Stresses  in  Web  Members, 

The  shear  in  the  panel  L1L2  is  equal  to  61,750  —24,700  = 
37,050  pounds.  The  secant  of  the  inclination  of  U1L2  to 
a  vertical  is  1.34;  therefore  the  stress  in  U1L2  is  equal  to 
37,050X1.34  =  50,000  potmds. 

Stresses  are  usually  not  determined  more  exactly  than 
to  the  nearest  thousand  pounds  of  stress,  since  it  is  hardly 
possible  to  design  a  member  with  any  greater  degree  of  ac- 
curacy; slide -rule  work  will  generally  suffice. 

In  exactly  the  same  way  the  shear  for  U2L3  is  fotmd  to 
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be  12,350  pounds,  and  the  stress  in  that  member  is  12,350  X 
1.34  =  17,000  potinds.  The  character  of  the  stress  is  at 
once  determined  by  noting  in  which  direction  the  shear 
tends  to  force  the  two  portions  of  the  truss  cut  by  the  sec- 
tion. In  both  cases  it  will  be  seen  that  the  members  tend 
to  be  lengthened,  and  they  are  therefore  in  tension. 

The  shear  for  LqC/i,  more  commonly  known  as  the  end 
post,  is  equal  to  61,750  poimds;  the  stress  is,  therefore, 
•61,750  X  1.34  =82,000  potinds.  It  is  evident  that  the  stress 
for  this  member  is  compressive. 

The  secant  of  inclination  for  the  vertical  members  is  i. 
Therefore  the  nvimerical  values  of  the  stresses  are  equal  to 
the  shears.  The  shear  for  U2L2  is  61,750  —42,800  =  19,000 
poimds.  This  shear  is  obtained  by  passing  a  section  through 
I/1C/2,  C/2^2,  and  L2L3;  the  loads  subtracted  from  the  re- 
action are  then  those  placed  at  Li,  L2,  and  U\, 

The  tensile  stress  in  the  member  U\L\  is  simply  the  load 
hanging  at  its  foot,  Li.  It  is  clear  that  this  member  may 
be  removed  from  the  truss  without  in  any  way  affecting  the 
stability  of  the  structure,  but  it  would  then  be  necessary  to 
make  single  stringers  of  double  length  for  the  end  panels. 
In  a  similar  manner  the  stress  in  the  member  UzL^  is 
6,600  poimds  compression,  for  its  ftinction  is  simply  to 
carry  the  load  applied  at  C/a- 

Stresses  in  Chord  Members. 

The  stresses  in  the  chord  members  will  first  be  found 
by  the  increment  method  and  then  some  of  the  values  so 
found  will  be  checked  by  the  method  of  moments.  By  the 
former  method,  the  stress  in  LqLi  is  equal  to  the  shear  in 
the  member  LqUi  multiplied  by  the  tangent  of  the  angle 
which  LqUi  makes  with  the  vertical,  and  that  tangent  is 
0.893.  Since  the  shear  is  61,750  pounds,  the  stress  in  LqLi 
is  61,750  X0.893  =55,000  pounds,  and  it  is  tension. 
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It  will  not  be  necessary  to  consider  the  signs  of  any  of 
the  chord  stresses  of  simply  supported  trusses,  as  the  lower- 
chord  members  are  always  in  tension,  and  the  upper-chord 

members,  including  the  end  post,  are  always  in  compres* 
sion. 

The  stress  in  L1L2  is  the  same  as  that  in  LqLu  for  no 
horizontal  force  is  applied  at  the  point  Li.  The  stress  in 
L2L8  is  equal  to  the  stress  in  L1L2  plus  the  shears  in  C/1L3 
and  U2L2  multiplied  by  their  respective  tangents,  i.e., 
55,000  +  (37,050  X0.893)  =88,000  potinds  tension. 

By  passing  a  section  through  C/1C/2,  C/2^21  and  L2L8  it 
is  seen  that  the  stress  in  U1U2  is  equal  but  opposite  in 
kind  to  that  in  L2L3,  or  88,000  potinds  compression.  The 
stress  in  U2U3  is  equal  to  that  in  U1U2  plus  the  shears  in 
U2L2  and  U2LZ  times  their  respective  tangents;  that  is, 
equal  to  88,000 +  (12,350X0.893)  =100,000  pounds. 

Checking  the  stress  in  U2UZ  by  the  method  of  sections, 
it  will  be  necessary  to  pass  a  section  through  U2U3,  U2LZ, 
and  L2L3.  Taking  the  center  of  moments  at  L3,  with 
clockwise  rotation  positive,  the  equation  of  moments  be- 
comes 

(61,750X75)  -24,700[(2X25)+(lX25)]-f/2C/8X28  =  0. 

.*.  C/2^8  — 100,000  poimds  compression. 

In  the  same  way,  the  center  of  moments  for  f/iC/2  is  at 
L2,  and 

[6i,75oX(2  X25)] -24,700 X(i  X25)  -t/i [72X28=0. 

. ' .  C/i  1/2  =  88,000  pounds  compression. 

In  the  case  of  the  end  post,  the  center  of  moments  is 
at  L\.    The  lever-arm  of  LqUi  is  26.4  feet;  therefore 

61,750  X25  — f/iLoX26.4=o. 
.'.  C/iLo  =  82,000  poimds  compression. 


IS2 


HORIZONTAL   CHORDS. 


[Ch,  IV. 


Art.  69.  MaTiiniiin  Floor-beam  Reaction. 

It  has  previoxisly  been  shown  that  the  weight  of  the 
moving  wheel  loads  is  carried  to  each  transverse  floor- 
beam  by  the  adjacent  stringers.  Hence'  each  floor-beam 
is  a  pier  for  two  adjacent  spans  of  stringers,  and  it  becomes 
necessary  to  determine  that  position  of  the  moving  load  on 
those  two  spans  which  will  subject  the  floor-beam  to  its 
greatest  load. 

In  Fig.  10  let  a  section  of  the  beam  be  shown  at  jR, 
wKle  /  and  h  are  the  two  adjacent  stringer  spans  traversed 


I 


V— 


I 


r— «J 


\ 


f-i- — 


I    e^e. 


45 


«m7 


i^-X — » 


■^K 


~T 


FlO.  10. 


by  the  moving  load ;  then  let  the  ^'s  be  measured  from  the 
right  and  left  ends  of  /  and  /i,  while  W,  W\  etc.,  W\,  W2, 
etc.,  represent  the  weights  or  wheel  concentrations  resting 
on  the  two  spans.  The  reaction  R  will  then  have  the 
value 


^     WiXi  +  W2X2±etc,     WxVW'x'  +  etc. 


h 


I 


(1) 


If  the  whole  system  of  loading  move  to  the  left  by  the 
distance  Ax,  the  new  reaction  will  be 


„,     „     (Wi+W^2+etc.)iy     (PT  +  W+etc.)^* 
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In  that  position  which  gives  a   maximum   or   minimimi, 
Ri  — /?=»o;  hence 

{Wi+W2  +  Ws+etc.)r  ={W  +  W'  +W''  +etc.),      (2) 

n 

It  will  seldom  happen  that  eq.  (2)  will  be  satisfied  im- 
less  a  concentration  rest  on  the  point  /?,  so  that  the  proper 
portion  of  it  may  be  taken  for  one  span  or  the  other,  pre- 
cisely as  in  the  problems  of  maximum  shear  and  maximum 
moments  in  the  case  of  beams. 

Ordinarily  the  two  adjacent  spans  are  equal,  or  /=/i. 

.*.  H^i+M^2+etc.  «V7  +  W^'+etc.  .     .     .     (3) 

Eq.  (3)  shows  that  when  the  two  spans  are  equal,  the 
amoimts  of  load  of  each  side  of  R  must  also  be  equal. 

After  the  proper  position  of  loading  has  been  deter- 
mined, eq.  (i)  will  give  the  maximum  reaction  desired. 


Art.  70.  Position  of  Moving  Load  Causing  Maximum  Stresses  in 
Web  Members  of  Trusses  with  Parallel  and  Horizontal  Chords. 

In  determining  the  moving-load  stresses  in  any  mem- 
ber of  a  bridge-truss,  the  load  must  evidently  be  so  placed 
as  to  make  those  stresses  the  greatest  possible.  Stresses  of 
one  kind  only  can  exist  in  either  chord,  i.e.,  tension  or  com- 
pression, but  web  members  may  be  subjected  to  reversals  of 
stress  and  the  amotmts  of  such  reversals  must  be  deter- 
mined. 

In  trusses  with  parallel  and  horizontal  chords,  the  web 
stresses  vary  directly  as  the  shears.  It  will  only  be  neces- 
sary, therefore,  to  determine  the  maximum  shears  for  the 
various  members,  and  the  stresses  may  at  once  be  obtained 
by  multiplying  by  the  proper  secant. 

Fig.  1 1  represents  a  truss  in  its  most  general  form,  the 
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web  members  being  imequally  inclined  to  a  vertical.    The 
position  of  the  load  causing  a  maximum  shear  in  the  panel 


Fig.  II. 


CD  will  be  determined.  The  value  of  this  shear  when  found 
will  determine  the  stresses  in  the  members  CF  and  DF. 
The  moving  loads,  consisting  of  the  weights  Wi,  W2, .  . .  Wn 
separated  by  the  fixed  distances  a,  6,  c,  d,  .  .  ,  ,  are  supposed 
to  advance  on  the  bridge  from  the  right.  The  weights 
Wiy  W2,  .  .  .  have  passed  the  panel  in  question  and  the 
weights  Wz,  W4,  . .  .  are  in  the  panel,  W^  being  distant  x' 
from  its  right  end,  Z).  The  last  load,  H^n»  is  at  the  distance 
X  from  E.  The  length  of  span  ^£  is  /,  while  the  length  of 
the  panel  DC  is  p.  With  this  assumed  position  of  loading 
the  reaction  RaX  A  will  be 


i?  = 


„-  a+6-fc+  . .  .  -f^    „.  6+c+d+  . .  ,  -\-x 
Wi 7 h  kV  2 


/ 


/ 


___  c+J+^+  .  .  .  -hx  ...  X  ,  V 


The  parts  of  the  weights  Wa,  W^4,  .  .  .  resting  on  the  panel 

CD  which   pass  to  C  are  W3  •     .     ,  W^4  •  r-, .  .  .  .     Hence 

y  P 

the  shear  in  the  panel  CD  will  be 


S^R-^(Wi+W2+  ...)-( 


W 


c+x" 


3 


+1^4^+...).  (2) 
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^SS 


The  maximum  value  of  this  shear  may  be  determined 
by  obtaining  its  first  derivative  with  respect  to  x  and  x^ 
{yf  varjring  at  the  same  rate  as  x)  and  placing  it  equal  to 
zero.    That  is, 


dS     /Wi     W2    W 


dx^\  I 


I    •    / 


s+....^- 


r-)  -  ( 


7+-^  +  '-') 


(3) 


01: 


P 


(4) 


The  shear  in  the  panel  in  question  will  therefore  take 

its  greatest  value  when  —  -n  times  the  moving  load  which  it 

P 

contains  is  equal  to,  or  most  ftearly  equal  to,  the  entire  moving 
load  on  the  bridge. 

That  equality  will  seldom  or  never  exist  unless  one  of 
the  weights  W  is  placed  on  a  panel-point,  since  W\  •¥ 
W2  +* .  .  .  is  seldom  or  never  an  exact  divisor  of  the  entire 
load  on  the  bridge.  If  a  weight  rests  on  a  panel-point,  any 
part  of  such  a  weight  may  be  taken  as  acting  in  one  adja- 
cent panel  and  the  remainder  in  the  other;  the  desired 
equality  may  thiis  be  obtained. 

In  case  eq.  (4)  should  hold,  the  position  of  the  moving 
load  is  a  matter  of  indifference  so  long  as  the  panel  in  ques- 
tion contains  the  same  number  .of  loads  Wi  +  W2  +  .  .  .  ,  as 
there  is  no  trace  of  x'  in  that  equation.  A  load  may  then 
always  be  taken  as  resting  at  the  rear  extremity  of  the 
panel  where  the  greatest  shear  in  it  exists. 

These  considerations  frequently  essentially  simplify  com- 
putations. 

The  criterion,  eq.  (4),  applies  as  well  to  a  imiform  and 
continuous  loading  as  to  a  series  of  isolated  weights. 

The  problem  has  been  so  treated  as  to  include  weights 
Wi,  W29  ...  in  advance  of  the  panel  in  question.     It  is  to  be 


Uj 


I  . 


->» 


<   - 
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noted,  however,  that  such  weights  cause  a  shear  opposite 
to  that  of  those  loads  located  to  the  right  of  the  panel. 
This  is  at  once  evident,  since,  in  actually  determining  the 
shear,  the  full  values  W\,  W2,  .  .  .  must  be  subtracted  from 
the  reaction,  to  which  they  have  contributed  but  a  part  of 
themselves.  The  character  of  the  loading  under  certain  cir- 
cumstances may  be  so  peculiar,  however,  that  the  loads  to 
the  right  of  the  panel  increase  the  positive  shear  in  greater 
amount  than  the  loads  to  the  left  decrease  it. 

In  general  practice  it  will  be  found  that  no  load  passes 
the  panel  in  question. 

If  each  of  the  weights  W\,  W^2,  etc.,  is  equal  to  any 
other,  and  if  a^b^c^d^  .  .  .  =/?,  i.e.,  if  tmiform  loads j 
separated  by  panel  lengths  are  employed,  eq.   (4)  shows) 
that  the  first  weight,  W\,  must  be  taken  at  the  first  extrem-i 
ity  of  the  panel  in  question.     The  same  result  holds  if  the 
first  weight,  Wu  is  not  exceeded  in  amoimt  by  any  that 
follows  it,  provided  that  o,  6,  c,  etc.,  still  equal  p. 


Art.  71.  Moving-load  Web  Stresses  in  a  Six-panel  Pratt  Truss. 

The  criterion  of  Art.  70,  deduced  for  the  maximum 
web  stresses  in  trusses  having  parallel  and  horizontal 
chords,  will  be  applied  to  the  six-panel  truss  treated  in 
Art.  68. 

The  length  of  truss  is  150  feet  and  its  depth  28  feet; 
the  live  loading  taken  is  designated  by  Cooper  as  E  50 
and  is  given  in  detail  on  page  56.  The  criterion,  eq.  (4), 
Art.  70,  shows  that  n  times  the  weights  in  the  panel  must 
equal  the  total  load  on  the  bridge,  n  representing  the 
ratio  of  the  panel  length  in  question  to  the  total  truss 
length.     In  this  truss  n  is  6  for  all  the  web  members. 

The  moment  tabulation,  shown  on  page  94,  for  the 
concentrations  of  E  40  loading  will  be  employed  in  this 
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problem.  As  the  specifications  require  E  50  loading,  it 
will  be  necessary  to  multiply  all  stresses  fo\md  for  E  40  by 
1.25,  the  ratio  of  the  two  loadings. 

Member  C/1L2. 

If  wheel  No.  4  be  taken  at  L2,  the  total  load  on  the 
bridge  will  be  284,000  +  (9  X 2,000)  =302,000  pounds.  The 
weight  in  the  panel  will  be  50,000  or  70,000  pounds,  accord- 
ing as  wheel  No.  4  is  considered  to  the  right  or  left  of  L2. 
The  conditions  of  the  criterion  are  therefore  fulfilled. 

The  left-hand  reaction  is 


/  ft                 N     (0)^X2,000 
.14,944,000  +  (284,000  X 14)  H 


R^ 


150 
19,005,000 


150 


=  126,500  pounds. 


The  negative  shear  or  loading  carried  to  Li  is  found  by 

taking  moments  about  L2  and  dividing  by  the  panel  length ; 

480,000 
it  is  equal  to  =19,200  pounds.     The  shear  in  the 

panel  itself  is  therefore  126,500—19,200  =  107,300  potmds. 
The  secant  of  the  inclination  is  1.34,  and  the  proper  loading 
requires  a  factor  of  1.25;  the  stress  in  f/iL2  is  therefore 

f7iL2  =  107,300X1.34X1.25  =  181,000  pounds  tension. 

Member  U2L2, 

It  will  be  found  that  with  wheel  No.  3  at  L3  the  total 
load  on  the  bridge  is  245,000  pounds  and  that  the  criterion 

is  satisfied.     The  reaction  is  — ' '■ =  72,200  potmds; 

150 

the  negative  shear  is  -^— ^ — =9,200;  the  shear  in  the 
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panel  is  therefore  72,200—9,200=63,000  pounds.    As  the 
secant  of  the  inclination  is  i.o,  the  stress  is 

0^^  JWpL2  =63,000  X I  X  1.25  =  79,000  potinds  compression. 

Member  U^Ls  (Main  Web  Member,  Left  of  the  Center). 

The  position  of  the  loading  for  greatest  stress  in  this 
member  is  the  same  as  for  £72-^2,  for  the  reason  that  the  web 
members  meeting  in  the  unloaded  chord  take  their  maxi- 
mum stresses  for  the  same  position  of  loading.  The  secant 
of  the  inclination  is,  however,  1.34,  so  that 

{72-^3=63,000X1.34X1.25  =?=  106,000  poimds  tension. 

Member  U2LZ  {Counter-member,  Right  of  the  Center) . 

The  maximum  stress  in  this  member  found  with  the 
load  advancing  from  the  right  will  be  the  greatest  com- 
pression in  it.  If  this  compressive  stress  be  greater  than 
the  dead-load  tensile  stress  (always  present),  the  rnember 
must  be  constructed  of  such  form  as  to  withstand  either 
tension  or  compression,  or  this  counter-stress,  as  it  is 
called,  must  be  provided  for  by  another  member  in  the 
same  panel,  such  as  UzL2,  but  capable  of  carrying  tension 
only. 

The  criterion  for  the  maximum  counter-stress  is  satis- 
fied with  the  wheel  load  2  at  L4.  Loads  i  to  10  are  on 
the  truss,  wheel  No.  10  being  2  feet  distant  from  the  right 
abutment.     Hence  the  reaction  is 

9^ 
4,632,000 +  (i52,X2,-eo»)     4,936,000 

/<= — =  — ^^^ =  32,900  potmds. 

150  150  ^  '^      ^ 

r^.  ^  •  n  *         .  /80,000\ 

The    shear    m    the    panel    is    32, 900  -  ( —  I  =  2 9, 700 

poimds.     Hence  the  stress  in  [72-^3  =  29,700  X  1.34X1.25  =» 
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50,000    pounds    compression.    Since    this    compresion    is 
greater  than  the  dead-load  tension  found  on  page  150,  a 
counter-brace    UbL2   will   be   inserted.      The    maximum   m*.;^*^  ^^ 
stress  in  this  member  will  evidently  be  50,000  pounds^ten-  (iea^  C^^r^ 
sion,  for  its  inclination  to  the  vertical  is  the  same  as  f/gLa,    a4u^  nrw 
and  its  shear  is  the  same.    It  should  be  observed  that  if     5d<f(i^ 
any  panel  contains  two  intersecting  web  members  of  the 
kind  here  shown,  the  exact  determination  of  their  stresses 
becomes  impossible  by  the  ordinary  static  equations  of 
equilibrium.     It  is  necessary  to  assxmxe  that  one  of  such 
members  only  acts  at  a  time,  choosing  always  that  member 
most  convenient  for  the  purpose. 

Member  UzLs. 

The  position  of  loading  jtist  determined  for  f/2^8  fur- 
nishes the  maximum  compressive  stress  in  f/gLs,  the 
counter-member  U3L2  being  asstuned  to  act.     Its  amount  is 

t/sLs  =  29,700  X I  X1.2S  =38,000  poimds  compression. 

Counter-members  in  Panel  L1L2. 

Whether  counters  are  necessary  or  not  in  this  panel  is 
easily  determined.  The  position  of  loading,  moving  from 
left  to  right,  causing  the  maximum  counter-stress  is  fotmd 
when  wheel  No.  2  is  at  Li.    The  reaction  then  is 

„     1,640,000 -f  (103,000X1)         ^  , 

R  = =  1 1,600  pounds. 

The  shear  is  11,600—3,200=8,400  pounds,  and  the  stress 
in  the  cotmter  would  therefore  be 

8,400  X  1.34  X  1.25  =  14,000  pounds 

and  less  than  the  stress  due  to  dead  load.     Counters  are, 
therefore,  not  required  in  this  panel. 
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Member  L\U\, 

This  member  is  not  a  true  web  member;  its  function 
is  simply  to  transfer  the  floor-beam  load  at  its  foot  to  U\. 
The  criterion  for  a  maximum  floor-beam  reaction  (Art.  69) 
requires  for  this  truss  that  the  loads  in  the  two  adjacent 
panels  be  equal  to  each  other.  If  wheel  No.  13  be  placed 
directly  over  the  floor-beam,  this  condition  is  fulfilled,  as 
shown  in  Fig.  12. 

The  reaction  at  Li  due  to  the  loads  on  LoLi  is  30,800 
potinds,  and  that  due  to  the  loads  on  L1L2  is  24,800  poimds. 

i         i     i     i     i  44 
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FlG.    12. 

Wheel  No.  13,  weighing  20,000  poimdsj  rests  directly  at 
Li.  The  maximum  floor-beam  reaction  or  stress  in  UiLi 
is  therefore 

UiLi  =  (30,800  +24,800  +20,000)  X1.25 
=  95,000  pounds  tension. 

Art.  72.  Position   of  Moving  Load  Causing  Maximum  Chord 
Stresses  in  Trusses  with  Parallel  and  Horizontal  Chords. 

Case  L     Upper-chord  Members. 

The  stress  in  an  upper-chord  member  is  fotmd  by  the 
method  of  sections  by  dividing  the  moment  of  the  external 
forces  taken  about  some  center  of  moments  (a  lower  panel- 
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point)  by  the  proper  lever-arm.  In  order  to  determine  the 
maximum  stress,  it  is  only  necessary,  then,  to  determine  the 
maximum  bending  moment  at  the  proper  point,  precisely 
as  in  the  case  of  a  simply  supported  beam  (Chapter  III, 
Art.  57).     The  criterion  there  developed,  viz., 

may  be  tised  for  this  case  in  exactly  the  same  way,  since  the 
transference  of  the  loads  on  the  structure  to  the  panel- 
points  does  not  affect  the  bending  moments  at  those  points. 

<X     T  -■     Q,  i 

Cs  :  'y  Example. 

Let  there  be  fotmd  the  maximum  stress  caused  by 
Cooper's  E  50  standard  concentrations  in  the  upper-chord 
member  f/if/2  of  the  truss  already  treated  in  the  preceding 
articles.  Passing  a  section  through  U1U2,  U1L2,  and  L1L2, 
the  center  of  moments  is  found  at  L2.  In  the  criterion, 
therefore,  /'  =  so  feet,  I  — 150  feet,  and  the  stmi  of  the 
weights  on  /'  must  be  one  third  of  the  sum  of  all  the  weights 
on  the  bridge. 

This  condition  will  be  fulfilled  when  wheel  No.  8  is  at 
L2,  for  in  that  case  the  total  load  on  the  bridge  is  284,000  + 
(34X2,000)  =352,000  lbs.,  and  the  weights  on  /'  may  be 
taken  at  either  116,000  or  129,000  pounds.  The  product 
(34  X 2,000)  indicates  that  there  are  34  feet  of  tmiform  load 
on  the  bridge.  In  this  analysis  the  table  on  page  94,  given 
for  Cooper's  E  40,  is  employed.  The  stresses  thus  fotmd 
must  therefore  be  multiplied  by  1.25  in  order  that  they 
comply  with  the  required  load,  Cooper's  E  50. 

The  left-hand  reaction  is  next  to  be  found;*  it  may  be 
obtained  by  taking  moments  about  the  right  end  of  the 
truss.     By  the  aid  of  the  moment  diagram, 
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/   ft             X       (34)^X2,000 
14,944,000  -f  (2  84.x  39)  + ; 

R 


ISO 
14,944,000  + 1 1,080,000  +  1,155,000 


=  181,000  pounds. 
150  ^ 

In  this  equation  14,944,000  represents  the  moment  of 
all  the  wheels,  Nos.  i  to  18,  about  the  last  wheel,  No.  r*; 
284,000,  the  sum  of  the  wheel  loads,  including  No.  18;  39, 
the  distance  of  wheel  No.'  18  from  the  right  end  of  the 
truss;   and  34,  the  length  of  uniform  load  whose  moment 

is  expressed  by  — ,  where  a:  represents  its  length  and  w  its 

intensity  or  amount  per  linear  foot. 

The  moment  about  L2  is  then 

Af  =  181,000X50  —2,851,000=6,199,000  foot-potinds. 
The  quantity  2,851,000  is  obtained  directly  from  the  mo- 
ment diagram;   it  is  the  moment  of  wheels  Nos.  10  to  17 
about  No.  17 ;  or  of  wheels  Nos.  i  to  8  about  No.  8. 

This  moment  M  is  then  to  be  divided  by  the  lever-arm 
of  UiU^  and  the  result  multiplied  by  1.25  to  reduce  the 
value  for  the  loading  E  50;  i.e., 

-._  __      6,100,000X1.25 

f/i  f/2  =  Q '  =  2  78,000  potmds, 

20 

i.e.,  a  compression  of  278,000  pounds. 

Case  IL     Lower-chord  Members. 

Those  trusses  in  which  the  upper  panel-point  taken  as 
the  center  of  moments  is  vertically  above  a  panel-point  of 
the  lower  chord  require  the  same  criterion  deduced  for  the 
upper-chord  members.  This  results  from  the  fact  that  the 
transference  of  the  loading  to  the  truss  by  means  of  the 
floor-beams  and  stringers  does  not  aflect  the  bending  mo- 
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merit  at  or  vertically  above  a  panel-point.  For  those  trusses 
in  which  the  center  of  moments  falls  within  a  panel,  as  in. 
the  case  where  the  web  members  are  all  inclined,  a  different 
criterion  for  the  lower  chords  must  be  developed.  Such  a 
criterion  must  naturally  reduce  to  the  form  of  .Case  I  when 
the  upper-chord  panel-points  are  vertically  over  the  lower. 

Let  it  be  required  to  determine  the  position  of  the  mov- 
ing load  for  the  maximum  stress  in  the  lower-chord  mem- 


jzm?. 


1. 


Fig.  13. 

ber  CD,  Fig.  13,  and  the  expression  for  the  corresponding 
moment. 

As  before,  let  the  train  load  move  from  £  to  ^4.  Let  q 
represent  the  horizontal  distance  of  F  from  C,  i.e.,  q=GF. 
Let  Xi  represent  the  horizontal  distance  from  F  of  the  first 
load  to  the  left  of  C,  and  let  that  load  be  represented  by 
Wn,  That  portion  of  the  loads  resting  on  CD  which  are 
transferred  to  C  is 

V  will  now  represent  AC+GF-'AC+q.     By  taking  mo- 
ments about  F, 

M^Rl'  -[I^i(a  +  . . .  +xi)  +W2{. . .  +x{)  +. . .  +Wn'-xx\ 

-%W^3(c  +  ...+«')+...+W^4.a;'].      (2) 
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The  second  term  in  the  right-hand  member  of  eq.  (2) 
is  the  negative  moment  of  the  loads  between  A  and  C, 
while  the  third  term  is  the  moment  due  to  that  portion  of 
the  loads  resting  in  CD  which  is  transferred  to  C. 

Asstiming  x,  ocf,  and  Xi  to  vary  at  the  same  rate,  the 
position  of  the  loading  catising  the  maximum  moment  is 
fotmd  by  placing  the  first  derivative  of  eq.  (2)  equal  to 
zero ;  that  is, 

-W8+...+pr4)=o.    (3) 

r 

The  condition  for  a  maximtun  or  minimum  then  takes 
the  form : 

^,     1^1+1^2  +  ... +t^»'+|(W^3  +  ... +1^4) 

Eq.  (4)  is  simply  the  general  expression  of  which  eq.  (i) 
is  a  special  form.  The  numerator  of  the  right-hand  mem- 
ber of  eq.  (4)  includes  not  only  the  sum  of  all  the  weights 

upon  AC,  but  a  certain  proportion,'namely,  3;,  of  the  weights 

r 

in  the  panel  cut  by  the  section. 

It  will  be  found  that  the  equation  is  generally  satisfied 
by  placing  a  wheel  load  either  at  the  right  or  left  end  of 
the  panel  in  question. 

The  preceding  methods  are  equally  applicable  to  a  series 
of  concentrations  followed  by  a  tmiform  load,  or  to  a  tmi- 
f  orm  load  alone,  or  to  the  case  of  a  series  of  concentrations 
as  treated  above.  It  is  only  to  be  noted  that  in  all  cases 
of  moments  the  lever-arm  of  the  tmiform  load  is  the  dis- 
tance from  its  center  of  gravity  to  the  point  taken  as  the 
center  of  moments. 
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Example, 

As  an  example,  the  maximum  stress  caiased  by  Cooper's 
E  40  will  be  foimd  in  the  member  L2L3  of  the  six-panel 
Warren  truss  shown  in  Fig.  14.  The  panel  lengths,  all 
equal,  are  29  feet;  the  length  of  truss  is  174  feet,  and  the 
uniform  depth  is  30  feet;  the  inclinations  of  the  web 
members  are  all  equal. 


Fig.  14. 

Passing  a  section  through  UzU4f  UzLz,  and  L2L8,  the 
center  of  moments  is  fotmd  at  f/a.  The  quantities  in  eq.  (4) 
have  therefore  the  following  values: 

U'=»72.s  feet, 
/  =  1 74  feet, 

1    i 
p^2' 

The  moving  load  is  assumed  to  pass  from  right  to  left^ 
and  the  criterion  will  be  applied  with  wheel  No.  8  at  L2. 
Wheel  No.  i  will  then  be  15  feet  from  Lo,  and  there  will  be 
50  feet  of  uniform  load  in  the  truss.  Wheels  Nos.  9  to  12 
will  be  in  the  panel  L2L3,  wheel  No.  12  being  3  feet  from 
Lg.     Eq.  (4)  then  jrields  results  as  follows: 


72.5       129,000  +^(63,000) 
174     284,000  +  (50  X  2,000) 

160,500 

384,000 


or 


or 


116,000-1-^(76,000) 
284,000  -f  (50  X  2,000) 
154,000 
384,000* 


I 
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The  ratio  j  will  be  found  to  lie  between  these  values,  and 

the  position  of  the  loading  taken  will  give  a  maximum 
value  of  the  moment  at  Uz-  In  general,  several  positions 
of  the  loading  will  satisfy  the  criterion,  and  in  such  cases 
the  greatest  of  the  moments  so  found  is  the  only  one  to 
be  tised  to  determine  the  maximum  chord  stress  desired. 
The  reaction  R  at  L©  is  fotmd  as  follows,  with  the 
aid  of  the  moment  table  of  page  94 : 


2,000X50X50 
14,944,000  +  284,000X55  H 


R 


174 
=  190,500  pounds. 

The  reaction  at  L2  of  the  loads  in  the  panel  L2L3  is 

503,000  +  63,000X3 
Rp'^'^-^ -=23,800  pounds. 

Therefore  the  moment  about  U3  is 

M=i9o,5ooX72.5  — 2,851,000— 129,000X14.5  — 23,800X14.5 
=  8,734,000  foot-pounds. 

The  lever-arm  of  L2L8  is  30  feet;  therefore  the  stress  is 

8,734,000  ,    ^ 

L2L3  = — — =291,000  potmds  tension. 

The  stress  in  UsUa  would  be  found  by  taking  the 
maximum  bending  moment  at  L3,  and  the  method  of 
treatment  is  precisely  that  of  Case  I. 
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Art  73.  Moying-load  Chord  Stresses  in  a  Six-panel  Pratt  Truss. 

The  moving-load  chord  stresses  for  the  Pratt  truss  of 
Art.  68,  reproduced  as  Fig.  15,  will  be  fotuid  for  Cooper's 
E  50  concentrations.  As  before,  the  table  on  page  94, 
constructed  for  E  40  loading,  will  be  employed  and  the 
stresses  will  then  be  multiplied  by  1.25.  The  criterion  is 
that  of  Art.  71,  viz., 


I     W^i+H^a  +  W^a  +  .-.-fW^n    * 


(i) 


where  Wi  +  W2  + .  . .  +  Wn  represent  the  weights  on  the 
length  /',  and  T^  1  + 1^2  +  W^a  + .  .  .  +  W^n  the  weights  on 
the  entire  span  of  length  /. 


Fig.  15. 

Member  LqUi. 

For  this  member  the  center  of  moments  is  at  Li.     The 

value  of  /'  is  then  25  feet,  and  of  /  150  feet.     The  ratio  of 

the  two  series  of  weights  on  these  lengths  mtisl  then  be  J. 

If  wheel  No.  4  be  placed  at  Li,  the  weights  on  /'  may  be 

taken  at  either  50,000  or  70,000  pounds   as  wheel  No.  4 

is  taken  either  to  the  right  or  left  of  Li  respectively.     The 

total  weight  on  the  truss  is  284,000  +  (34  X 2,000)  =352,000, 

where  34  represents  the  length  of  the  tmiform  load.     Since 

^  V     1.  -L  50,000        ,    70,000   ^, 

6  ^^  ^^^  J^^;^  and  — -^.  the  position  of  loading 

taken  produces  a  maximum. 
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As  already  explained,  other  positions  of  the  loading  may 
also  fulfill  the  conditions  of  the  criterion,  and  the  absolute 
maximiun  should  always  be  obtained.  Graphical  methods* 
greatly  facilitate  the  determination  of  that  maximum,  since 
the  moment  or  funicular  polygon  once  drawn  for  any  series 
of  loads  and  with  any  desired  pole  distance  will  furnish  the 
value  of  the  moment  at  any  point  in  a  span,  when  the 
proper  closing  line  has  been  drawn. 

The  left-hand  reaction  R  is  obtained  as  already  ex- 
plained in  Art.  72: 

/  «                 X     (34)^X2,000 
14,944,000  +(284,000  X39)  H 

i?  = =181,000  lbs. 

150 

The  force  acting  opposite  to  i?  at  Lo  is  equal  to  the  reac- 
tion at  that  point  of  the  wheel  loads  in  the  panel  LqLi. 
The  moment  of  wheels  Nos.  i  to  4  about  wheel  No.  4  is 
480,000  foot-poimds  (from  moment  diagram).  The  force 
desired  is  obtained  by  dividing  this  quantity  by  25  feet^ 

.  ,        ,     .       480,000 

the  panel  length,  i.e., —  =  19,000  poimds. 

25 

Taking  moments  of  these  external  forces  about  Li  and 

dividing  by  the  lever-arm  of  Lof/i,  18.7  feet,  there  is  foimd 

_  ^^      181,000X25—19,000X25  „ 

Loui  = g-- X1.25  =272,000  lbs.  comp. 

Instead  of  taking  moments  about  Li,  it  would  prove 
more  simple  to  treat  Loi/i  as  a  web  member  and  multiply 
the  shear  in  the  panel  LqLi  by  the  secant,  1.34,  of  the 
angle  between  Lof/i  and  a  vertical.  This  shear  has  al- 
ready been  found  to  be 

181,000—19,000  =  162,000  pounds; 

therefore  the  stress  is 

162,000X1.34X1.25  =272,000  pounds  compression. 

*  See  the  Authors'  "Influence  Lines,"  page  77. 
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Member  L(^ 

The  maximum  live-load  stress  for  this  member  occurs 
with  the  same  position  of  loading  as  for  Lo(Jiy  Its  value 
is  obtained  by  multiplying  the  shear  for  that  member,  viz. 
162,000,  by  the  tangent,  0.893,  o^  the  angle  between  LoUi 
and  the  vertical :  \ 

LqLi  =  162,000  X.893  X1.25  -181,000  pounds  tension. 

Member  L1L2. 

Since  the  member  UiLi  is  vertical  and  the  only  one  be- 
sides LqLi  and  L1L2  passing  through  the  point  Li,  it  follows 
that  the  maximtim  stress  in  L1L2  is  the  same  as  in  LqLi  : 

LiL2  =  181,000  pounds  tension. 

Member  L2L8. 

This  member  has  already  been  fully  treated  in  Art.  72. 
Its  maximum  stress  is 

L2L3  =278,000  pounds  tension. 

Member  C7if/2. 

The  value  of  the  maximum  stress  in  this  member  is  the 
same  as  that  fotmd  in  L2L3;  for  if  a  section  cut  U1U2, 
U2L2,  and  L2L8,  the  member  1/2^^21  being  vertical,  has  no 
horizontal  component  of  stress,  and  U1U2  and  L2L3  being 
horizontal,  the  stresses  in  them  must  be  equal  and  opposite 
in  kind.     Therefore 

f/i  t/2  =  2  78,000  pounds  compression. 

Member  U2US, 

The  ratio  of  the  lengths  to  be  used  in  the  criterion  is 
75/150,  or  i.  The  conditions  of  that  equation  are  then 
fulfilled  by  placing  wheel  No.  12  at  Uz,  as  there  will  be 
35  feet  of  uniform  load  on  the  truss. 
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The  left-hand  reaction  is  then 

/  o                 ^     (35)^X2,000 
14^944,000  +  (284,000  X40)  H 

i?  = =183,500  lbs. 

150  ^'^ 

The  moment  of  all  the  external  forces  to  the  left  of  Uz 
about  f/3  is 

M  =  183,500  X  75  —6,708,000  =  7,042,000, 

and  the  stress  in  1/2  C/3  is 

7,042,000X1.25 
U2U3— o ^  =  313,000  pounds  compression. 


Art.  74.    Final  Stresses  and  Design  of  the  Members  for  the 
Six-panel  Pratt  Truss  of  Arts.  68,  71,  and  73. 

The  members  of  the  six-panel  Pratt  truss  whose  fixed- 
and  moving-load  stresses  have  been  determined  in  the 
previous  articles  can  now  be  designed  with  given  allowed 
intensities  of  stress  for  dead  and  live  loads.  The  truss 
under  consideration  is  to  be  designed  under  the  specifica- 
tions of  the  American  Bridge  Co.,  as  already  abstracted 
in  Chapter  II.    Those  specifications  require  the  increment 

7=5  ij^ )  to  be  added  to  the  live-load  stresses  already 

found,  in  which  5  is  the  calculated  maximum  live-load 
stress,  and  L  is  the  length  of  the  loaded  distance  iii  feet 
which  produces  the  maximum  stress  in  the  member. 

It  is  sufficiently  accurate  in  the  case  of  chord  members 
to  assume  the  entire  bridge  as  loaded,  but  in  the  case  of 
web  members  the  bridge  is  assvuned  to  be  loaded  only  to 
that  panel  through  which  the  section  is  passed. 

Table  I  furnishes  the  values  of  the  impact  stresses  and 
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illiastrates  the  method  of  obtaining  them.  Table  II*  shows 
the  final  values  of  the  stresses  for  which  the  members  must 
be  designed  together  with  the  allowed  intensities  of  stress 
for  medium  steel ;  the  final  areas  of  cross-section  and  their 
composition.  The  allowed  intensity  of  tensile  stress  (§21) 
is  17,000  pounds  per  square  inch,  and  that  for  compressive 


stress  is  /?  = 


.7^.„,^,..,,^,o,_^i„ 


ii,oooH 
inches,   center    to    center  of    connections,   and  r  is    the 
radius  of  gyration  of  the  section  in  inches,  taken  in  the 
direction  of  failure  if  the  coltunn  were  tested  to  failure. 

TABLE  I. 


Member. 

Loaded  Length 
in  Peet-X. 

.100 

5 

s(    ^®® 

\ 

L+300 

^u+300; 

LoU^ 

ISO 

0.667 

272,000 

181,000  pounds 

LoL, 

150 

0.667 

181,000 

121,000       ' 

L,Lt 

150 

0.667 

181,000 

121,000       ' 

L^t 

150 

0.667 

278,000 

185,000       ' 

U,Ut 

ISO 

0.667 

278,000 

185,000 

UtU^ 

ISO 

0.667 

313,000 

210,000       ' 

U,L, 

SO 

0.8S7 

9S»ooo 

81,000       ' 

Ud^t 

7S 

0.800 

79,000 

63,000 

U,L, 

SO 

0.857 

38,000 

32,000       ' 

u,u 

100 

0.7S0 

181,000 

136,000 

I/.L, 

75 

0.800 

106,000 

85,000 

UJ.^ 

50 

0.857 

50,000 

43,000       " 

The  bridge  has  been  assumed  to  be  pin-connected; 
hence  the  tension  members  are  eye-bars.  For  further 
details  of  construction,  including  the  consideration  of  wind 
stresses,  the  reader  is  referred  to  Chap.  VI,  "The  Detailed 
Design  of  a  Raifroad  Bridge,*'  in  the  Authors'  **  Influence 
Lines  for  Bridge  and  Roof  Trusses." 

Plate  II  illustrates  the  stress  sheet  of  this  bridge  as  pre- 
pared by  the  American  Bridge  Co. ,  and  in  that  form  it  is 
furnished  to  the  draughting  room,  where  detail  drawings 
preparatory  to  the  manufacture  are  made. 

•^ ■ ■ ■ — • -m  ■!        -  _  ^^  ^-^-^^^^ 

*  See  page  1 72  for  Table  II. 
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Art.  75.    stresses  in  an  Eight-panel  Pratt  Highway  Truss. 

Uniform  Moving  Load. 

The  stresses  in  the  truss  shown  in  Fig.  16  due  to  a 
uniform  moving  load  of  90  potmds  per  square  foot  on  a 
roadway  20  feet  wide  will  be  determined. 


f  " 


Fio.  16. 


The  following  are  the  principal  dimensions  and  fixed- 
load  data: 

Span   =152  feet.  Panel  length  =  19  feet. 

Depth  =  1.1  panel  lengths  =  20.9  feet.  Number  of  panels  =  8. 
Upper-chord  fixed  load  =  170  lbs.  per  lineal  foot  per  truss. 
Lower-    **        **      **     =340  '*      **      **        **     *' 
Upper-     *  *        *  *      '  *    per  panel  per  truss  =  3 ,2 30  pounds. 
Lower-     ''        ''      ''      ''       '*      ''      ''     =6,460     ** 

tan  a  =0.91.  sec  a  =  1.35. 

The  preceding  loading  is  accounted  for  as  follows : 
The  dead  weight  w  of  the  steel  in  the  trusses  per  foot 
of  span  may  be  approximately  estimated  by  the  formula 
w  =  a/,  where  /  equals  the  span  length  in  feet  and  a  an  em- 
pirical constant,  here  chosen  as  4.5.  The  weight  per  linear 
foot  w  then  becomes  680.  The  weight  of  the  floor  system 
and  roadway  per  linear  foot  may  be  taken  at  340  poimds, 
making  the  total  1,020  pounds  per  linear  foot  of  span. 
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Dead-load  Stresses. 
The  dead-load  reaction  at  Lq  is 

3i(3»23o  +6,460)  =33,920  pounds, 

neglecting  the  panel  load  at  the  abutment  as  a  factor  in 
causing  stresses  in  the  truss.  The  following  tabulation  then 
furnishes  the  shears  for  the  web  members  indicated.  The 
stre^es  are  obtained  by  multiplying  those  shears  by  the 
secants  of  the  angle  between  the  web  members  and  a  ver- 
tical. 

Shear  for  LqUi  =33,920, 

.-.  stress  =33,920X1.35= -45,750  potmds. 

Shear  for  [/iL2  =  33,920  —9,690  =24,230, 

.'.  stress  =24,230X1.35=  +32,800  po\mds. 

Shear  for  r/2L2  =33,920 —12,920=21,000, 
'^^'  . '.  stress  =21 ,000  X I       =—21 ,000  potmds. 

Shear  for  L/'2L3  =33,920  -19,380  =  14,540, 

.*.  stress  =  14,540X1.35  =  +19,600  poimds. 

Shear  for  C/aLa  =33,920 -22,610  =11,310, 

.'.  stress  =  11,310  Xi       = —11,310  potmds. 

Shear  for  (78L4  =  33,920  —29,070  =  4,850, 

.'.  stress  =  4*850  X  1.35  =  +  6,500  potmds. 

The  member  UiLi  is  simply  a  tie-rod  and  its  dead-load 
stress  is  simply  the  lower-chord  panel  load  of  +6,460  potmds. 
Similarly  the  member  U4L4  supports  only 'the  upper-chord 
panel  dead  load  at  U4  or  -3,230  pounds.  The  +  sign  indi- 
cates tension  and  the  —  sign  compression. 

The  stress  in  the  lower-chord  member  LqLi  is  found  by 
multiplying  the  end  reaction  by  the  tangent  of  the  angle 
between  LqUi  and  the  vertical.     Therefore 

LoLi  =33,920  X0.91  =  +30,800  pounds. 
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The  stress  in  L1L2  is  equal  to  that  in  LoLi, 
By  the  increment  method  (page  146)  the  stress  in  L2L3 
is  eqtial  to  that  in  L1L2  pltis  the  products  of  the  shears-  in 
the  members  meeting  at  L2  by  their  tangents.     That  is, 

^2^^3=30,800 +  (24,230X0.91)  «  +52,900  pounds. 

The  tangent  of  U2L2  is  zero,  and  the  increment  of  stress 
added  by  that  member  is  also  zero. 

If  a  section  be  passed  cutting  U1U2,  [/2L2,  and  L2L3, 
it  is  evident  that  the  stress  in  U1U2  is  equal  to  that  in 
L2L3  but  of  opposite  sign : 

UiU2^  —52,900  pounds. 

The  stress  in  L3L4  is 

L3L4  =  L2L3  + (14,540  X. 91)  =  +66,100  pounds. 

The  stress  in  U2U3  =  — L3L4     =  -66,100  pounds. 
The  stress  in  U3U4  is 

[73^/4  =  ^/2^/3  -(4,850X0.91)  =  —70,500  poimds. 

Live-load  Stresses. 

Since  the  moving  load  is  a  uniform  load  of  900  pounds 
per  linear  foot  per  truss,  the  criterion  of  Art.  72  for  greatest 
moments,  viz., 

V         W1+W2+  ...  +W^/ 


/        Wi +1^2+^3+  ...   +Wn' 

will  require  the  entire  bridge  to  be  loaded.  A  lower  panel 
load  will  then  be  uniformly  900  Xi9  =  i7,ioo  pounds.  The 
following  tabtilation  shows  the  moments  at  the  various 
panel-points : 


If     r      *  i 
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At  Li  or  Ui  =59,850X19 -"1,135,000  ft.-lbs. 

L2  **  [/2 -=59,850X38 -17,100  Xi9«  1,945,000  ft.-lbs. 
W*  f/8-59»85oX57 -17,100(38  +  19) 
=  2,431,000  ft.-lbs. 
*'  L4*'  C/4  =  59,85oX76 -17,100(57 +38 +  19) 

■^2,590,000  ft.-lbs. 

In  order  to  obtain  the  chord  stresses,  each  of  these  mo- 
ments mtist  be  divided  by  the  proper  lever-arm,  i.e.,  the 
depth  of  truss.    Therefore 

T     T  T     T  .    1,135,000 

LoLi  =LiL2  =  +  — ^— —  =  +  54,300  pounds. 

T     T  TT    TT  I.945>000 

L2L3= -C/iC/2= — ^Q         "  +  93»2oo 

r    r            rr  rr       2,431,000  ,, 

L3L4  =  -  U2U3  = —  =  -f  1 16,000 

2,590,000 

UzUa=^ =—124,000 

20,9  ^*    . 

The  criterion  for  the  web  members  (Art.  70)  requires  that 
n  times  the  load  in  any  panel  must  equal  the  total  load  on 
the  bridge,  n  =  8  being  the  number  of  panels. 

If  the  panels  from  right  to  left  be  numbered  consecu- 
tively, beginning  with  zero,  so  that  panel  L'jL^  is  o,  L^Lj 
is  I,  etc.,  the  criterion  will  be  satisfied  if  that  portion  of 

X 

the  structure  represented  by  the  ratio  — ^j-  is  covered  by 

the  uniform  load,  x  indicating  the  number  of  the  panel. 

In  the  truss  imder  consideration,  then,  ^ths  or  the 
whole  bridge  must  be  covered  for  the  panel  LoL\\  fths 
for  L1L2;  ^ths  for  L2L3,  etc.  The  values  of  the  shears 
and  stresses  in  the  web  members  are  easily  foimd  after  the 
position  of  the  loading  is  determined. 

The  maximum  stress  in  the  end  post  LxUi  occurs,  then, 


ART.  75. J  UyE'LOAD  STRESSES,  177 

with  the  entire  bridge  covered.     The  effective  end  reaction 
is  59,850  pounds,  and  as  the  secant  is  1.35,  the  stress  is 

LqU\  =  —59,850X1.35  =  —80,700  pounds. 

The  member  U\Li  is  simply  a  tie-rod,  and  its  maxi- 
mum stress  is  catised  by  the  maximimi  floor-beam  reac- 
tion at  its  foot.  If  the  concentrated  wheel  loadings  speci- 
fied for  the  floor  systems  be  not  considered,  the  stress 
would  be 

UiL\  =900X19=  +17,100  potmds. 

The  maximum  stress  in  U\L2  is  found  with  fths  or 
130.3  feet  of  the  bridge  covered.     The  reaction  at  Lo  is 

then ^  =50,900  pounds,  and  the  weight  acting 

downwards    at    L\    is    3 — '- — =6,280  pounds.     The 

2  X19  ^ 

length  of  uniform  load  on  the  panel  L1L2  is  16.3  feet,  as 

required  by  the  criterion,  since  nXi6.3  is  then  equal  to 

I30-3- 

The  shear  in  the  panel  is  therefore   50,900—6,280  = 

44,620  pounds,  and  the  stress  is 

C7iL2  =  44,620  X  1.35  =  +60,200  pounds. 

The  members    U2L2  and   U2LZ  take  their    maximum 

stresses  or  shears  with  the  same  position  of  loading,  viz., 

■I^ths  or  108.6  feet  of  the  bridge  covered.     The  reaction  at 

,     .      ,        900  X  (108.6)2  ^  ^  .i 

Lo  IS  then  zr~z =  35,400  poimds,  and  the  panel 

_        .       000  X  (13. 6)2  ^  .  rr^^  ^ 

reaction  at  L2  is — =  4*380  pounds.     The  shear 

2X19 

is  then  35,400  —4,380  =31,000  pounds,  and  the  stresses  are: 

f/2L3  =  3i,oooXi.35  =  +41,800  pounds, 
f/2^2==  3 1,000X1       =—31,000      ** 
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Similarly,  the  members  UzLz  and  UsL4  receive  their 
greatest  stresses  with  fths  or  86.9  feet  of  the  bridge  covered 
with  moving  load.  The  shear  in  the  panel  L3L4  will  be 
found  to  be  £2,300— 2,800  =  19,500  pounds.  Hence  the 
stresses : 

173L3  =  19,500X1       «=  —19,500  potmds, 

t/3i-4  =  i9»SooXi-35=  +26,300 

Counter-members, 

If  the  live-load  compressive  stress  in  the  member 
L4U5  be  found'  greater  than  the  dead-load  tensile  stress, 
that  member  must  either  be  counterbraced,  i.e.,  built  of 
such  section  as  will  withstand  either  tension  or  compression, 
or  a  cotmterbrace  such  as  U4L5,  as  in  the  present  case, 
must  be  inserted.  If  the  right  half  of  the  bridge  only  be 
loaded,  this  counterbrace  will  be  in  tension,  whereas  if  the 
member  L4U5  alone  existed,  it  would  be  in  compression. 

The  members  [74^.4  and  UJ^5  receive  their  greatest 
stresses,  therefore,  withfths  or  65.1  feet  of  the  bridge  covered 
with  the  load.  The  shear  in  the  panel  is  12,500  —1,600  = 
10,900  pounds;   therefore 

UJ^4=  —10,900  pounds, 

U^Ls-^  —10,900  X1.35  =  +14,700  pounds. 

If  the  member  UJLs  acts  for  the  live  load,  it  is  generally 
assumed  to  carry  also  the  dead-load  stress,  in  this  case  a 
compression  of  6,500  pounds.  The  resultant  stress  in  this 
member  would  therefore  be  the  difference  between  those 
due  to  dead  and  live  loads,  i.e.,  14,700  —6,500  =  8,200  jx)unds 
tension.  It  seems  more  rational  and  advisable,  however, 
to  design  this  counter-member  for  the  entire  live-load  stress, 
since  it  is  at  best  but  a  light  rod. 

No  other  counter-members  will  be  required,  for  it  will 
be  found  that  the  live-load  compression  in  L^Ue  is  materially 
less  than  the  dead-load  tension. 
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If  the  truss  be  divided  through  UzU^  and  L3L4,  it  is 
seen  that  more  than  three  members  must  be  cut,  but  if 
that  number  is  exceeded,  it  is  known  from  the  first  principles 
of  statics  that  the  stresses  mtist  become  indeterminate. 
Hence,  when  counterbraces  are  introduced,  indetermination 
always  results.  If  provision  is  made  for  one  S3^tem  of 
legitimate  stress  analysis,  however,  the  safety  of  the  struc- 
ture is  assured. 

One  point  more  needs  passing  attention.  It  has  been 
stated  in  the  course  of  the  demonstrations  that  the  stress 
in  certain  members  is  tension,  and  compression  in  others. 
In  web  member  [/2^3,  for  example,  let  it  be  desired  to 
determine  the  kind  of  stress.  It  has  been  seen  that  when 
the  greatest  main  web  stress  exists  in  that  member,  the 
reaction  at  Lq  is  35,400  pounds,  and  it  is  evident  that 
it  is  directed  upward.  At  the  same  time  the  live  load 
resting  at  L2  is  4,380  pounds  and  is  directed  down.  The 
difference  of  these  forces  is  an  upward  shear  of  31,000 
pounds.  Hence,  if  the  truss  is  divided  anywhere  in  the 
panel  U2U3  and  L2L3,  this  shear  will  tend  to  move  the 
left  portion  (between  the  line  of  divisions  and  Lq)  upward 
and  past  the  right  portion;  i.e.,  it  will  tend  to  increase 
the  distance  between  U2  and  L3  and,  consequently,  pro- 
duce tension  in  web  member  U2L3.  The  general  principle, 
then,  is  to  determine  the  effect  of  the  resultant  external 
forces  on  the  distance  between  the  extremities,  or  any 
other  two  points  in  the  axis  of  the  member.  If  the  ten- 
dency is  to  increase  this  distance,  the  resulting  stress  will 
be  tension,  and  compression  if  the  reverse  is  the  case.  In 
trusses  with  parallel  chords,  after  a  little  experience,  the 
kind  of  stress  in  any  member  may  readily  be  discovered 
at  a  glance,  but  in  many  structures  with  curved  or  polygonal 
outlines  resort  must  be  made  to  the  general  principles  stated 
previously. 
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Table  I  exhibits  the  values  of  the  stresses  for  both 
the  moving  and  fixed  loads. 

If  the  moving  load  were  to  traverse  the  upper  chords 
of  this  bridge,  the  same  pairs  of  web  members  as  before 
will  not  take  their  greatest  shears  together.  The  stresses 
in  the  inclined  braces  will  not  in  any  way  be  changed, 
but  it  will  be  necessary  to  advance  the  moving  load  by 
at  least  one  panel  beyond  the  positions  taken  in  the  through- 
bridge,  in  order  to  determine  the  greatest  shears  in  the 
vertical  braces  of  the  deck-truss.  Hence,  by  changing  the 
bridge  from  the  **  through'*  type  to  the  "deck,"  the  vertical 
braces  will  carry  considerably  increased  stresses,  and  as 
they  are  in  compression,  the  weight  of  the  trusses  will  be 
materially  increased.  Hence  this  truss  is  best  adapted 
to  carrying  the  moving  load  along  its  lower  chord. 

TABLE  I. 


Fixed-load 

Moving-load 

• 

Pixed-load 

Moving-load 

Member. 

Stress 

Stress 

Member. 

Stress 

Stress 

in  Pounds. 

in  Pounds. 

in  Poimds. 

in  Pounds. 

ioLi^Zi^a 

+  30,8co 

+    54,300 

UL, 

+    6,460 

+  17,100 

L4L, 

+  52,900 

+    93,200 

U,L2 

+  32,800 

+  60,200 

+  66,100 

+  116,000 

UJ.t 

—  2t,000 

-31,000 

-45.750 

—    80,700 

VJ.^ 

+  19,600 

+  41,800 

U,U2 

-52,900 

-   93,200 

vj:. 

—  11,300 

- 19,500 

u^u^ 

—  66,100 

—  116,000 

uj:. 

+    6,500 

+  26,300 

u^u. 

-  70,500 

—  124,000 

i/^. 

-     6,500 

+ 14,700 

UJ., 

-     3,230 

—  10,900 

Fig.  17  is  part  of  the  stress  sheet  for  a  similar  truss, 
designed  by  the  American  Bridge  Co.  (1905),  for  the  same 
span  and  loading  as  Fig.  16.  There  is  shown  only  the 
composition  of  the  cross-section  of  the  members  composing 
the  structure. 

Approximate  Method  Sometimes  Employed  for  Web  Members, 

In  order  to  simplify  the  determination  of  the  stresses  in 
the  web  members,  for  a  structure  carrying  a  uniform  live 


Art.  75]    APPROXIMATE  METHODS  SOMETIMES  EMPLOYED.         i8i 


load,  it  is  sometimes  the  practice  to  treat  full  panel  loads 
only,  and  to  consider  that  all  the  panel  points  between  the 
panel  cut  by  the  section  and  the  right  end  of  the  truss  carry 
such  loads. 

That  loading  is  actually  impossible,  for  if  the  panel  at 
the  head  of  the  moving  load  be  completely  covered  by  it 
so  as  to  cause  a  full  panel  load  at  one  end  of  the  panel,  there 
will  be  less  than  a  full  load  at  the  other.    The  approximation 

iPktoMxM'     lP»»toMxK'     IPtatoM'xJi' 
Mll®«#         «-»i<a«)*       MiaiSK* 
U4 U» Ue UjL 


Fig.  17. 

consists  in  considering  this  partial  panel  load  a  full  one,  so 
that  the  resulting  stresses  are  greater  than  they  should  be, 
making  the  error  on  the  side  of  safety" 

In  the  truss  of  Fig.  1 6  the  value  of  a  panel  moving  load 
is  900 Xi9  =  i7,ioo  pounds.  The  following  maximum  web 
stresses  result  by  adopting  this  method. 

For  the  member  U\L2  all  panel-points  (see  last  paragraph 
of  Art.  71)  except  L\  must  sustain  loads  of  17,100  pounds 
each.     The  reaction  at  Lo  and  the  shear  in  the  panel  'L1L2 

have  then  the  same  values  of  17,100  (  — g 

45,000  pounds,  and  the  stress  in  [/1L2  is  45,000X1.35  = 
+60,700  pounds,  or  slightly  greater  than  shown  in  Table  I. 
For  the  member  U2LZ  all  panel-points  except  L\  and 
L2  mtist  support  these  panel  loads,  and  the  shear  is 


1^,100 


( 


5+4+3+3+ 

8 


^)- 


32,000  pounds. 
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The  stress  is  then 


32,000X1.35  =*  4-43,200  pounds. 

For  the  member  C/3^4  the  stress  is  similarly  found  to  be 

/4+3-f2+i\ 
17,100! g J  X1.3S  =  +28,900  pounds. 

The  stress  for  the  counter  U^z  is 

/3+2+l\ 

i7,ioo( g — I  X1.35  =  +17,300  pounds. 

This  approximate  method  is  thus  seen  to  give  values 
slightly  greater  than  the  exact  method,  the  greatest  diver- 
gence occurring  in  those  members  at  the  center  of  the  span. 

The  exact  method  is  so  simple  in  its  application  that 
there  is  little  or  no  reason  for  using  any  other. 


Art.  76.     Stresses  in  a  Seven-panel  Deck,  Single-track  Railroad, 

Howe  Truss. 

In  this  form  of  truss  the  inclined  web  members  are  in 
compression  and  the  verticals  are  in  tension.  When  built 
with  timber  compression  members  it  has  long  been  known 


Fig.  18. 


as  the  Howe  truss.     The  skeleton  diagram  of  the  structure 
to  be  considered  is  shown  in  Fig.  18.     The  moving  load 
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will  be  supposed  to  pass  along  the  upper  chord;  hence 
the  bridge  is  a  **deck*'  structure.  The  following  are  the 
principal  dimensions  and  fixed-load  data : 

Span  ==  98  feet.  Panel  length  =  14  feet. 

Depth  =  20  feet.  Number  of  panels  =  7. 

Upper-chord  fixed  load  =  385  lbs  per  lineal  foot  per  truss. 

Lower-    ''        ''  ''    =215   "     "       "        "       "      " 

Upper-    *  *        *  *  **  per  truss  panel  =  5400  lbs. 

Lower-  ^  =3000 

tan  LqU\L\  =0.7.  sec  LqU\L\  =  1.22. 

The  moving  load  will  consist  of  Cooper's  locomotives 
E  40,  the  weights  of  which  are  shown  on  p.  56 ;  and  this 
load  will  be  taken  as  passing  from  right  to  left.  The 
weights  will  be  numbered  Wi,  W2,  etc.,  beginning  with  the 
pilot-wheel  of  the  first  locomotive. 

The  web  stresses  will  first  be  determined,  beginning 
with  the  first  counterbrace  needed.  As  the  number  of 
panels  is  seven,  n  in  eq.  (4)  of  Art.  70  is  equal  to  7.  Let  it 
be  required  to  ascertain  whether  the  compression  cotmter- 
brace  C/6^4  is  necessary.  If  the  train  is  so  placed  that  W2 
rests  at  t/s,  the  bridge  will  carry  the  weights  {W\ . . .  W^ 
=  206,000  poimds,  or  103,000  potmds  on  each  truss;  one 
truss  only  will  be  considered.  Now  ^W\  =70,000  pounds 
and  7  (Wi +W^2)  =210,000.  Since  the  total  load  on  the 
bridge  is  foimd  to  lie  between  these  values,  by  the  principles 
of  Art.  70  it  is  placed  to  give  the  greatest  compressive  shear 
in  L4U5,  or  tensile  shear  in  U4LS.  The  reaction  at  Lq  may 
be  found  by  the  aid  of  the  tabulation  on  p.  94 ,  W^  being 
4  feet  from  U7 : 

1,640,000  -f  (103,000  X4)  - 

K  = g =  20,900  pounds ; 

the  downward  force  at  U4  is  — ==5,700  pounds,  and 

14 
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therefore  the  shear  is  15,200  pounds.  The  dead-load  shear 
in  the  same  panel  is  8,400  pounds.  As  the  latter  is 
less  than  and  opposite  in  kind  to  that  of  the  moving 
load,  the  coimter  post  or  strut  LiJJn  must  be  introduced. 
Since  the  difference  in  these  shears  is  very  small,  it  is 
evident  that  no  other  counterbrace  between  U^  and  f/7 
is  needed,  and  that  conclusion  may  be  easily  verified. 

By  proceeding  in  precisely  the  same  manner  for  the 
shears  in  the  other  panels,  the  following  quantities  are 
found,  when  eq.  (4)  of  Art.  70  is  satisfied,  Wn  representing 
the  last  wheel  on  the  truss,  and  x  its  distance  from  the 
right  abutment : 

For  greatest  shear  in 

U2UZ...W2''   C73...H^n  =  W^ii...^=o; 
The  shears  are  then  as  follows : 

Shear  in  UJJ^"-^  1,640,000  +  103,000X4]— —X  8o,ooo«   15,200  lbs. 
"     '*  ^•^4"^[  3*496,000+ 142,000 X a]— ^X  80,000-  32,700  ** 
"     "  U^U^^-^[  5,848,000+  ]-~X  80,000-  53,900  " 

"      "  UjU2^-^[  8,728,ooo+232,oooX4]-7-X230,ooo-  82,200  ** 
"     "  C/o^i-^[",04i,ooo+258,oooX4]-^X23o,ooo-ii6,6oo  *' 

The  shears  in  the  inclined  web  members  only  have 
been  given,  because  each  pair  of  braces  that  intersect  in 
the  chord  not  traversed  by  the  moving  load  take  their 
greatest  stresses  with  the  same  position  of  moving  load. 
Braces  UiLi  and  L1U29  U2L2  and  L2U3,  etc.,  thus  go 
together  in  pairs. 
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The  moving-load  stresses,  by  the  aid  of  the  preceding 
res  tilts,  will  then  take  the  following  values: 


LqU\  =116,600X1.22  =  —142,000  lbs. 

LiU2=^  82,200X1.22  =» -100,000  *' 

LiU\  =  +82,200  lbs 

L2Uz^   53,900 X  1.22  «—  65,600  *' 

i^C/2=  +53,900  '* 

LzU4='  32,700X1.22=-  39,100   " 

L3f/3=  4-32,700  '* 

LaUb^   15,200X1.22=-   18,500   " 

L4(/4=  4-15,200*' 

The  dead-load  stresses  in  these  web  members  are  as 
follows : 


LqUx  =  (4  X  3,000  +  3  X  5,400)  1.22 
C/iLi  =  (3  X 3,000  +  2  X  5,400)  I 
LiC72  =  (2  X3,ooo  +  2  X 5,400)  1.22 
U2L2  =  (2  X  3,000  + 1  X  5,400)  I 
I^Uz-^ii  X3,ooo-f  I  X 5,400)  1.22 
UzLz^ii  X3,ooo +0X5,400)  I 


—  30,700  lbs 
+  19,800 
-20,500 
+  11,400 
-10,300 
+  3»ooo 


The  positions  of  the  moving  load  for  the  greatest  chord 
stresses  are  found  by  the  aid  of  eq.  (i)  of  Art.  72,  and 
result  in  the  following  quantities : 

For  upper  chord: 


f/if/4..  .H^7  at    U3..,Wn-^Wifi.,.X 

U2Uz...Ws''    U2..-Wn='Wie...x 


o  feet ; 
o 

4 


I  ( 


( ( 


The  greatest  stress  in  upper  chord  U1U2  occurs  with 
the  maximiun  shear  in  the  end  panel,  and  is  found  by 
taking  the  product  of  that  shear  by  the  tangent  of  its 
inclination  to  a  vertical  line.  The  shear  has  already  been 
determined  to  be  116,600  pounds,  and  the  tangent  is  0.7. 
Hence 


Stressin  C7i(72=  —116,600X0.7  =  — 81, 500 lbs. 
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By  the  aid  of  the  tabulation  on  page  94,  the  following 
bending  moments  are  found : 

Upp.  chd.[/3f/4"=^[i2, 041, 000]- 2, 155, ooo«3, 005,000  ft. -lbs. 
'*       **    C72t/3=f[i2,o4i,ooo]-    830,000=2,610,000     ** 


As  the  depth  of  the  truss  is  20  feet,  the  moving-load 
chord  stresses  become 

UzU^^  -3,005,000 -f- 20=  —150,300  lbs. 
[72f^3=  —2,610,000-^20=  —130,500   *' 

The  dead-load  stresses  are  found  most  easily  by  the 

chord  increment  method: 

« 

[/sf/*  =6(5,400  +3,000)  X0.7  =  -35»30o  lbs. 
C/2f/3  =  5 (S»40o  4-3,000)  Xo.7  =  -29,400   ** 
C/if/2  =  3(S»4oo+3,ooo)  X0.7-  -17,600 


<  f 


It  is  to  be  observed  that  the  upper-  and  lower-chord 
stresses  are  the  same  in  pairs,  i.e.,  in  the  same  oblique 
panel.  The  stresses  in  one  chord  can  then  always  be 
written  from  those  in  the  other,  as  is  done  here : 

LqLi  =  +  81,500  lbs.  for  moving  load, 


=  4-  17,600 
LiL2=  +130,500 

=  +  29,400 
L2L3=  +150,300 

=  +  35»3oo 


fixed  load ;     . 
moving  load, 
for  fixed  load ; 
for  moving  load, 
for  fixed  load ; 


The  moments  remain  the  same  whether  the  upper 
or  the  lower  extremity  of  any  vertical  brace  is  taken  for 
the  moment  origin ;  hence  the  equality  of  upper-  and  lower- 
chord  stresses  in  the  same  oblique  panel.  The  member 
LoC/o  is  not  a  member  of  the  truss  proper;    it  is  simply 
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a  post,  if  used,  which  transfers  the  load  brought  by  the 
floor  system  to  its  cap  at  Uq, 

The  member  UoU\  is  also  not  a  member  of  the  truss. 
It  is  a  stringer  between  f/o  and  U\. 

In  Table  I  are  given  the  values  of  all  the  stresses  as 
determined : 


Fixed-load 

Moving-1oad 

1 

Fixed-load 

Moving-load 

Member. 

Stresses 

Stresses 

Member. 

Stresses 

Stresses 

in  Pounds. 

in  Pounds. 

1 

in  Pounds. 

in  Pounds. 

U,U^ L^, 

—  17,600 

—  8i,«;oo 

\       ^r^^^ 

+  19,800 

+   82,200 

U,U, L,L, 

—  29,400 

-130,500 

U^Ly 

-20,500 

—  100,000 

u,u,^-Lj:, L^, 

-35*300 

-150,300 

UtU 

-1-11,400 

+    53,900 

L,U, 

-30,700 

— 142,000 

ux. 

- 10,300 

-    65,600 

uj:. 

+    3,000 

+   32,700 

I     UJ., 

-    18,500 

'    u^. 

-    39,100 

If  the  truss  becomes  a  through  one  (i.e.,  with  the  load 
on  the  lower  chord) ,  the  same  pairs  of  web  jnembers  do  not 
intersect  in  the  unloaded  chord ;  hence  a  different  position 
of  the  moving  load  must  be  taken  for  the  greatest  shears 
in  half  the  braces.  A  simple  inspection  of  the  diagram 
will  show  at  once  that  the  position  of  the  moving  load 
for  the  greatest  shears  in  the  oblique  or  compression  braces 
must  be  the  same  whether  that  load  traverses  the  upper 
or  lower  chord.  For  the  vertical  braces,  however,  the 
moving  load  must  be  advanced  in  the  lower  chord  at  least 
one  panel  (more  in  some  cases)  beyond  its  position  on  the 
upper.  Hence  the  vertical-brace  stresses  will  be  greater 
in  a  through-truss  than  those  foimd  with  the  moving  load 
on  the  upper  chord,  while  the  stresses  in  the  oblique  braces 
remain  the  same,  showing  that  this  type  of  truss  is  better 
adapted  to  the  deck  than  the  through  form. 

The  following  conclusions  may  be  drawn  from  the 
preceding  analyses: 

The  dead-load  shear  in  any  main  web  member  is  equal  to 
the  total  dead  load  between  the  center  of  the  span  and  the 
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member  itself.  This  applies,  however,  only  to  trusses  sjnn- 
metrical  about  a  vertical  line  at  mid-span.  If  the  number 
of  panels  in  the  span  is  odd,  the  shear  in  the  inclined  web 
members,  or  diagonals  of  the  center  panel,  for  a  Howe  or 
a  Pratt  truss  will  be  zero.  If  the  number  of  panels  is  even, 
the  shear  in  each  of  the  diagonals  running  from  the  center 
panel-point  will  be  one  half  of  an  upper-  and  lower-chord 
panel  load. 


Art.  77.   Stresses  in  a  Six-panel,  Single-track^  Through  Railroad 

Bridge,  Web  Members  all  Inclined. 

The  case  taken  will  be  that  shown  in  Fig.  19.  The 
span  /is  120  feet ;  the  depth  rf,  20  feet ;  the  panel  length  p, 
20  feet;  the  angle  a  between  any  web  member  and  a 
vertical,  26°  40'.  The  moving  load  will  be  Cooper's  E  40, 
two  locomotives  followed  by  a  uniform  train. 


Fig.  19. 

The  weight  per  linear  foot,  w,  of  the  two  trusses  and 
included  bracing  may  be  estimated  by  the  formula  w  =  al, 
a  being  an  empirical  constant  here  assumed  at  6.  The 
upper-  and  lower-chord  panel  weight  per  truss  will  then 

-==3,600  pounds.     The  lower-chord  panel- 


be 


2X2 


points  carry  also  the  weight  of  the  floor  system  taken 
at  500  pounds,  and  the  weight  of  ties,  rails,  guard-tim- 
bers, and  fastenings,  taken  at  400  poimds  per  linear  foot 
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of  Span.    The  lower-chord  fixed  panel  weights  are  there- 
fore 

000  X  20 
3,600  H =  1 2,600  potinds. 

tan  a  =0.50, 
sec  a  =  1.119. 

The  following  tabulation  will  indicate  sufficiently 
the  methods  of  determining  the  dead-load  shears  and 
stresses. 

Since  the  truss  is  symmetrical,  the  shear  in  any  web 
member  will  be  the  load  between  that  member  and  the 
center.     Hence : 

For  Fixed  Loads. 

Shear  in  C/2^3  =  6,300, 

.'.  Stress=  6,300X1.119=+   7,100  lbs. 

Shear  in  C/2-L2  =  6,300+  3,600=  9,900, 

.'.  Stress=  9,900X1.119= —11,000  lbs. 

Shear  in  C/iL2  =  18,900+  3,600  =  22,500, 

.'.  Stress  =  22, 500X1. 1 19  =  +25,200  lbs. 

Shear  in  t/iLi  =  18,900+   7,200  =  26,100, 

.'.  Stress  =  26,100X1.119  =  —  29,200  lbs. 

Shear  in  t/oLi  =31,500+   7,260=38,700, 

.*.  Stress  =  38,700X1.119=  +43,300  lbs. 

Shear  in  C/o-^o  =31,500 +  10,800  =42,300, 

.•.  Stress  =42,300X1.119=  —47,400  lbs. 

The  stress  in  LqLi  is  the  product  of  the  shear  in  the 
end  panel  by  tan  a  \ 

.',  LoLi  =42,300X0.50=  +21,200  pounds. 
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By  the  method  of  chord  increments  the  following  stresses 
may  then  be  found: 

L1L2  =  21,200  +  (38,700  +  26,100)0.50  =  +  53,600  lbs., 
i^2i-3==  53,600 +  (22,500+  9,900)0.50= +69,800  lbs. 

The  last  stress  may  be  checked  by  the  method  of  moments. 
The  moment  of  the  external  forces  acting  on  the  left 
of  a  section  passed  through  U2U3,  U2L2,  and  L2L3,  about 
f/2,  is 

42,300X50  —  12,600(30  +  10)  —3,600(40  +  20) 

=  1,395,000  ft. -lbs. ; 

the  lever-arm  of  L2L3  is  20  feet,  and  therefore  its  stress  = 
69,750  pounds,  which  is  a  satisfactory  check. 

The  stresses  in  the  upper-chord  members  may  also 
be  found  by  the  method  of  increments: 

UoUi  =  -(42,300  +38,700)5.0  =  -40,500  lbs. 

C/if/2=  —[40,5oo  +  (26, 100  +  22, 500). 5]=  —64,800  ** 
f/2f/3= -[64,800+   (9,900+   6,300^.5]= -72,900  ** 

Live-load  Stresses. 

Since  there  are  six  panels,  the  criterion  for  the  maximum 
web  stresses  requires  one  sixth  of  all  the  load  on  the  bridge 
to  be  in  the  panel  in  question.  The  following  tabulation 
shows  the  required  positions  of  the  loading  on  the  span, 
Wn  representing  the  last  wheel  on  the  bridge,  and  x  its  dis- 
tance from  Le.  If  a  uniform  load  should  be  on  the  bridge, 
its  length  is  denoted  by  x.  There  is  also  given  the  reac- 
tion at  Lo,  and  the  downward  force  acting  at  the  panel- 
point  in  advance  of  he  panel  treated.  In  these  compu- 
tations the  moment  tabulation  given  on  page  94  has 
been  employed.  It  is  to  be  observed  that  the  two  braces 
meeting   in   the   unloaded  chord  obtain  their  maximum 
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shears  for  the  same  position  of  loading,  and  since  sec  a 
is  the  same  for  all  members,  the  stresses  in  each  pair  of 
those  braces  will  be  equal  in  amount  but  opposite  in  kind. 

For  Moving  Load. 

LoUo^  -UoLi W3  at  Li        Wn^  —        ^  =  4  feet; 

LiI7i=-C/iL2 W^''  L2        Wn=-Wie        x^o 

L2C/2=  -U2U W^''     U  W^n  =  Wl2  ^==4 

UU^^-UzU W2''  U        Wn-^W^         x^s 

UU4=-Uj:.S W2''     U  W^n=W^6  ^  =  5 


(  ( 
t  t 
(  c 
(  c 


Stress  for  LqUq 

=  [^(14,944,000+ 284,<xx>X9+ ^^^^^7^ -^(230^^ 
=  —  15 1, 000  lbs. 

Stress  for  LiUi 

=  [y^(i2,o4i,ooo)-^(i30,ooo)]i.ii9=  - 110,000  lbs. 

Stress  for  L2U2 

=  [^^(6, 708,000+ 192,000X4)— ^(i3o,ooo)]i.  119  •= —68,400  lbs. 

Stress  for  L3C/3 

=  [7i^(3»496,ooo+ i42,oooXs)-^(8o,ooo)]i. 119  = -34,800  lbs. 

Stress  for  L^JJ^ 

'"[7^(^30><:>oo+9o,oooX5)-~(8o,ooo)]i.ii9  =  -  6,000  lbs. 

The  live-load  stress  in  U^La,  symmetrical  with  U1L2, 
is  —6000,  while  the  dead-load  stress  is  +25,200  pounds; 
hence  this  member  need  not  be  count erbraced. 

The  member  UzLz  must,  however,  be  so  built  as  to  carry 
a  live-load  stress  of  —34,800  and  a  dead-load  stress  of 
+  7,100  pounds;  it  is  therefore  said  to  be  counterbraced. 
If  I/3L3  is  to  resist  tension  only,  a  member  must  be  intro- 
duced between  the  points  f/2  and  L4  to  take  the  moving- 
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load  shear  in  tension.  In  order  to  provide  for  the  move- 
ment of  the  load  in  the  opposite  direction,  a  member 
would  also  have  to  be  introduced  between  Uz  and  L2. 
These  members  would  be  counterbraces 

It  is  now  clear  that  the  extent  to  which  a  main  web 
member  must  be  counterbraced  is  found  by  taking  the 
excess  of  the  moving-load  stress  over  that  caused  by  the 
fixed  load.  At  first  sight  it  would  appear  that  the  same 
method  should  hold  in  determining  counterbrace  stresses, 
as  in  the  (leases  of  the  preceding  articles,  since  it  may  be 
supposed  that  the  main  brace  will  carry  shear  until  its 
fixed-load  stress  is  neutralized.  This  presupposes,  how- 
ever, that  there  is  such  an  exact  adjustment  of  members 
that  each  will  perform  just  the  amount  of  duty  assigned 
to  it.  As  that  is  an  end  never  completely  realized,  it  is 
only  prudent  to  suppose  that  the  counterbrace  takes  all 
the  moving-load  shear.  This  procedure  appears  the  more 
advisable  when  one  reflects  that  counterbraces  are  sub- 
ject to  the  greatest  fatigue  of  all  truss  members,  and 
that  the  amount  of  metal  concerned  is  small. 

The  moving-load  chord  stresses  remain  to  be  found, 
and  it  will  be  necessary  to  resort  to  the  methods  of  Art.  72, 
Cases  I  and  II,  in  order  to  determine  the  proper  positions 
of  loading  of  the  stresses  in  the  various  panels. 

Since  none  of  the  Web  members  is  vertical,  the  positions 
of  the  moving  load  for  the  greatest  stresses  in  the  lower- 
chord  panels  will  be  given  by  eq.  (4)  of  Art.  72.  For  this 
case  q  in  that  equation  will  be  one  half  the  panel  length. 

It  will  be  found  necessary  to  bring  4  and  3  feet,  respect- 
ively, of  the  tmiform  load  on  the  bridge  for  the  stresses  in 
the  lower-chord  panels  L1L2  and  L2L3.  The  condition  of 
greatest  stress  in  the  lower-chord  end  panel  LqLi  coincides 
with  that  for  the  end  post,  and  it  has  already  been  found. 
The  criterion  will  be  satisfied  in  the  case  of  L1L2  when 
wheel  No.  3  rests  at  Li,  and  for  L2L8  when  wheel  No.  6 
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rests  at  L2.     The  reactions  at  Lq  will  be  found  to  be  re- 
spectively 134,100  and  130,^00  poiinds. 

For  L1L2  the  moment  at  U\  is  then  found  to  be 

M  =  134,100  X  30  —230,000  —  50,000  X 10 

/  460,000  + 53,000  Xi\ 
-  \^ -^ j  10  ==3,037,000  ft.-lbs. 

For  L2L3  the  moment  at  U2  is 

M  =  130,900  X50  —  1,640,000  —  103,000  Xio 

/  208,000 +  39,000  X4\  ^  ..    „ 

-  ^ — j  10=  3,693,000  ft.-lbs. 

The  negative  quantities  are  always  the  negative  mo- 
ments caused  by  the  downward  forces  acting  at  the  panel- 
points  between  Lo  and  the  left  end  of  the  panel  cut  by  the 
section. 

The  stresses  are  found  by  dividing  by  the  depth  of 
truss,  20  feet,  i.e.. 

Stress  in  LiLz^  +151,800  lbs. 
'*      L2L3=  +184,700   *' 

The  criterion  for  the  maximum  stress  in  the  upper-chord 
members  is  eq.  (i)  of  Art.  72,  W/  being  the  wheel  placed 
at  the  center  of  moments,  Wn  the  last  wheel  on  the  bridge, 
and  X  either  the  distance  of  Wn  from  the  right  abutment 
if  there  is  no  tmiform  load  on  the  bridge  or  the  length 
of  the  uniform  load  on  the  bridge. 

/'     I 
For  UqUi  •  •  •  T  "5  I     ^n  =  W^3 ;      ^  =  4  feet  tmiform  load. 


<  < 


<  ( 


U1U2.... 


'-7;    w^«'-M^«;    *-3 
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For  these  positions  of  loading  the  moments  and  stresses 
are,  respectively, 

Mat  Li  ==2,650,000  ft.-lbs.;     /.  f/ot/i  = —132,500  lbs. 
M**  L2  =3,625,000      "      ;         {7if/2- -181,300   '' 
W  L3  =3,834,000      "      ;         6^2^/3= -191,700   '' 

It  is  to  be  observed  that  the  chord  stresses  found  above 
may  not  be  the  absolute  maxima,  as,  with  concentrated 
loads,  several  positions  may  satisfy  the  criterion. 

As  a  simple  check  on  the  moment  at  L3,  the  moment 
at  that  point  caused  by  the  uniform  load  may  be  deter- 

mined.      This  moment  is  expressed  by  -q-,  w  being  the 

intensity  of  2000  pounds  per  linear  foot,  and  /  the  span 
length  in  feet.  In  the  present  case  its  value  is  3,600,000 
foot-pounds.  This  serves  to  show  that  no  large  error  in 
calculation  has  occurred. 

The  ranges  of  stress  for  which  the  members  must  be 
designed  are  shown  in  Table  I, 

TABLE  I. 


Member. 

Pixed-loa<f 

Stress 
in  Pounds. 

1 

Moving-load 

Stress 

in  Pounds. 

Member. 

Pixed-Ioad 

Stress 
in  Pounds. 

MoVing-load 
Stress 
in  Pounds. 

£,£, 

+  21,200 
+  53,600 
+  69,800 

u,u 

+  43,300 
—  29,200 

+  25,200 

+  151,000 
—  110,000 
+  110,000 

L,U, 

-47,400 

—  151,000 

UUt 

—  11,000 

r  -    68,400 
\+   34,800 

U,U, 

-40,500 

I/at, 

+    7,100 

r  -  34,800 
\+  68,400 

-64,800 
-  72,900 

« 

Art.  78.    Stresses  in  a  Double-intersection  Pratt  or  Murphy- 

Whipple  Truss. 

The  style  of  truss  shown  in  Fig.  20,  next  to  be  treated, 
was  at  one  time,  in  the  early  days  of  iron-bridge  building, 
more  common  than  any  other  in  American  practice.     It 
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is  now  rarely  if  ever  used,  although  many  trusses  of  this 
type  are  still  standing.  Its  treatment  will  illimiinate  some 
features  of  the  double-  or  multiple-intersection  systems. 

It  is  preferable  to  arrange  this  type  of  truss  with  an 
even  number  of  panels,  as  the  stress  ambiguity  is  then 
reduced  to  an  unimportant  matter.  In  order  to  show 
the  extent  to  which  ambiguity  may  arise,  an  odd  number 
of  panels  has  been  selected  in  the  present  example.  As 
is  evident,  the  criteria  of  the  preceding  articles  for  web 


Ui      Ui      U»      U4     u* 


^. 


""li 
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and  chord  stresses  cannot  be  applied  to  multiple  systems 
of  triangulation.  It  is  only  possible  to  assume  that  each 
system  acts  as  an  independent  truss,  and  to  determine 
by  trial  the  greatest  possible  concentrations  at  the  head 
of  the  train  in  one  system,  and  consider  such,  concentra- 
tions the  head  of  the  moving  load  in  that  system. 

In  this  class  of  structure,  the  use  of  wheel-load  concen- 
trations would  complicate  the  problem  excessively.  Those 
concentrations  may  therefore  be  replaced  by  equivalent 
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concentrations  at  panel-points.  In  the  problem  under 
consideration  the  locomotives  will  be  replaced  by  four 
panel  loads,  each  of  40,000  pounds  and  represented  by 
«/.  The  panel  loads  caused  by  the  uniform  load,  repre- 
sented by  Wy  will  be  taken  at  26,000  pounds.  Only  full 
panel  loads  will  be  considered,  since  the  treatment  to  be 
employed  is  at  best  approximate  and  the  use  of  full  panel 
loads  leads  only  to  small  errors  on  the  side  of  safety.  Ordi- 
narily no  two  concentrations  will  be  exactly  equal,  but 
the  assumption  is  sufficiently  accurate.* 

The  truss  under  consideration  is  composed  of  two 
systems  of  right-angled  triangulation,  shown  in  Figs.  21 
and  22. 

Before  passing  to  the  computations  it  is  well  to  observe 
that  although  the  action  of  the  loads  in  one  system  may 
be  considered  as  taking  place  independently  of  the  actions 
of  the  loads  in  the  other,  at  the  same  time  equal  loads 
symmetrically  placed  in  reference  to  the  center,  though 
resting  on  different  systems  of  triangulation,  may  be  con- 
sidered counterbalanced,  i.e.,  they  cause  no  shear  in  the 
web  members  between  them.  The  web  stresses  due  to 
the  fixed  load  will  be  determined  on  the  supposition  that 
the  web  members  shown  by  the  dotted  lines  do  not  exist. 

The  data  to  be  used  are  given  below : 

Span  =210  feet .     Depth  of  truss  ^26  feet . 

Number  of  panels  =   15.  Panel  length  =»  14  * ' 

Fixed  load  for  upper-chord  panel-points  per  truss 

=  9,100  lbs.  =W  (650  lbs.  per  foot). 
Fixed  load  for  lower-chord  panel-points  per  truss 

=  14,000  lbs.  =W'  (1,000  lbs.  per  foot). 
w  =  26,000  pounds  per  panel  per  truss. 


*  The  reader  is  referred  to  the  Authors*  "Influence  Lines,"  Chapter  11,  Art.  24, 
for  the  treatment  involving  partial  panel  loads. 
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Ti/  =  40,000  pounds  per  panel  per  truss. 

e  =«;'  —w  =  14,000  lbs. 
Angle  Li2Ui4Li4=^a  Angle  L15C/14L14  =/8 

tana  =1.077  sec  a  =*i.47 

tan /8  =0.538  sec /8  =1.136 

The  excess  ^  will  be  employed  in  determining  both  the 
web  and  chord  stresses. 

The  counterbrace  L^Us  is  the  first  one  needed.  Carry- 
ing the  moving  load  on  the  bridge  from  left  to  right,  panel 
by  panel,  the  greatest  web  stresses  are  found  to  be  the 
following : 

In  Ltjf/g. .  .  Tjw;  sec  a  -^^e  sec  a  *-•  +  44,300  lbs. 

'  Lyf/g. .  .  .~z£;  sec  a -ffj^  sec  a  =«  +   57,240 

'  UUs....^w  +^^e-\-W  =-   39,240 

•  LsUio...{^^w-^^e)seca-^{W  +  W')seca 

=  +104,120 

'  LgUii...(^^w  +  '^e+W  +  W')seca 
'  LioUio--'f,w-¥'^^e  +  2W  +  W' 

*  Liot/i2..{f7W'+77^  +  2(H^  +  tyOlseca 

'  LuUis.  ,{^W'{-'^e  +  2(W  +W')\seca 


'  Li2Ui4..{^w+l^e  +  3{W  +  W')]seca 

'  UsUi4..\'^w+^e-^3(W  +  W')]secp 
'  LisUi4.  .7{w-^W  +  W')sec  p+'^e  sec  p 


=  —  48,040 
=  +119,600 

=  -  79»94o 
=  +  169,060 
=  —  90,460 
=  +187,080 
=  —124,100 
=  +239,060 
=  -136,360 
=»  +200,660 
=  +  S4,ooo 
="  -443^460 


The  stresses  in  each  system  of  triangulation  are  found 
by  virtually  taking  that  system  as  a  single  truss  supporting 
only  the  weights  at  the  apices  belonging  to  it. 
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The  greatest  chord  stresses  will  be  obtained  by  suppos- 
.ing  the  train  to  cover  the  entire  bridge,  with  the  four 
excesses  e  at  panel-points  Li,  L2,  L3,  and  L4. 

Greatest  stress  in  t/i  f/2  =  3  («^  +  W  +  W')  [2  tan  /?  +  (tan  p 
+tana)]  +  (w  +  W  +  WO  tan  ^8  +  ^4  tan  ^+tan  a) +\e 
2  tan  /9«  —473,000  pounds. 

Here  it  should  be  explained  that  since  77^  =  3^^  is 
found  in  the  reaction  at  Lo,  the  three  ^'s  at  panel-points 
Li,  L2,  and  L3,  and  J  of  that  at  L4  may  be  taken  as  pass- 
ing directly  to  Lo,  while  §  of  the  e  at  L4  passes  to  Lis 
through  LaU^,  U^L^,  Let/gi  UgLg,  Lgt/io,  f/ioLio,  etc. 
Coimterbrace  L^Us  thus  comes  into  action. 

Greatest  stress  in  U2U3^[2(w  +  W  +  W')  +Je]  tan  a 

+473,000=  -583,820  lbs. 
U3U4-'2(w  +  W+W')  tana 

+  583,820=  -689,580  lbs. 
U^Us^iiw  +  W  +  W')- ie]  tan  a 

+  689,580=  —732,400  lbs. 
UsUe^^iw  +  W  +  W)  tana 

+  732,400=  —785,280  lbs. 

The  panel  stresses  in  C/gC/e.  UeU7,  and  UrUs  will  be 
the  same ;  and  if  the  loading  were  uniform  over  the  whole 
bridge,  the  panels  U^Ue^  U^Ut,  UrUs,  UsUg,  and  UgUio 
would  all  be  subjected  to  the  same  stress. 

Greatest  stress  in  LoLi  and  L1L2  =[7(tt;  +  W+  W)  +3^^] 

tan  /?=  +210,000  lbs. 
'*  L2Ls^[3{w  +  W  +  W')'\-iie]t8Lnp 

+  210,000  =  299,300  lbs. 
*'  L3L4=[3(x£^  +  W^  +  W^0+^]tana 

+  299,300  =  +473,020  lbs. 
L4L6  =  [2(u;  +  W  +  W')  +J^]tan  a 

+473,020=  +583,820  lbs. 


t  C  it  it 
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Greatest  stress  in  L^Lq  —  2  (tt;  +  W  4-  W)  tan  a 

+  583,820=  +689,580  lbs. 
LeLy  "  (tt/ +  W  +  W'' -  t^)tan  a 

+  689,580"=  +722,340  lbs. 
'*  LyLs-Cw  +  W^  +  t^Otana 

+  722,340=  +775,220  lbs. 

It  is  to  be  noticed  that  diagonally  opposite  panels  in 
the  upper  and  lower  chords,  up  to  the  counterbrace  Let/s, 
beginning  with  the  panels  U1U2  and  L3L4,  are  subjected 
to  the  same  amounts  of  stress,  but  of  opposite  kinds. 

If  the  loading  were  uniform  over  the  whole  bridge, 
this  equality  in  pairs  would  continue  to  the  center; 
also,  the  stresses  in  the  panels  f/gf/e,  t^ef/?,  UyUg,  UsUg, 
UgUiot  and  LyLg  would  be  equal  to  each  other. 

If  the  end  posts  were  vertical,  there  would  be  obvious 
changes  in  the  stresses  of  the  panels  LqLi,  L1L2,  and  L2L3 
(that  in  LoLi  would  be  zero).  The  upper-chord  panel 
stresses  would  not  be  changed. 

The  whole  truss  in  Fig.  20  is  composed  of  the  two 
systems  of  triangulation  shown  in  Figs.  21  and  22,  and 
each  of  these  is  to  be  considered  separately  in  checking 
the  chord  stresses  by  the  method  of  moments.  Denote 
by  (/?')  and  (R")  the  reactions  at  the  points  Lo  indicated 
by  the  same  letters  in  Figs.  21  and  22,  then  divide  the 
total  load  supported  by  each  system  into  two  parts,  accord- 
ing to  the  principle  of  the  lever,  and  there  will  result: 


(i?')  =if[7(«;  +  iy  +  M^0]+i7 -2^  =  207,570  lbs. 
(/?'')  =ii[7(«;  +  iy  +  M^')]4-if. 2^  =  182, 790  '' 


30 

If  the  diagonals  are  in  tension,  according  to  this  value 
of(i?")»  U^Ls  should  be  drawn,  and  not  L^Ug.  The  latter 
is  taken,  however,  for  a  reason  that  will  appear  presently. 

The  sum  of  (/?')  and  (/?")  is  just  equal  to  the  total 
reaction  at  Lq  in  Fig.  20,  as  it  ought  to  be. 
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If  the  stresses  in  the  panels  are  represented  by  their 
letters,  and  if  moments  are  taken  about  L5  and  L3  of 
Fig.  2 1  respectively,  there  result 

UsUs^^-LsLr 

=[(/?'  xLoLfi)  -2(u;'  +W  +  W')  (L3L5  ^iLiLg)]  -rf. 
U,Uz  =  -L3L5  =[(/?'  XL0L3)  '-{ii/+W  +  W')LiU]  ^d. 
Also  taking  moments  about  Le  and  L4  (Fig.  22) : 
U^Ue  =[(i?"  xLoLe)  -2{u/  -{-W -\-W')  (LJ^  -^^121^)]  ^d. 

Similar  expressions  will  give  the  chord  stress  in  every 
panel  of  Figs.  21  and  22,  and  having  found  these,  the  re- 
sultant stresses  in  Fig.  20  are  simply  the  simis  of  the 
proper  pairs  taken  from  Figs.  21  and  22. 

Thus,  U^Us  -  UsUs  +  UJJq, 

L3L4  =£^3/^5  -\-L2L4f 
etc. 

This  system  of  determination  by  moments  may  be 
applied  to  any  truss  with  parallel  chords,  however  many 
systems  of  triangulation  there  may-  be. 

The  method  also  applies  to  any  irregular  loading,  for 
the  stresses  duie  to  each  panel  load  may  be  fotmd  separately, 
and  the  sum  caused  by  all  taken. 

Web  stresses  may  also  be  checked  by  the  same  method, 
since  the  increment  of  chord  stress  at  any  panel-point  is 
equal  to  the  sum  of  the  horizontal  components  of  the  stresses 
in  the  web  members  intersecting  at  the  panel-point  in 
question.     Such  a  check,  however,  is  a  tedious  one. 

Applying  the  above  equations  to  U^U^  in  Fig.  22  : 

U^Ue  =  (182,790  X84 - 2  X63,ioo  X42) -^  26  =386,700  lbs. 

Also,  to  U5U7,  in  Fig.  21 : 

{U^Ut)  =(207,570X98-2  x63,iooX7o-  49,100X28)  -5-  26 
=  389,900  lbs. 
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But  the  sum  of  these  two  is  776,600  pounds,  whereas 
UsUq  =  785,280  pounds.  This  discrepancy,  not  very  great, 
is  easily  explained.  The  loading  (w  +  W -^W)  is  counter- 
balanced in  Fig.  20,  but  is  not  in  Figs.  21  and  22. 

In  Fig.  20  all  the  load  on  the  left  of  the  center  of  the 
span,  except  fe  at  L4,  is  assumed  to  pass  directly  to  Lq. 
Hence  in  Figs.  21  and  22,  to  be  consistent  with  Fig.  20, 
there  should  be  taken : 

(jR')  ==4(t£;+W^  +  W) +2^  =  224,400  lbs. 
(/?")=3(«^  +  W  +  W^0+*^  =  i6s,97o   ' 

Introducing  these  in  the  general  formula, 

UsUfi  =  UaUq  -f  U5U7  =[224,400X98 4- 165,970 X84 

—  63,100  X84  — 63,100X140  —  49,100  X 28] -^ 26  =  785,500  lbs. 

This  result  agrees  sufficiently  well  with  that  obtained 
by  the  trigonometrical  method. 

With  the  last  value  of  (-R'Oi  L^Us  will  be  in  tension. 

It  is  thus  seen  that  with  an  uneven  number  of  panels 
a  little  ambiguity  exists  both  in  reference  to  the  greatest . 
chord  stresses  and  the  greatest  web  stresses,  when  there 
are  two  systems  of  triangulation.  This  ambiguity  always 
exists,  whatever  the  number  of  systems,  if  the  component  sys- 
tems are  not  symmetrical  in  reference  to  the  center  line  of  the 
span,  and  it  always  disappears  if  they  are  symmetrical  in 
reference  to  that  line. 

With  an  even  number  of  panels  in  the  span  and  two 
systems  of  triangulation  no  ambiguity  exists. 

These  observations  in  reference  to  ambiguity  apply  as 
well  to  isosceles  bracing  as  to  vertical  and  diagonal. 

In  the  example  taken  there  are  only  two  systems  of 
triangulation,  but  precisely  the  same  method  is  to  be 
followed  whatever  the  number.  In  determining  the  web 
stresses,  each  system  is  supposed  to  carry  those  moving 
weights  only  which  rest  at  its  apices,  and  the  same  is  true 
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in  reference  to  chord  stresses  for  unsymmetrical  loading, 
uniform  loading  being  supposed  counterbalanced  for  either 
stresses. 

The  slight  changes  to  be  made  for  an  overhead  bridge, 
or  for  verticals  in  tension  and  diagonals  in  compression, 
are  evident  from  what  has  already  been  given  in  preceding 
articles. 

It  is  seen  that  any  two  web  members  intersecting  in 
the  chord  not  traversed  by  the  moving  load  receive  their 
greatest  stresses  at  the  same  time.  The  principle  is  a 
general  one. 

When  built  in  iron,  this  truss  is  frequently  called  the 
Linville  truss. 


Art.  79.  Stresses  in  a  Double-intersection  Truss  with  Uniform 

Diagonal  Bracing. 

This  truss  is  shown  in  Fig.  23,  and,  although  taken 
here  as  an  ordinary  pin-connection  bridge,  precisely  the 
same  method  of  calculation  is  to  be  used  for  a  ** lattice" 
truss  with  riveted  connections.  The  usual  numbering  of 
the  panel-points  will  be  replaced  by  that  shown. 


^7m 


Fig.  23. 

No  locomotive  excess  will  be  taken,  but  a  heavy  moving 
load  of  uniform  density  will  be  assumed.  The  following 
are  the  data : 

Span  =182  feet.     Depth  =23  feet. 

Panel  length  =  13      *  *       Number  of  panels  =  14. 
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Fixed  load: 

W  (upper)  =  450  lbs.  per  ft.  =  5,850  lbs.  per  panel  per  truss. 
W  (lower)  =800  *'     *'  '*   =10,400 
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Moving  load : 

ze;  =  28oo  lbs.  per  foot  =  36,400  lbs.  per  panel  per  truss. 

Angle  AaB^a, 

tana  —0.565.  seca=i.i5. 

W  sec  a      =6,730  lbs.  W  sec  a  =  11,960  lbs. 

w 

—  sec  a       =3,000   '*  TV  tan  a  =  3i3io   ** 

14 

W^'.tana     =5,880   "  w  tan  a   =20,560   ** 

The  vertical  members  aB  and  tS  are  for  tension  only. 

The  moving  load  will  be  taken  as  passing  from  A  to  T, 
and  its  head  will  be  supposed  to  rest  at  the  various  panel- 
points  in  succession,  in  the  determination  of  the  web 
stresses. 

The  stress  in  any  member  is  indicated  by  inclosing  in 
a  parenthesis  the  letters  which  belong  to  it  in  the  figure. 

Head  of  Moving  Load  at  D, 

(dF)  =  {|W'-fW-^zt/(sec  a=  +(11,000 Xsec  a)  lbs. 

Hence  the  stress  in  dF  will  always  be  tension,  and  this 
member  need  not  be  coimterbraced. 

Head  of  Moving  Load  at  E. 
(Ee) -={-^w-W' -iW\  sec  a  ^  -(358olbs.  Xsec  a)  lbs. 

Hence  the  stress  in  Ee  will  always  be  compression,  and 
this  member  need  not  be  counterbraced. 

The  web  stresses  desired  are,  then,  the  following : 

(F/) (W-^     ty-^i£;)  seca= -f   14,300  lbs. 

(eG)    =     (     TV'+  iW-^w)  seca^-     2,680    '' 
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(Gg)    =  -  (  iW-~iv)  sec  a  =  +  32,640  lbs. 

(fH)   =     (  ^W  -^w)  seca=  -  21,020 

(Hh)  =     (  iW  +^w)  sec  a  =  +   53,980 

(gK)  =  -  (  ^w  +  '^)  sec  a  =  -  39,360 

(Kk)  =  (  pr'+  iPF+^a;)  sec  a=+  75,320 
(/iL)  =  -(  iW'+  W+^w)  sec  a  =  -  60,700 
(L/)  =  (i^W'+  l^+ila;)  sec  a=+  99,660 
(kO)  =  -  (  W'  +  iW  +^w)  sec  a  =  -  82,040 
(Oo)  =  (  2W'  +  i^W+^w)  sec  a  =  +124,000 
(IP)  =  - (i^W  +  2W  +^w)  sec  a  =  - 106,400 
(Pp)  =  (2iW'+  2W^+f^a;)  sec  a= +151,360 
(oQ)  =-(  2Pr'  +  2iW^+f^w;)  sec  a  =-130,740 
(Qt)  =  (  3^^'  +  2iW  +^w)  sec  a  =  + 1 78,700 
ipS)  =  -(2iW'+  sW+^w)  sec  a  =  -158,080 
(IT)  =-ii(W'+  W+  a;)  sec  a  =-394,480 
(tS)    =       3^W'+  sW+^w  =+181,360 

With  the  moving  load  covering  the  whole  bridge,  the 
following  chord  stresses  are  found: 

(ab) (g^W  +  9!^  +9iw)   tan  a  =  - 282,920  lbs. 

(6c)  =(ab)    -5(W'  +  W^+7t;)  tana  =-431,660 

(cd)  =(bc)    -4(W^'+W+w)  tana         550,660 

(de)  =(cd)    -3(W'+W+m;)  tana  =-639,990 

(ef)  =  (de)    -  2  (W'  +  PF  +  w)  tan  a  =  -  699,400 

(fg)  =(«/)     -   (W"  +  W^+a')tana  =-729,140 

(AB)  =  6i(t^'  +  W^+«;)  tana  =+193,360 

(BQ  =  (AB)  +  (2^W'  +3W  +  2\w)  tan  a  =  +  269,380 

(CD)  =(BC)  +s(W'  +  W+w)  tana  =  +418,120 

(DE)  =  (CD)  +  4(1^'  +  W^ + w)  tan  a  =+  53 7, 100 

(EF)  =  (DE)  +  3 (H^'  +  W^ + a;)  tan  a  =+  626,340 

(FG)  =  (EF)  +2(W'+W+w)  tana  =  +  685,840 

(GH)  =  (FG)  +    (W'+W+w)  tan  a  =  +715,600 
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The  following  operations  constitute  a  check  on  the 
accuracy  of  the  chord  stresses. 

The  horizontal  forces  exerted  at  the  joints  g  and  H, 
respectively,  are: 

(fs)     "  i^  ^^^  ^  "*  ~  730,800  lbs. 

and  {GH)+i{W'+w)  tan  a=  +728,820  '' 

The  horizontal  force  exerted  at  either  one  of  these 
joints,  as  found  by  the  moment  method,  is: 

7(W'+W  +  w)Xo,2SXi82 

=  729,000  lbs. 

23  ^' 

The  agreement  is  close. 

It  is  to  be  observed  that  (Ff)  is  the  greatest  tensile 
stress  in  hL,  also;  and,  on  the  other  hand,  that  (hL)  is 
the  greatest  compression  stress  Ff,  Similar  observations 
apply  to  the  pairs  of  members  eG,  kK\  Gg,  Kg\  fH,  Hh, 

These,  consequently,  are  the  only  web  members  which 
need  to  be  coimterbraced. 

Precisely  the  same  methods  of  calculation  apply 
whatever  may  be  the  number  of  systems  of  triangulation 
or  the  character  of  the  load,  or  whether  the  truss  be  a 
through  or  a  deck  one. 

If  Fig.  23  represented  a  deck  truss,  however,  the  com- 
pressive web  stresses  would  be  increased  and  the  tensile 
ones  diminished,  while  the  chord  stresses  would  remain 
the  same.  Since  the  increase  of  compression  in  any  web 
member  would  numerically  exceed  the  decrease  of  tension 
in  the  adjacent  one,  the  truss  is  better  adapted  to  a  through 
load  than  a  deck  load. 
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Art.  80.  Stresses  in  a  Double-intersection  Truss,  with  Uniforkn 
Diagonal  Bracing,  and  with  Subdiyided  Panels. 

An  economical  truss,  in  point  of  quantity  of  material, 
is  that  shown  in  Fig.  24.  The  truss  has  the  ordinary 
isosceles  bracing  formed  of  two  systems  of  triangulation, 
but  a  half  of  the  floor  system  and  moving  load  is  carried 
by  verticals  directly  to  the  intersections  E,  F,  etc. 

Half  the  weight  of  the  trusses  is  supported  at  the  apices 
of  the  main  systems,  as  H  and  M  in  the  upper  chord, 
and  half  at  the  apices,  as  P  and  R   in  the  lower  chord, 


d  W/ 
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Fig.  24. 

The  truss  chosen  is  a  deck  or  overhead  truss ;  consequently 
half  the  floor  system  and  moving  load  will  be  supported 
by  the  verticals  in  compression.  The  weight  of  the  floor 
system  will  be  taken  at  300  pounds  per  foot  of  truss  and 
the  moving  load  taken  will  be  a  imiform  one  weighing 
2,700  poimds  per  foot  of  truss.  Full  panel  live  loads  only 
will  be  considered.  Since  the  live  load  is  heavy,  no  excess 
e  has  been  taken. 

The  following  are  the  data: 


Length  of  span        =  200  ft. 
Upper-panel  length  =  12.5** 
Lower-panel  length  =  25.0  '  * 


Depth  of  truss 
tan  CDL^taxi  a 
sec  CDL  =  sec  a 


27.75  ft. 
C.9 

I-34S 


Upper-chord  fixed  load,  per  main  panel : 


PF  =  25  X 500 +  12^X300  =  16,250  lbs. 


Art.  8o.] 


PANEL  LOADS. 
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Upper-chord  fixed  load,  per  intermediate  panel: 
Wi  ==12^X300=3,750  lbs. 

Lower-chord  fixed  load  per  panel: 
W  =^2$  X5oo  =  12,500  lbs. 

7£;=Xt/=:  12^X2700=  33,750  lbs 

The  n;iethod  of  treatment  is  as  before,  that  of  treating 
each  system  of  triangulation  separately  and  for  that  load 
only  which  rests  upon  its  own  panel-points. 

The  intermediate  loads  Wi  or  w  may  be  considered 
applied  to  the  trussing  as  follows:  Fig*  25  represents  a 
portion  of  the  truss  in  question  as  indicated  by  the  same 
letters  HMPR,  Any  weight  resting  at  K  is  carried  down 
to  the  intersection,  or  two  apices  A  and  B,  and  the 
proper  portion  of  each  load   is  htmg  at  each   apex.     In 


Fig.  25. 

the  truss  in  question,  AC,  in  the  adjoining  figure,  will 
represent  tt  of  the  weight  at  K,  and  BD  A  of  the  same 
weight,  since  the  point  K  divides  the  truss  into  two  sec- 
tions of  tt  and  A  of  the  span  respectively.  Each  of 
these  parts  is  divided  equally  between  the  two  systems  of 
bracing.  The  moving  load  is  supposed  to  pass  on  the 
bridge  from  left  to  right.  By  examination  it  is  seen  that 
o  and  s  are  the  first  members  which  need  coimterbracing. 
The  head  of  the  train  must  be  at  the  panel-point  between 
/  and  e  for  the  greatest  moving-load  stress  in  s,  and  at  the 
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panel-point  between  /  and  g  for  that  in  o,  and  at  correspond- 
ing positions  for  other  web  members. 
Fixed-load  stress  in    5  =  i( W  4-  W\)  sec  a  =  —  1 2,460  lbs. 

w 
Moving-load  stress  m5  =  (i4-3+8  +  5) —  sec  a 

32 

=  4-24,100  lbs. 

The  composition  of  the  numerical  quantities  in  the 
brackets  will  at  once  be  understood  by  observing  that  each 
live  panel  load  at  the  upper  end  of  a  vertical  strut,  as 
between  a  and  6,  c  and  d,  etc.,  is  equally  divided  between 
the  two  systems  of  bracing.  Each  live  panel  load  at  a 
main  panel  point  is  evidently  carried  wholly  by  the  system 
to  which  the  point  belongs.  The  moving-load  shear  in 
s  is  composed  of  (}XA=A)w  from  panel-point  a-6, 
(iXA=A)«/  from  panel-point  c-d,  (A=A)w  from  panel- 
point  d-e,  and  (iXA-=A)w;  from  panel-point  e-f.  Other 
shears  are  found  in  the  same  manner. 

Fixed-load  stress  in      o  =  ^{W  -f-  Wi)  sec  a  =  -h  10,920  lbs. 

w 
Moving-load  stress  m  o  =  (i+4.+ 3+5  +  12) —  sec  a 

32 

=  -35,460  lbs. 

Fixed-load  stress  in     p^^W  sec  a  —  — 10,920  lbs. 

w 
Moving-load  stress  m  />  =  (i+3+8  +  5  +  7) —  sec  a 

32 

=  +34,040  lbs. 

Fixed-load  stress  in      r  =  iiy  sec  a  =  +8,400  lbs. 

w 
Moving-load  stress  in  r  =  (i  +4  +  3  +5  +12  +7) — sec  a 

32 

=  —45,400  lbs. 

Greatest  stress  in         i  =  {Hw-^iW)  sec  a  =  —37,640  lbs. 

2=(iiw+W+iW^i)seca' 

=  +69,060  lbs. 
3  =  (If ^^  +  W)  sec  a  =  +  53,800  lbs. 
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Greatest  stress  in      4  =  (^^w + i W  +  iWi)  sec  a 

=  —82,940  lbs. 

5  =  (tiw +i)  W  +  W^i(  +  W)  sec  a 
=  —119,280  lbs. 

8  =  (Jfw  +  i)W^'  +  2T^i(+W^)  sec  a 
«=  -137,440  lbs. 

6  =  (||tt;4-iW'4-W^  +  iPyi)seca 
«  +99,740  lbs. 

7  ^(l^w  +  iW  +  W'  -^Wi)  sec  a 
=  +117,860  lbs. 

9  =  (Ifw  + 1 VT  +  ly' + 1^1)  sec  a 
=  —173,760  lbs. 

12  =  (|}w  +|M^  +  W  +iWi)  sec  a 
=  —194,760  lbs. 

11  =(Hw  +  iW'  +Wi+W)  sec  a 

=  +154,260  lbs. 
10  =  (iiw  +  ^W  +iWi+W)seca 

=  +175,180  lbs. 

13  =  (-^yw;  +|W^'  +|H^i  +2W^)  sec  a 
=  —236,740  lbs. 

16  -  (.ij^-w +|iy' +  21^1  +  2M^)  sec  a 

=  —260,600  lbs. 
15  =(|}^-f|iy  +2iy'  +fH^i)  sec  a 

=  +211,580  lbs. 
i4^{\^w+iW  +  2W'+2Wi)seca 

=  +235,320  lbs. 
i7=W-z^  +  2W^  +  2iy'  +  2H^i 

=  —  200,000  lbs. 
i8^W  +w=  —50,000  lbs. 

The  stress  in  17  added  to  the  vertical  component  of 
the  stress  in  ^i 6  is  equal  to  (8ie;+4W  +  4Wi +3iW')  the 
weight  of  the  truss  and  its  load,  as  it  should.  This  con- 
stitutes a  check  on  the  work  if,  as  was  done,  each  web 
stress  is  found  by  adding  a  proper  increment  to  a  preced- 
ing one. 
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For  the  greatest  chord  stresses  the  load  will  cover  the 
whole  bridge. 

Stress  in  a  or  6  =  {^\w  ■\-^W  +  2W'  +2W1)  tan  a 

=  -157,500  lbs. 
c  or  d  =^  (6w  +  3W'  -\- iWi  +sW)  tan  a  4- 157,500 

=  —427,500  lbs. 
e  or  f  =^ 2(2W  +  W  +  W I  +W')  tan  a +427,500 

=»  —607,500  lbs. 
g  or  h  => {2W  +  W  +  Wi  +W')  tan  a +607,500 

=  —697,500  lbs. 

=  (4W-{'2W-\-2Wi+  iW)  tan  a 

=  +174,380  lbs. 

=  i{2w  +  W-^Wi+  W)  tan  a  + 1 74,380 

=  +444,380  lbs. 

==2i2W-\-W  +  Wi  +W0  tan  a  +444,380 

=  624,380  lbs. 

=  (2w  +  W  +  Wi-\-W')  tan  a +624.380 

=  +714,380  lbs. 

In  determining  these  values,  it  is  to  be  remembered 
that  the  increment  of  chord  stress  at  any  panel-point  is 
equal  to  the  sum  of  the  horizontal  components  of  the 
stresses  in  the  web  members  intersectmg  at  that  point. 

The  restilts  for  g  or  h  or  k  may  be  easily  verified  by 
the  method  of  moments.  Let  /  be  the  span  in  feet,  and 
d  the  depth  of  a  flanged  beam,  in  feet  also;  then  if  w  is 
the  load  per  foot,  the  flange  stress  at  the  center,  as  is 

well  known,  will  be  ^.     To  apply  this  to  the  present  case, 

(w  +  W  +  Wi+  W)  must   be  written  for  w,  and  /  and  d 
have  the  values  respectively  of  200.00  and^  27.75.     Hence 

■^  =720,800  lbs. 

Since  the  resultant  stress  at  either  of  the  center  joints 
is  horizontal  in  direction  for  a  uniform  load  from  end  to 
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end  of  the  truss,  the  value  corresponding  to  the  above  will 
be  found  by  adding  to  the  stress  in  h  the  horizontal  com- 
ponent of  the  stress  in  brace  i,  for  the  supposed  uniform 
load ;  or  by  adding  to  that  in  panel  k  the  horizontal  com- 
ponent of  that  in  brace  3. 

/w  +  W\ 
Horizontal  component  in  i  =  ( I  tan  a  =  2  2 ,  500  lbs. 

and 

697,500  +  22,500  =  720,000  lbs. 

W 
Horizontal  component  in  3  « tan  a  =  5,620  lbs. 

and  714,380  +  5620  =  720,000  lbs. 

Both  of  the  above  results  are  satisfactory  verifications. 
They  would  have  agreed  exactly,  but  0.9  is  not  the  exact 
value  of  tan  a. 

If  the  bridge  were  a  through  one,  the  general  method 
of  calculation  would  be  exactly  the  same ;  the  slight  changes 
in  the  details  of  the  operations  are  sufficiently  obvious 
after  what  has  been  said  before. 

As  a  through-truss  there  wotdd  be  some  saving  of  ma- 
terial, for  the  secondary  verticals  18  would  be  in  tension. 

A  much  greater  saving  might  be  effected  by  using 
inclined  end  posts,  in  which  case  a  short  beam  or  girder 
would  take  the  place  of  the  end  panels  LC,  and  braces  15 
would  be  vertical  and  rtm  up  to  L,  while  braces  18,  14, 
and  17  would  be  omitted  altogether. 

Art.  81.  Skew-bridges. 

Skew-bridges  are  those  in  which  the  ends  of  the  trusses 
do  not  lie  in  a  line  perpendicular  to  the  axis  of  the  bridge. 
The  skew  is  the  distance  between  the  projections  of  the 
ends  of  the  trusses  measured  on  the  axis  of  the  bridge. 
This  distance  is  not  necessarily  the  same  at  the  two  ends. 
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In  Pig.  27,  which  represents  the  plan  of  the  lower-chord 
system  of  a  skew-bridge,  the  skew  at  the  left  end  of  the 
bridge  is  a  full  panel  length,  or  LqLi,  while  at  the  right 
end  of  the  bridge  it  is  eL^  =  cd.  This  example  illustrates  a 
skew-bridge  in  the  most  general  form. 

It  is  customary  to  place  the  floor-beams,  supportii^ 
the  floor  system,  at  right  angles  to  the  trusses,  as  shown 
in  the  figure,  and  for  convenience  iri  the  manufacture  of 
the  details  of  the  portal  bracing  it  is  generally  preferable 
to  design  the  end  posts  of  opposite  trusses  with  the  same 
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FiO.  28.     (ELEVATION  OF  NEAR  TRUSS.       1 
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inclination.  This  result  is  attained  by  moving  the  upper 
end  of  the  end  post  of  the  further  truss,  that  is,  U^'  in 
Fig.  26,  half  the  skew  distance  back  of  the  vertical  pro- 
jection of  Le',  while  t/e,  Fig.  28,  is  moved  half  the  skew 
distance  in  advance  of  the  vertical  projection  of  Le.  The 
members  U^'L^,  Fig.  26,  and  U^j,  Fig.  28,  will  then  be 
parallel.  The  upper-chord  members  UsUe  and  UsU^  will 
not  be  equal  in  length,  nor  will  UqLq  and  L^e^e  be  either 
parallel  or  vertical ;  but  this  is  usually  preferable  to  having 
the  end  posts  non-parallel. 

At  the  left  end  of  the  bridge  a  simpler  procedure  may 
be  followed,  for  the  skew  distance  is  a  full  panel  length. 
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Should  the  skew  distances  at  the  two  ends  of  the  bridge 
be  equal,  the  two  trusses  would  be  exactly  alike  except 
that  they  would  be  turned  end  for  end. 

The  methods  of  the  preceding  articles  apply  in  all 
respects  to  skew-bridges,  so  far  as  the  general  principles 
are  concerned. 

It  will  be  sufficiently  accurate  in  all  cases  to  treat  the 
moving  load  as  if  it  were  passing  along  the  center  line  LL 
or  L'L'  of  each  track,  as  shown  in  Pigs.  29  and  30. ' 

In  the  case  of  the  single-track  bridge,  Fig.  29,  if  the  load 


Fig.  29. 

is  passing  from  right  to  left,  the  moving  load  does  not 
rest  on  the  truss  CD  until  it  passes  the  point  C\  and  con- 
tinues to  act  on  that  truss  until  it  passes  to  a  corresponding 
distance  to  the  left  of  D,  it  being  borne  in  mind  that  all 
moving  load  is  transferred  to  the  trusses  by  transverse 
floor-beams  placed  normal  to  the  axis  of  the  bridge.  It 
results  from  these  considerations  that  if  the  load  passes 
from  right  to  left  in  Fig.  29  and  along  LL,  the  reactions 
at  D  will  be  greater  than  a  half  of  those  at  K  in  the  center 
line  of  the  track  by  the  amoimt  of  the  half -products  of 
the  total  load  corresponding  to  those  reactions  multiplied 
by  the  ratio 

CC 
CD' 
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Hence  if  R  is  any  reaction  at  K  for  the  clear  span  along 
the  center  line  of  the  track  and  IW  the  total  load,  the 
corresponding  reaction  at  D  will  be  » 


2         2  CD 


On  the  other  hand,  with  the  load  moving  in  the  same 
direction,  the  reaction  at  A  will  be 


R     I CC 

2       2  CD 


IW, 


In  the  equations  of  the  precediag  articles,  the  expres- 


sion 


(W^i+W^a-f.  .  .'^Wn){x±CC) 


is  then  to  be  written  in  place  of 

according  to  the  direction  in  which  the  train  is  moving; 
but  the  negative  portions  of  those  equations  are  to  remain 
unchanged.  It  is  to  be  remembered  that  the  quantity  x 
is  to  be  measured  on  the  center  line. 


Fig.  30. 

In  the  case  of  the  double-track  skew-bridge  of  Fig.  30, 
in  which  there  are  the  two  trusses  AB  and  CD  only,  pre- 
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cisely  the  same  observations  hold.  For  one  track,  how-^ 
ever,  CC"  is  to  be  used  and  CC  for  the  other.  Separate 
computations  are  to  be  made  for  each  track  for  each  truss. 
If  there  are  three  trusses  in  the  double-track  bridge  in 
Fig.  30,  each  pair  of  trusses  constitutes  a  single-track 
bridge  for  the  track  between,  and  is  to  be  treated  precisely 
as  Fig.  29. 

If  the  skew  is  so  great  that  one  or  more  floor-beams 
have  their  end  or  ends  resting  on  the  masonry,  obvious 
modifications  must  be  made  according  to  the  preceding 
general  principles.  The  general  method  of  influence  lines  * 
is,  however,  so  much  simpler  than  the  analytical  treatment, 
for  the  determination  of  stresses  in  a  skew  span,  that  no 
detailed  illustration  of  the  analytical  method  will  be  given. 

Art.  82.  Effect  of  Centrifugal  Forces. 

If  the  track  on  a  railroad  truss-bridge  is  on  a  curve,  the 
center  line  of  the  track  will  no  longer  coincide  with  the  cen- 
ter line  between  the  trusses.  If  it  be  at  first  assumed  that 
the  outer  rail  is  not  elevated  above  the  inner  rail,  and 
furthermore  if  the  live  load  be  assumed  stationary,  that 
is,  with  no  centrifugal  force  acting,  the  moving  load  will 
no  longer  be  equally  divided  between  the  two  trusses. 
This  is  clearly  shown  by  Fig.  31,  which  is  the  plan  of  the 


Onter  Cine  of  Outer  Tnim 


OmtvrLlBe 
of  Bridge 


oTTkMk 


FT 


Center  Llue  ofliiuerTruaB 
Fig.  31. 


lower  chord  of  a  through-bridge.  The  center  line  of  the 
truss  is  shown  as  AB,  and  the  center  line  of  the  track  as 
MN,     The  width  between  trusses  is  6,  and  at  any  panel 


*  Sec  page  119  of  the  Authors'  "  Influence  Lines." 
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point,  such  as  KK,  the  eccentricity  of  the  center  line  of 
the  track  is  e.  The  distribution  of  a  panel  live  load  P, 
at  7,  to  the  panel -points  K  and  ivof  the  trusses  is  then 
found  simply  by  the  law  of  the  lever.     The  outer  truss  will 


P/b       \       ,    .    .  P/b       \      ^,  ^ 

carry  "t(  "~  +^ )  and  the  inner  truss  t-I  -  —ej.     If,  however, 

the  outer  rail  be  elevated  above  the  inner  by  an  amount 


Fig.  32. 

w,  the  center  of  gravity  of  the  loading  will  not  coincide 
with  the  center  line  of  the  track,  but,  as  is  shown  in  Pig.  32, 
it  will  fall  toward  the  inner  truss  by  an  amount 

ei  =/i  sin  a. 

In  this  equation  h  is  the  distance  of  the  center  of  gravity 
of  the  train  above  the  plane  of  the  tops  of  the  rails,  and  a 
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fn 
is  the  angle  of  elevation  of  the  rails,  so  that  sina=--;-,  g 

being  the  gauge  distance  between  the  rails.  Hence  the 
panel  load  P  will  be  divided  between  the  two  trusses  m  the 
ratios  of 

l—  +e—h  sin  a j-r     and     ( e+h  sin  ajr. 

If,  finally,  the  train  be  assumed  in  motion  so  that  a  cen- 
trifugal force  is  caused  to  act  horizontally  in  a  radial  direc- 
tion at  the  center  of  gravity  of  the  loading,  an  overturning 
effect  as  well  as  a  direct  thrust  against  the  trusses  will  be 
caused.  The  amotmt  of  this  centrifugal  force,  F,  may  be 
shown  to  be,  by  the  laws  of  mechanics^ 

V2 


F^ 


32.2/?' 


where  V«  the.  velocity  of  the  train  in  feet  per  second,  i?=» 
the  radius  of  curvature  of  the  track  in  feet,  and  32.2  is 
the  acceleration  due  to  gravity. 

Let  there  be  assumed  two  equal  and  opposite  forces, 
F,  acting  in  the  plane  of  the  pins  of  the  lower  chord  and 
parallel  to  the  line  of  action  of  the  centrifugal  force  F ;  these 
forces  affect  in  no  way  the  equilibrium  of  the  structure. 
The  force,  F,  acting  at  the  center  of  gravity  may  then  be 
combined  with  one  of  the  forces  acting  in  the  line  of  the 
pins  so  as  to  form  a  couple  whose  moment  is  F-<i- cos  a. 
The  effect  of  this  couple  is  to  throw  additional  weight  on 
the  outer  truss,  and  correspondingly  to  relieve  the  inner 
truss.  There  still  remains,  then,  the  one  force,  F,  acting 
directly  in  the  line  of  the  lower-chord  pins,  to  be  resisted 
by  the  lower  lateral  bracing.  Although  the  centrifugal 
force  acts  radially,  its  line  of  action  may  be  taken  normal 
to  the  axis  of  the  truss  without  sensible  error,  and  it  will 
be  so  taken. 
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The  couple  F-d  cos  a  is  resisted  by  an  equal  and  op- 
posite couple  caused  by  forces  acting  in  the  planes  of  the 
trusses  with  the  lever-arm  6,  the  value  of  the  force  of  this 
latter  couple  being 

F-d'Cos  a 


since  o  is  the  distance  between  the  trusses. 

Combining  finally  all  the  effects  caused  by  curvature, 
it  will  be  fotmd  that,  with  a  vertical  panel  load  P,  the  load 
<:arried  by  the  outer  truss  will  be 


P 
b 


I h  sin  a +e+Fd  cos  aV      .     .     .     (i) 


and  that  carried  by  the  inner  truss 

P/b 


-^(-•hhsina—e-Fd  cosaj.      ...     (2) 

Eq.  (2)  will  obtain  its  maximum  value  when  the  train  is 
standing  still,  for  then  F=o;  the  greatest  load  carried  by 
the  inner  truss  will,  therefore,  be 


P 
b 


\^-+hsma-'ej (3) 


The  greatest  load  carried  by  the  outer  truss  is  given  by 

eq.  (i). 

It  is  to  be  noted  that  the  effect  of  shock,  in  designing 
the  members  of  the  inner  truss,  is  lost  if  the  train  is  as- 
sumed to  be  without  motion.  The  error  involved  in  adding 
an  impact  increment  to  the  live-load  stress  fotmd  with  the 
aid  of  eq.  (3)  is,  however,  on  the  side  of  safety,  and  such 
allowance  should  be  made. 

The  judgment  of  the  engineer  must  play  a  prominent 
part  in  the  treatment  of  bridge-trusses  carrying  a  curved 
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railway  track.  If  wheel  concentrations  are  used,  the  posi- 
tions of  loading  for  maximum  stresses  may  be  fo\md  by 
the  use  of  criteria  for  a  straight  track  laid  along  the  axis 
of  the  bridge.  The  corresponding  panel  loads  may  then  be 
used  in  eqs.  (i)  and  (3)  for  determining  the  actual  panel 
loads  given  to  the  trusses  by  the  proper  eccentricities  at 
each  panel.  These  latter  adjusted  panel  loads  may  then 
be  used  to  determine  the  stresses  in  the  truss  members. 
Or,  again,  imiform  panel  loads  may  be  used  in  practically 
the  same  general  manner,  without  resorting  to  train  con- 
centrations. In  all  ordinary  cases  no  essential  error  will 
be  involved  in  the  use  of  uniform  panel  loads. 

The  use  of  the  moment  table  or  diagram  shown  on  page 
94  is  convenient  for  finding  the  values  of  panel  loads  for 
systems  of  locomotive  concentrations,  as  the  following  will 
demonstrate. 

* 

Let  n-i,  «,  and  n-fi  (Fig.  33)  indicate  three  succes- 
sive panel-points  of   a  truss  whose  panel  lengths  are  all 


Fig.  II. 


equal.  The  position  of  the  wheel  concentrations  is  as- 
sumed fixed,  as  shown  in  the  figure,  and  it  is  desired  to 
obtain  the  value  of  the  panel  load  at  n. 

Let  Mn-u  Mn,  and  Mn+i  indicate  the  sums  of  the 
moments  of  all  the  preceding  wheel  loads  about  the  (n  —  i)th, 
nth,  and  (n-l-i)th  panel-points  respectively,  these  quanti- 
ties being  readily  obtained  from  the  moment  diagram. 

That  portion,  Pn',  of  the  loads  W^s  +  W^e  +  .  .  .  lying  in 
the  panel  pn+i  and    transferred   to  the  point  n  may  be 
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found  in  the  method  of  moments,  the  center  of  moments 
being  taken  at  n  -I- 1 . 

The  moment  of  all  wheel  loads  between  the  left  end  of 
the  truss  and  the  point  n  +  i  must  be  decreased  by  the 
moment  about  the  same  point,  n  +  i,  of  all  wheel  loads 
lying  between  the  left  end  of  the  truss  and  the  point  n. 
That  is, 

p^^^M^_l[Mn  +  (Wi+W2  +  Ws+W,)p]    .     (i> 
P        P 

'-^^-^-Wi-W2-Ws-W4.  .     .     .     (2) 

Similarly,  that  portion  P/'  of  the  loads  Wz  4-  W4  4- .  .  . 
lying  in  panel  />„  which  is  transferred  to  n  is  foimd  by 
first  obtaining  the  portion  (Pn-i)  carried  to  point  n  —  i 
and  subtracting  that  quantity  from  W^  +  W4  + .  .  .  That 
is, 

Pn-.l-^'^-^-W^-W2 (3) 

P  P 

M        AT 

.:  Pn"  ■=  w^s + w^4  -^  + -r-  +  >^1 + W2.    .     (4> 

p  p 

The  panel  reaction  P„  is  then  equal  to  Pn+Pn",  i.e., 

^» -p (5) 

Eq.  (5)  involves  only  quantities  that  may  readily 
be  foimd  in  the  moment  table  already  cited.  The  use 
of  eq.  (5)  simplifies  greatly  the  labor  involved  in  obtain- 
ing panel  loads. 

It  is  obviously  practicable  to  adjust  the  position  of  a 
curved  track  on  a  bridge  so  as  to  equalize  to  a  large  extent 
the  effects  of  curvature  on  the  two  trusses.  The  most 
advantageous  position  of  the  track  in  reference  to  the 
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center  line  of  the  bridge  should  be  sought  in  every  case 
so  as  to  make  the  stresses  in  the  two  trusses  as  nearly- 
alike  as  practicable.  It  is  also  evident  that  the  trusses 
of  a  bridge  carrying  a  railroad  track  on  a  curve  must  be 
placed  farther  apart  on  centers  in  order  to  give  suitable 
minimum  clearance  than  in  the  case  of  a  straight  track 
laid  on  the  center  line  of  the  bridge.  An  excellent  paper 
showing  the  treatment  of  bridge-trusses  carrying  a  rail- 
road track  on  a  curve  and  designed  for  a  rapidly  moving 
train  was  contributed  to  the  American  Society  of  Civil 
Engineers  by  Mr.  Ward  Baldwin,  M.  Am.  Soc.  C.  E.,  in 
1 89 1,  and  it  may  be  found  in  Vol.  XXV  of  the  Transactions 
of  that  Society.  It  is  not  necessary  to  show  here  a  stress 
sheet,  with  the  details  of  the  computations  required  to 
meet  the  conditions  outlined  above,  as  such  computations 
exhibit  nothing  new.  If  it  is  desired,  a  reference  can 
readily  be  made  to  Mr.  Baldwin's  paper. 


CHAPTER  V. 

NON-CONTINUOUS  TRUSSES  WITH  CHORDS  NOT  PARALLEL. 

Art.  83.  General  Methods. 

The  determination  of  stresses  in  trusses  with  chords 
not  parallel  can  be  accomplished  conveniently  by  the  method 
of  moments  for  either  fixed  or  moving  loads;  or  by  the 
graphic  method,  especially  for  fixed  loads. 

So  long  as  three  members  at  most  are  cut  by  any  sec- 
tion whatever  dividing  the  truss  into  two  parts,  the  problem 
of  the  determination  of  the  stresses  in  those  members 
is  determinate.  In  such  a  case  the  problem  pertains  to 
the  equilibriimi  of  any  system  of  three  forces  parallel  to 
a  given  plane,  for  the  solution  of  which  there  are  three 
equations  of  condition. 

Let  Fig.  I  represent  a  portion  of  any  truss  divided 
into  two  parts  by  the  section  AB]  and  let  F,  G,  and  H 
be  the  points  of  intersection  with  the  three  members 
f/Tf/g,  l^i^iy  and  L^Li,  and  let  IP  be  the  resultant  of 
all  the  external  forces  acting  on  that  portion  of  the  truss 
lying  on  the  left  of  AB.  The  external  forces  are  known 
and  the  stresses  in  the  members  cut  are  required. 

Any  one  of  those  stresses  may  be  determined  by  the 

method  of  moments  if  the  origin  of  moments  be  properly 

located.     If  the  origin  be  taken  at  the  point  of  intersection 

of  the  lines  of  action  of  any  two  of  the  stresses,  the  moments 

of  those  stresses  will  be  zero.     Hence  as  a  general  principle, 

in  order  to  determine  any  one  of  those  unknown  stresses 
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by  the  method  of  moments,  the  origin  of  moments  is  to 
be  taken  at  the  intersection  of  the  lines  of  action  of  the 
other  two.  The  moment  of  the  third  xmknown  stress  can 
then  be  placed  equal  to  the  resultant  moment  of  the 
external  forces,  giving  one  equation  with  one  unknown 
quantity. 

Suppose  in  Fig.  i  that  the  stress  in  C/yC/g  is  to  be  foimd 
by  moments.  L7  is  the  point  of  intersection  of  f/7^7  and 
LeL?;  consequently  it  is  the  origin  of  moments.  The 
lever-arm  of  that  stress  is  the  normal  distance  from  Lt 

'A 


Fig.  1. 

to  1/7 f/g.  The  kind  of  stress  in  U^U^  can  always  be 
determined  by  the  method  treated  fully  in  Art.  65. 

If  any  one  of  the  three  stresses  is  known,  either  of  the 
others  may  be  foimd  by  taking  the  origin  of  moments 
anywhere  on  the  line  of  action  of  the  third  force. 

This  method  of  moments  or  sections  is  perfectly  general 
and  is  independent  of  the  character  of  the  curve  of  the 
upper  chord.  It  may  equally  well  be  applied  to  trusses 
with  both  chords  curved  or  to  trusses  with  parallel  chords. 

The  graphic  methods  of  stress  solution  may  be  found 
completely  treated  in  the  Authors'  **  Influence  Lines,"  in 
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which  the  first  chapter  is  devoted  to  the  determination 
of  the  stresses  in  any  simply  supported  truss.  In  this 
chapter  analytical  methods  only  will  be  employed. 


Art.  84.  Fixed-load  Stresses — Example. 

The  preceding  principles  will  be  applied  in  obtaining 
the  stresses  due  to  the  fixed  or  dead  loads  for  the  truss 
shown  in  Fig.  2.     The  following  data  are  required: 

Length  of  span  =  200  ft. 
Number  of  panels  =  8. 
Height  at  center  =  36  ft. 
Height  of  [/2^2  =  33  ft. 
Height  of  [/iLi==28ft. 


Fig.  2. 

The  truss  is  designed  for  a  single-track  through-bridge. 
The  stresses  due  to  the  fixed  and  moving  loads  will  be 
found  separately,  and  those  due  to  moving  loads  will  be 
given  in  a  succeeding  article  The  members  shown  by 
dotted  lines  are  the  coimterbraces  and  are  not  supposed 
to  be  subjected  to  dead-load  stresses.  In  this  problem,  how- 
ever, it  will  be  supposed  that  when  the  live  load  brings 
these  counterbraces  into  action,  they  will  carry  in  com- 
pression their  proper  proportion  of  the  dead  load.  In 
that  case  the  partictdar  main  web  members  affected  must 
be  assumed  to  carry  no  fixed-load  stresses. 

The  track,  including  rails,  ties,  etc.,  is  taken  to  weigh 
400  pounds  per  linear  foot  of  bridge,  while  the  weight  of 
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the  floor  system  (stringers  and  floor-beams)  is  assumed 
at  460  pounds  per  linear  foot.  The  trusses  themselves 
weigh  1,200  pounds  per  linear  foot.  This  last  value  may 
be  fotmd  by  means  of  the  usual  formula,  w^al,  a  in  this 
case  being  taken  equal  to  6.  The  weight  of  the  track 
and  floor  system  is  carried  at  the  lower  panel-points  only, 
but  the  weight  of  the  trusses  is  equally  divided  between 
the  upper  and  lower  chords.  Each  upper-chord  panel 
weight  per  truss  will  then  be  2  5  X  i ,  200  X  J  X  J  =  7, 500  pounds. 
Each  lower-chord  panel  weight  per  truss  will'  be  7,500  + 
5,000  +  5,750  =  18,250  poimds.  The  reactions  at  the  two 
ends  of  the  truss  will  be  equal  with  a  value  3.5  X 25,750  = 
90,125  pounds.  The  stresses  in  the  various  members 
will  all  be  fotmd  by  the  method  of  moments. 

The  stress  in  the  end  post  LqUi  is  found  by  taking 
moments  about  Li  of  all  the  external  forces  situated 
to  the  left  of  a  section  passed  through  LoC/i  and  LqLi. 
In  this  case  these  forces  reduce  simply  to  the  end  reaction 
of  90,125  pounds.  The  lever-arm  of  LoC/i  is  18.6  feet, 
therefore  the  stress 

90.125X25 
LqUi  = g-T =  -121,000  lbs. 

The  stresses  in  the  lower  chords  LqL\  and  L1L2  are 
equal.  Their  moment  is  to  be  taken  about  C/i  with  the 
lever-arm  of  28  feet: 

90,125X25 

LqLi  =LiL2= o =  +00,000  lbs. 

20 

The  center  of  moments  for  L2L3  is  at  U2,  and  the 
lever-arm  is  33  feet: 

L2L3  =  (9o,i25  X50 -25,750  X25)—«  +116,000  lbs. 

00 
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Similarly, 
L3L4=[9o,i25  X 75 -25,750(50  4-25)]-^=  +134,000  lbs. 

f/if/2  =[90,125X50 -25,750X25]-—=  -119,000  lbs. 

32.5 

f/2t/3=[9o,i25X75 -25,750(25 +50)]—^ 135,000  lbs. 

3S-0 

f/8t/4  =  [9o,i25Xioo-25,75o(25 +50-1-75)]-^ 

=  —144,000  lbs. 

The  fixed-load  stress  in  the  hanger  UiL\  is  the  load 
hanging  at  its  foot,  or  a  lower-chord  panel  weight,  i.e., 

UiLi  =  +18,000  lbs. 

The  center  of  moments  for  C/1L2  is  at  the  intersection 
of  U1U2  and  L1L2,  which  is  115  feet  to  the  left  of  Lq. 
The  lever-arm  of  C/1L2  about  that  point  is  123  feet.  Taking 
moments,  there  is  found 

U1L2  =  (90,125  X 115  -25,750  X 140):;^;  =  +  55»ooo  lbs. 

123 

The  center  of  moments  for  C/2^3  is  225  feet  from  Lo, 
and  its  lever-arm  is  239  feet;  therefore 

C72^3=[9o>i25X225 -25,750(250 +  275)]— 
■=  +29,000  lbs.  nearly. 

Since  the  chords  UzU^  and  L3L4  cut  by  the  section  in 
determining  the  stress  in  [/3L4  or  UaJL^  are  parallel,  the 
stresses  in  the  latter  members  may  be  foimd  by  multiplying 
the  shears  in  the  panels  by  the  secants  of  the  angles. 
In  this  case  sec  a  =  1.22.  The  shear  is  12,875  pounds; 
therefore 

C73L4  =»  —  UaLz  =  12,875  X  1.22  =  + 16,000  lbs. 
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It  is  to  be  remembered  that  only  one  of  these  members 
acts  at  one  time,  but  either  may  be  chosen  to  act  with 
the  live  load  in  order  to  furnish  rational  results. 

The  center  of  moments  for  U^L2  is  the  same  as  for 
U^Lz,  but  the  lever-arm  is  226  feet;  the  stress  is  therefore 

C/3i'2=[9o»i25X225 -25,750(250 +275)]^^-^=  -30,000  lbs. 

The  fixed-load  stress  in  the  center  post  C/4L4  is  simply 
the  compression  caused  by  the  upper-chord  panel  weight 
of  7,500  poimds: 

UJ^A^  ~7»Soo  lbs. 

The  center  of  moments  for  U2L2  is  115  feet  from  Lq, 
and  its  lever-arm  is  165  feet;  therefore 

C/2^2=[9o.i25Xii5 -25,750X140-18,250X165]^ 
=  —23,000  lbs. 

The  member  f/2^3  is  assumed  to  act  in  determining  the 
above  stress.  If  the  counterbrace  L2UZ  be  assumed  to 
act,  the  stress  in  the  member  U2L2  is  foimd  by  including 
in  the  equation  of  moments  the  moment  of  the  stress 
in  U2L2,  since  that  member  is  also  cut  by  the  section 
dividing  the  truss. 

In  that  case 

f72L2«[9o,i25Xii5-  25,750X140 

- 18,250  X 165  -30,000  X 135]^  =  - 100  lbs. 

Similarly  for  UzLz,  if  U^L^  acts, 

UzLz  =  [90,125  X  225  -  25,750(250  +275)  -  18,250  X300] 

300 

«=  —  5000  lbs. 
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and  if  UaLz  acts, 

TT   r  .  16,000X246 

C/sLs  -  -5000  +• »  +8,400  lbs. 

o 

I 

The  dead-load  stresses  are  all  shown,  together  with  the 
live-load  and  impact  stresses,  in  Plate  III. 


Art.  85.  Position  of  Moving  Load  for  Greatest  Stress  in  any 

Web  Member. 

Two  principal  cases  occur  in  connection  with  tjrpes  of 
structures  ordinarily  used  in  engineering  practice.  That 
one  to  be  treated  first  is  the  case  arising  when  the  inter- 
section of  the  chord  sections,  in  any  panel,  lies  below  the 
inclined  web  member  in  the  same  panel.  The  other  arises 
when  the  intersection  lies  above  the  inclined  web  member. 
Applications  of  these  principal  cases  to  special  features 
can  easily  be  made  after  the  general  results  are  obtained. 

The  Intersection  of  Chord  Sections  below  the  Inclined  Web 

Member, 

Maximum  Main  Stress. 

Let  the  moving  load  pass  from  right  to  left,  as  in  Fig.  3 ; 
let  /  be  the  length  of  span;  i  the  distance  from  end 
of  span  to  the  point  of  intersection,  //,  of  the  chord  sec- 
tions in  the  panel  in  question,  w,  the  distance  from  the 
end  of  the  span  to  the  same  panel,  whose  length  is  p;  S 
the  stress  in  the  web  member  under  consideration,  and  h 
its  lever-arm  about  H;'a,  6,  c,  etc.,  the  distances  separating 
Wi  from  W2,  W2  from  W3,  etc. ;  Wu  W^2,  etc.,  the  weights 
resting  between  G  and  Z?,  and  Wz,  TF4,  etc.,  the  weights 
resting  in  the  panel  p,  while  Wn,  distant  x  from  E,  is  the 
last  weight  resting  on  the  span  from  C  to  toward  E.  V 
is  the  distance  from  D  to  the  nearest  weight,  Wz^ 


^ 


r.J 
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The  reaction  at  (7  is 


R^W^[^^^^'|' "-''') 


+  W2{^'^''^1  "'^'')  +etc.  .  .  .+iynj.     (i) 
By  taking  moments  about  if, 

3^  +  W^4^-=^%etc.)(m+i).     (2) 


-etc. -(ly 


w i 


Fig.  3. 

The  position  of  the  loading  causing  the  maximum  or 
minimum  value  of  tljis  stress  may  be  foimd  by  differentiating 
5  with  respect  to  x,  remembering  that  dx  =  —  c/fe',  and  placing^ 
the  resulting  expression  equal  to  zero: 

dx. 


dS'h^{Wi+W2  +  .  .  .+Wnn)-j^i  +  (Wi-{'W2+etc.)dx 


Hence 


dx 
-(W^3+W^4+etc.)— (w+i)  =0. 

P 


I 


(3) 


Wi+I^2+. .  .H-W^n" -7(W^i  +  M^2+etc.) 


pt 


(4) 


0*. 


V  * 
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Eq.  (4)  represents  the  criterion  to  be  used  for  deter- 
mining the  maximum  main  stress  in  the  member  5,  but 
the  following  demonstration  shows  that  it  is  equally  appli- 
cable for  maximum  co\mter-stress  if  the  first  parenthesis 
in  the  second  meinber  represents  the  load  between  the 
panel  p  and  the  left  end  of  the  span,  and  if  the  second 
represents  the  load  in  panel  p  itself.  For  the  main  stress 
the  load  will  extend  from  E  Xjo  Wi,  as  shown,  and  for  the 


Fig.  4. 

counter-stress  it  will  extend  from  G  to  W^  {Wa  being  now 
the  last  weight  toward  E). 


Maximum  Counter-stress, 

Let  the  moving  load  pass  from  left  to  right,  as  in  Fig. 
4.  As  before,  m  is  the  distance  from  the  left  end  of  the 
span  to  the  left  end  of  the  panel  p,  but  61  is  measured  from 
the  right  end  of  the  same  panel  p  to  the  nearest  weight 
in  it,  W2.  The  Wn  weight  is  now  the  weight  nearest  G. 
The  consideration  of  the  equilibrium  of  the  left  portion  of 
the  truss  requires  the  determination  of  the  left  reaction  i?'. 


^,^^^^/-a-6_etc^^^ 


H'2( 


l  —  b—c  .  .  .  —X' 


)  +  .  .  .  etc.     (5) 


J 


Art.  86.]  APPUC^TIONS  TO  SPECIAL  CASES.  231 

Moments  about  H  give 

S-h-R'-i-Wiid-ire  ...  etc.  +  x+i)  -W^ie . . .  etc.  +«+*) 

-. . .  (m  +t) (w^2^  +  W^-^  +etc.) .     (5) 

Differentiating  as  before,  remembering  thatrf*-  -dbi,  and 
placing  the  resulting  expression  equal  to  zero, 

W^+W2-\-W»+  ...    -\-Wn--l(Wi+W6-{-...    +Wn) 

% 

+  (W^2  +  W^3...)^.(>n+i),      (6) 

which  is  precisely  the  same  as  eq.  (4),  as  ah-eady  noted. 

Eq.  (4)  is  perfectly  general  in  character  and  covers  all 
systems  of  loading  whatever,  but  it  may  be  put  in  special 
forms  for  convenient  application  in  special  cases. 

Art.  86.  Applications  to  Special  Cases. 

Example  I. — Uniform  Load, 

If  the  load  is  continuous,  or  only  partially  so,  and  w  is 
its  intensity  (i.e.,  its  amoimt  per  lineal  imit)  at  any  point 
distant  x  from  £,  then  the  various  concentrations  Wu  W2, 
Ws,  etc.,  will  be'  represented  by  wdx.  If,  further,  the  load 
is  tmif orm  and  continuous,  w  is  constant,  and  Wi  4-  W2  -t- 

.  .  .  -{'Wn'^'WXiy  Xi  representing  the  length  of  imiform  load 
on  the  bridge.  In  the  same  manner,  if  X2  represents  the 
length  of  uniform  load  from  D  towards  G,  (Wi  +W2  +etc.) 

=-wx2  and  (W 3 +  W 4 -h etc.)  =-wrp,  r  being  the  fractional 
part  of  the  panel  p  covered  by  the  imiform  load  w,  Eq. 
(4)  then  becomes 

/  l(m  4-i) 


wx\  =  —rwx2  +wrp- 


pi 


or  .  _ 


^i=-^2+r/(j  +  i) (7) 
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As  with  the  general  case,  eq.  (7)  is  so  written  as  to  give 
both  maximum  main  and  coimter  stresses. 

//  the  load  is  placed  for  the  greatest  main  stress,  for  which 
X2  =0,  while  xi  =np  +rp,  in  which  np  is  the  length  of  load- 
ing from  C  towards  £, 

•       ^P+rP-'rl{^  +  i):  -'-r-i        *"  ..     •     (8) 

If  the  load  is  placed  for  the  greatest  counter-stress, 

i         .  (m       \ 
^2= -p^i+tr(y  +  i) (9) 

But  since  there  must  be  no  load  between  C  and  E,  and 
if  np^X2  is  the  length  of  load  from  D  towards  G,  and. 
x\^np+rp,  eq.  (9)  will  become 

Eqs.  (8)  and  (10)  will  enable  the  position  of  moving 
load  to  be  at  once  computed  without  trial. 

Example  II. — Loads  at  Panel-points  Only. 

If  loads  are  located  at  the  panel-points  only,  then  Wu 
W29  W3,  etc.,  will  be  the  panel  loads,  and  a,  6,  c,  etc.,  the 
panel  lengths,  and  equal  to  each  other  in  case  those  lengths 
are  uniform;  the  parenthesis  in  eq.  (2)  multiplied  by 
(m+i)  will  also  disappear.  Substituting  R  from  eq.  (i) 
in  eq.  (2)  with  the  last  parenthesis  dropped,  there  will  result 
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(^  +  i)  +.  .  .etc. +M^3(^  +  .  .  .4-^)^  +  .  .  '-^Wjj 
-(1^1+1^2+...  etc.)(/+t) (ii) 


S-h-^Wiia-^-b -{-€  +  .  ..+x)(j  +  i)'hW2(b+C'h.  .  .+x) 

xt 


Only  the  wheels  Wi  and  W2  are  between  G  and  D. 
There   are  two  groups  of  positive  quantities  in  the 

second  member  of    eq.   (11),  one  multiplied  by  (y  +  i) 

and  the  other  by  y. 

The  position  of  loading  for  a  maximum  of  5  will,  in 
the  general  case,  be  determined  by  trial  by  ascertaining 
at  what  position  this  second  group  of  positive  quantities 
ceases  to  increase  more  rapidly  (as  the  load  progresses) 
than  the  negative  difference  between  the  first  positive 
group  and  the  negative  last  member.  This  can  only 
happen  if  the  panel  weights  toward  or  in  the  vicinity 
of  Wn  are  very  heavy  relatively  to  those  toward  or  in 
the  vicinity  of  Wi.  If  the  heavy  panel  loads  are  Wi 
and  those  near  it,  i.e.,  if  the  heaviest  panel  loads  are  at  the 
head  of  the  train,  the  following  analysis  shows  the  positions 
for  maximtim  stresses,  in  which,  it  is  to  be  observed,  Wi 
is  the  rear  panel  load  for  coimter-stresses. 

Since 

(a-hb-hc-h.  .  .+x){i'hl)<{i+l)l, 
and  hence 

(a-hb  +  c^.  .  .+x)(j  +  i^<{i+l), 

it  is  clear  that  for  maximum  main  stresses  the  loads  must 
extend  from  the  farther  end  of  the  span  to  the  main  member 
in  question,  i.e.,  there  are  no  loads  Wi  and  W2^ 

Since  the  coimter-shear  is  negative,  i.e.,  opposed  in 
sign  to  the  main  shear,  the  negative  portion  of  the  second 
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member  of  eq.  (ii)  must  be  as  large  as  possible  for  the 
maximum  cotmter-shear,  and  the  positive  portion  as  small 

as  possible.     Hence  the  portion  Wz{c-\-,  .  .+^)-j-  +  .  .  •  + 

xi 
Wn~r  must  be  omitted    and  the  load  W\  placed  at  the 

panel-point  nearest  the  end  G\  i.e.,  the  load  must  cover 
that  portion  of  the  span  between  the  counter  and  the  nearest 
end  of  the  span  for  the  maximum  counter-stresses. 

Hence   for  main  web  stresses  tmder  the  assumed  con- 
ditions 

+.  .  .  +  W^»«|y,     (12) 
and  for  counter  web  stresses 

Wi{a  +6  +C+  ...+«)  +W2{h  +  c  +  . . .  +a;)  +  , . .  etc.  I 
(■y+l)-(W^l+W2+.  .  .  etc.)(^).      (13) 


•^     h 


The  conditions  on  which    eqs.  (12)  and  (13)  are  based 
are  precisely  the  same  as  if  the  chords  are  parallel.     In 

the  latter  case  d  =  oo,/t  =  oo  cos  a,  t^  =  — 1 — ,  t  =0,   and 
^-7— =sec  a. 

Art.  87. — ^The  Intersection  of  Chord  Sections  Above  the  Inclined 

Web  Member  * 

This  case  is  illustrated  by  Fig.  5,  in  which  the  stress 
S  in  the  member  DC  is  under  consideration.     The  moving 

*  The  trusses  tieated  in  Art.  87  are  rarely  used.    They  are  introduced  only  to 
make  the  treatment  complete. 
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load  is  supposed  to  pass  on  the  bridge  from  E  towards  G 
for  the  main  web  stress.  H  is  the  point  of  intersection 
of  the  chord  sections,  while  GH  and  GD  are  the  distances 
i  and  m  respectively.  All  other  notation  remains  precisely 
as  in  the  previous  case.  The  reaction,  R,  under  G  is 
given  by  eq.  (i).     Bearing  in  mind  that  the  distance  DH 


Fig.  5. 

is  now  (i-w),  and  taking  moments  about  H,  there  will 
result 

-W2{i-l'\-b+C'\-, .  .+:jf)-etc. 

^^-fPr/""^'""%etc.)(/-w).    (14) 


-{Wz 


Precisely  the  same  operation  which  follows  eq.  (2) 
shows  that  the  desired  condition  for  a  maximum  is  given 
by  the  following  equation: 


W^i+W2  +  ^3  +  .  ..+W^n  =  7(M^i+M^2+etc.) 


+  (pr3+W^4+etc.) 


l(t—m) 
pi 


(IS) 


The  different  portions  of  eq.  (15)  evidently  represent 
exactly  the  same  loads  as  the  same  portions  of  eq.  (4). 
It  is  also  clear,  from  the  same  considerations,  that  if  the 
loads  extend  from  E  to  Wu  eq.   (15)  gives  the  position 
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for  a  maximum  main  stress,  and  a  maximtim  counter- 
stress  if  they  reach  from  G  to  W^  (i.e.,  to  the  weight  farthest 
towards  E). 

Eq.  (15),  like  eq.  (4),  applies  to  any  system  of  loads 
whatever,  and  can  be  applied  to  special  cases  in  the  same 
manner. 

Example  III. — Uniform  Load. 

By  using  the  same  notation  and  the  same  process  of 
reasoning  as  in  Ex.  i,  eq.  (15)  takes  the  form  for  the  greatest 
main  stress: 

(16) 


k-t)- 


Or,  for  the  greatest  cotmter-stress : 

4H) "' 

Example  IV. — Loads  at  Panel-points  Only, 

Let  it  be  first  supposed  that  i  is  less  than  /;  i.e.,  i<l. 
The  same  general  considerations  that  were  given  in 
Ex.  II,  applied  to  eq.  (14),  will  cause  it  to  take  the  form 

Sh^-Wi{a-¥b-\'C'\-.  .  .  +x)yi  -j)  -W2{b+c  +  . .  .  +x) 

(i  -t)-  .  .  etc.  +Ws(c  +  . .  .+x)j'\-  etc. 
-h(Pri+W2+etc.)(/-i) (18) 

Since  (a+fe+c  +  . .  .+x){l-i)<l{l-i),  hence 


...+^)(i-y) 


(a+b+C  +  .  ..+:x:)    l-y)<(/-i). 
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Therefore,  in  order  that  the  second  member  of  eq.  (18) 
shall  have  its  greatest  positive  value,  the  loads  must  be  at 
all  the  panel-points,  Eq.  (18)  also  shows  that  in  the  case 
now  under  consideration  there  can  be  no  reversal  of  stress 
in  any  web  member.  In  the  inclined  member,  5,  the  stress 
will  always  be  tension,  and  always  compression  in  the 
vertical  member  passing  through  its  upper  extremity. 

The  positions  for  the  actual  maxima  stresses  can  be 
fotmd  by  trial  only,  as  they  will  depend  on  the  amotmts 
of  the  panel  loads  and  their  locations  relatively  to  each 
other. 

Let  it  next  be  supposed  that  i  is  greater  than  / ;  i.e.,  i>l. 

In  this  case  (/— t)  becomes  negative,  or  (i—l)  positive, 
and  the  conditions  for  maxima  values  are  the  same  as  those 
fixed  fcfr  eq.  (11) ;  hence  they  need  no  further  attention. 

A  remaining  example  with  the  intersection  of  chord 
sections  below  the  inclined  web  member,  and  between  it  and 
the  end  of  the  span,  can  be  treated  in  precisely  the  same 
general  manner  as  the  preceding.  The  moving  load  be- 
tween G  and  D  would  lie,  in  the  general  case,  partially  on 
one  side  of  the  point  of  intersection  and  partially  on  the 
other.  This  form  of  truss,  however,  has  little  or  no  tech- 
nical interest  and  needs  no  further  attention. 

The  preceding  treatment  applies  to  any  forms  of  trusses, 
whether  deck  or  through,  with  one  or  the  other  chord  hori- 
zontal. In  the  application  of  any  particular  formula  it  is 
only  necessary  that  the  point  of  intersection  of  the  chord 
sections  shall  be  located  according  to  the  conditions  on 
which  the  formula  is  based. 

The  treatment  also  applies  to  any  system  of  web  mem- 
bers, whether  they  are  all  inclined  at  different  angles  to  a 
vertical  line  or  at  equal  angles,  or,  again,  if,  as  in  the  fig- 
ures, a  part  of  them  are  vertical.  It  is  only  to  be  borne  in 
mind  that  two  web  members  intersecting  in  the  unloaded 
chord  take  their  greatest  stresses  together  only  when  that 
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chord  does  not  change  its  direction  at  that  point  of  intersec- 
tion.  In  case  that  direction  does  change,  the  value  of  i 
will  be  different  for  the  two  members,  although  m  will 
remain  the  same. 

The  moment  tabulation  given  on  page  94  can  be 
used  in  the  application  of  the  preceding  formulae  pre- 
cisely as  with  parallel  chords.  Short  methods  of  compu- 
tation, well  known  to  every  engineering  office,  make  their 
practical  applications  easy  and  rapid. 

In  designing  trusses  with  variable  depth,  special  care 
must  be  taken  in  determining  counter  web  stresses.  It 
frequently  happens,  in  cases  similar  to  Fig.  3,  that  coun- 
ters must  be  carried  at  least  one  panel  nearer  the  end  of 
the  span  than  parallel  chords  would  require.  Again,  the 
vertical  web  members  are  frequently  subjected  to  heavy 
tension,  with  special  conditions  of  moving  load,  at  panel- 
points  where  the  chords  change  direction. 

Art.  88.  Position  of  Moving  Load  for  Greatest  Chord  Stresses* 

Since  the  chord  stresses  under  any  given  system  of  load- 
ing depend  only  on  the  truss  depths  at  the  various  panel- 
points,  measured  in  a  direction  normal  to  the  opposite 
panels,  the  positions  of  loading  for  their  maximum  values 
with  inclined  chords  will  be  identical  with  those  determined 
in  Art.  72  for  parallel  chords.  No  new  conditions^  there- 
fore, are  to  be  developed  here.  The  equations  of  Art.  72 
are  to  be  applied  exactly  as  they  stand.  It  is  only  to  be 
remembered  that  the  lever-arm  for  any  panel  is  the  nor- 
mal erected  on  it  to  the  opposite  panel-point. 
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Art.  89. — ^Hoving-load  Stresses  in  a  Truss  with  Broken 

Upper  Chord. — ^Example. 

The  truss  to  be  taken  in  this  example  is  shown  in  Fig. 
6,  and  the  moving  load  will  be  Cooper's  E  40.  The  web 
members  will  be  treated  first. 

Web  Members, 


U1L2. 

Referring  to  the  figure,  it  will  be  fotmd  that  for  this  mem- 
ber  t  =  iis  feet,  m  =  25  feet,  /?  =  2S  feet,  /t  =  i23  feet,  and 
/  =  200  feet.  These  quantities  may  be  scaled  with  sufficient 
accuracy  from  a  well-constructed  drawing,  or  they  may  be 


Fig.  6. 


fotmd  by  the  usual  trigonometric  method.    The  use  of  the 

criterion,  eq.  (4)  of  Art.  85,  requires  the  value  of  — —. — , 

which  in  this  case  is  97.4. 

Let  wheel  No.  3,  or  Wzt  as  the  wheels  may  conveniently 
be  designated,  be  placed  at  L2.  There  will  then  be  54  feet 
of  tmiform  load  on  the  bridge,  and  {Wi  +  W2  +  .  . .  +  WJ 
will  equal  284,000 +  (54X2000)  =392,000  lbs. 

If  (WZ+W4)  be  considered  either  50,000  or  70,000  lbs. 
{Ws  being  taken  either  on  the  left  or  right  of  L2),  the  cri- 
terion will  be  satisfied,  thus  indicating  the  position  for 
greatest  stress. 
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The  reaction  at  Lo  for  this  loading  will  be  fotind  by 
the  aid  of  the  tabtilation  on  page  94  to  be 

«   r              /  o           X    (54)^x2,000!  I 
/?- 1^14,944,000 +(284,000x59)  +  — ^ J— 

"  173.320  lbs.; 

230,000 
the  weight  or  load  hanging  from  Li  is =9,200  lbs. 

25 
Taking  moments  about  the  intersection  of  U1U2  and 

L1L2,  there  is  found 


C7iL2=[i73,32oXii5  -9,200X140] «  +152,000  lbs. 

123 


The  greatest  cotmter-stress  may  be  obtained  by  the  aid 
of   the    same   criterion,    but   the   quantity  -r= —  =  1.74 

must  be  included,  as  the  following  will  show. 

Let  W2  be  placed  at  Li,  the  train  now  advancing  from 
left  to  right.  Wq  will  then  be  i  foot  from  Lq  and 
(TV1+W2  +  .  .  .-^Wn)  will  be  103,000  potmds;  {W^-^W^) 
will  be  either  10,000  or  30,000  potmds,  and  (W1+W2) 
either  93,000  or  73,000  potmds.  According  to  the  criterion 
103,000  must  lie  between  the  values  of  (  —  1.74X93,000)  + 
(97.4X10,000)  and  (-1.74X73,000) +  (97.4X30,000). 

Since  it  is  so  foimd,  this  position  satisfies  the  conditions 
for  greatest  negative  stress.  In  determining  the  value  of 
that  stress,  it  will  be  more  simple  to  treat  the  external 
forces  situated  to  the  right  of  the  section  passed  through 
the  truss. 

The  reaction  at  Lg  is  then 

R  =[1,640,000  +  (103,000  X i)] — -  =8,700  lbs., 
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and  the  negative  weight  at  L2  is  3,200  pounds.    Therefore 
r/iL2  =[8,700X325 -3,200X165] — -  -18,000  lbs. 

I 

4  I 

Since  this  compressive  stress  is  much  less  than  the 
dead-load  tensile  stress,  this  panel  needs  no  counter- 
bracing. 

In  this   member   1=225,    ^  =  5o»  P^^S^  ^  =  239,  and 

l{nt  -l-i)  / 

/  =  2oo.     Hence  — 7-: —  =  11.2,   and  —=0.80. 

Placing  Wz  at  L3,  there  will  be  29  feet  of  uniform 
load  on  the  bridge,  and 

(W1+W2  +  .  .  .+prn)  =[284,000 +  (29,200X2)] 

=  342,000  lbs. 

Either  30,000  or  50,000  potuids  may  be  considered  in 
the  panel.  The  criterion  is  therefore  satisfied.  The 
reaction  at  L^^  becomes 

T^       I   r                      /  «                 X     (29)2x2,000! 
-R=*— [^14,944,000 +  (284,000X34)  + ^ J 

=  127,120  lbs. 

The  negative  weight  at  Lg  is,  as  before,  9200  potmds. 
Taking  moments  about  the  intersection  of  the  proper  chord 
members,  there  is  found 

I 

f/2^3  =[(127,120X225)  -(9,200X275)]-—=  +  109,000  lbs. 

239 

The  loads  will  be  taken  to  advance  from  left  to  right 
for  the  greatest  counter-stress,  and  W2  will  be  placed  at  L2. 
Wio  is  then  2  feet  from  Lq.     Then 
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Wi-\-W^'\-.  ,  .-l-PV„  =  152,000, 
Wi  +W2  =  10,000  or  30,000, 
W^3  +  H^4  =  142,000  or  122,000, 

and  it  will  be  found  that  the  criterion  is  satisfied. 
The  reaction  at  Ls  becomes 

-R=[4,637,ooo  +  (i52,oooX2)]— =  24,7oolbs. 

The  negative  weight  at  Lfwill  be  3,200  pounds;  then 

I 
l/gLa^  [24, 700X425-31 200 +300]-—-=  -40,000  lbs. 

Since  this  is  greater  than  the  dead-load  stress,  the 
counter-member  L2C/3  is  brought  into  action.  Using  the 
same  position  of  the  loading,  the  same  moment  equation 
as  before  would  result,  but  the  lever-arm  of  L2C/3  is  now 
226  feet  instead  of  239  feet.     Therefore 

9,540,000 
L2UZ  = — — —  ==  +43»ooo  lbs. 

L2U2. 

For  the  member  L2f/2,  ^'  =  115,  ni  =  $o,  p  =  2$,  A  =  165, 

lini  +i) 
/  =  2oo,  and  — -^ — ==11.5,  and  the  same  position  of  the 

loading  as  for  1/2-^3  will  satisfy  the  criterion.     The  reaction 

at  1^  =  127,120  potmds,   and  the  negative  weight  at  Li 

is  9200  potmds.     Therefore 

I 
L2(/2=[i27,i2oXii5  —9,200X140]-^=  —80,000  lbs. 

When  the  cotmter-niember  L2C/3  receives  its  greatest 
tension,  the  post  U2L2  will  act  no  longer  as  a  true  web 
member  of  the  truss;    but  the  load  or  shear  carried  to 
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panel-point  L2  will  be  transferred  to  the  abutment  Lq 
through  the  web  member  C/1L2.  The  post  L2C/2,  strictly 
speaking,  carries,  therefore,  no  counter-stresses,  but  it  is 
subjected  to  some  tensile  stress,  since  it  must  provide 
for  the  difference  in  the  vertical  components  of  the  upper- 
chord  members  U\U2  and  U2UZ  which  meet  at  an  angle 
at  r/2.  This  tension  has  its  greatest  value  when  these  upper- 
chord  stresses  have  their  greatest  values,  consistent  with 
the  action  of  stress  in  the  cotmter  L2C/3.  The  proper 
treatment  of  this  tensile  stress  is  most  conveniently  given 
by  the  method  of  influence  lines,*  and  it  need  not  be 
considered  by  analjrtical  methods. 

The  member  UzLz  is  subjected  to  a  similar  tensile 
stress.  The  values  for  both  members  are  shown  on  the 
stress  sheet. 

This  member  is  a  hanger  only,  and  its  greatest  live- 
load  stress  is  caused  by  the  maximum  floor-beam  reaction 
at  its  foot.  The  criterion  to  be  used  is  eq.  (3),  Art.  69, 
Chap.  IV,  which  is  satisfied  by  placing  W^  at  Li.  The 
stress  caused  is  then  76,000  potmds  tension. 

UzU 

The  maximum  stress  in  this  member  is  obtained  by 

the  use  of  the  criterion  for  trusses  with  parallel  chords, 

viz.,  that  n  times  the  load  in  the  panel  should  equal  the 

total  load  on  the  bridge.     In  this  case  n,   the  number 

of  panels  in  the  bridge,  is  8,  and  W^  at  L4  will  satisfy 

the  criterion,  there  being  4  feet  of  uniform  load  on  the 

bridge.     The  reaction  at  Lq  then  equals 

r,     r                       /         «          N     (4)^X2,000!   I 
R  =  1^14,944,000  +  (9  X284,ooo)  + ^ J— 

=  87,580  lbs. 


JLi. 


*  For  the  detailed  analysis,  and  the  solution  in  detail  of  a  problem,  see  the 
authors'  "In^uence  Lines,"  page  no. 
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The  negative  weight  at  L3  is  9200  lbs.,  and  the  shear 
is  87,500—9,200  =  78,400  lbs.  The  secant  between  C/3L4 
and  the  vertical  is  1.22,  and  therefore 

t/8L4  =  78,400X1.22  =  +96,000  lbs. 

UUi. 

The  same  criterion  for  parallel  chord  trusses  is  to  be 
employed  for  this  member  as  in  the  preceding  case.  It  is 
satisfied  with  Wa  at  Li,  thus  bringing  84  feet  of  uniform 
load  on  the  bridge.  The  reaction  at  Lq  becomes  236,400 
lbs.,  and  the  load  to  be  subtracted  from  it  because  carried 
by  the  end  stringers  to  their  end  seats  (if  end  struts  be  used 
and  not  an  end  floor-beam)  will  be  19,200  lbs.  The  shear 
in  the  panel  is  then  218,000  lbs.  The  secant  of  the  angle 
is  1.34,  therefore  the  stress  is 

LoU\  =  —292,000  lbs. 

The  stresses  in  the  chord  members  remain  to  be  de- 
mined. 

Chord  Members. 

LqLi  and  L1L2. 

The  maximum  stress  in  these  members  is  found  with 

the  same  position  of  loading  as  the  end  post  and  by  multi- 

pljdng  the  effective  end  shear  by  the  tangent  of  the  angle, 

0.894 : 

LoLi  »=LiL2  =  2 18,000  Xo. 894=  +194,000  lbs. 

L2L8  and  U1U2. 

The  center  of  moments  for  the  member  L2L3  is  at  [/2. 
The  criterion,  eq.  (i)  of  Art.  72,  is  satisfied  by  placing  W7 
at  L2.  There  is  a  length  of  78  feet  of  imiform  load  on  the 
bridge,  and  the  reaction  at  Lois  223,120  lbs.  The  moment 
of  the  external  forces  about  U2  is 

223,120X50—2,155,000=9,001,000  ft.-lbs. 
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The  lever-arm  of  L2L3  is  33  feet ;  therefore  its  stress  is 

^'2-^3=  -1-274,000  lbs. 

The  position  of  the  loading  for  the  maximtun  stress  in 
U\U2  is  the  same  as  that  for  L2L3,  since  the  center  pf 
moments  is  in  the  same  vertical  line.  The  lever-arm  is 
32.5  feet,  therefore 

UiUz^  —279,000  lbs. 

L3L4. 

It  will  suffice  to  determine  the  stress  in  one  other  chord 
member,  L3L4.  The  center  of  moments  is  at  f/3  and  the 
criterion  is  satisfied  with  Wu  at  L3,  there  being  80  feet  of 
imiform  load  on  the  span.  The  reaction  at  Lq  is  227,720 
lbs.,  and  the  moment  at  Uz  is 

227,720X75  —5,848,000  =  11,231.000  ft.-lbs. 

Since  the  lever-arm  is  36  feet, 

LzL^=  +313,000  lbs. 

Impact  Stresses. 

This  bridge  was  designed  by  the  American  Bridge  Co. 
tmder  its  own  specifications,  which  provide  that  there  be 
added  to  each  live-load  stress  a  quantity  called  the  im- 
pact stress,  depending  on  the  length  of  load  required  to 
produce  that  particular  stress.  The  use  of  this  impact 
provision  has  been  illustrated  in  Art.  74,  so  that  it  will 
be  sufficient  here  to  determine  one  or  two  of  these  impact 
stresses  only;  the  values  of  the  others  may  all  be  found 
on  the  stress  sheet,  Plate  III,  which  fiimishes  all  the  data 
needed  by  the  draughting  room  for  detailing  the  structure. 

As  before,  the  formula  to  be  used  is  I^Sly—, ), 

VL+300/, 

where  /  is  the  impact  stress  to  be  added  to  the  calctdated 
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live-load  stress  5,  and  L  is  the  length  in  feet  of  that  part 
of  the  span  covered  by  the  moving  load  causing  the 
stress  in  question. 

In  the  case  of  chord  members  the  entire  bridge  will 
be  considered  covered.  For  all  those  members  the  impact 
factor  then  becomes  0.6.  The  live-load  stress  for  the 
member  L3L4  is  313,000  pounds,  and  the  impact  stress 
therefore  is  .6X313,000  =  188,000  pounds.  In  the  same 
manner  the  corresponding  stresses  are  respectively  194,000 
and  117,000  potmds  for  LoLi. 

For  the  member  L^Ua  the  length  of  load  is  113  feet. 
The  impact  factor  therefore  is  0.730,  and  as  the  live-load 
stress  is  96,000  pounds,  the  impact  stress  is  70,000  pounds. 

For  the  member  U\L2  L  =  i63  feet  and  the  impact 
factor  is  0.645.  Hence,  as  the  live-load  stress  is  152,000 
pounds,  the  impact  stress  is  98,000  pounds. 

For  the  hanger  U\Lu  ^  =  50  feet  and  the  impact 
factor  is  0.857.  The  live-load  stress  being  76,000  pounds, 
the  impact  stress  is  65,000  pounds. 

It  is  to  be  noted  that  the  preceding  stresses  are  given 
to  the  nearest  1000  pounds,  as  that  is  stifficiently  exact. 

Art.  90. — ^Trusses  with  Parabolic  Upper  Chord. 

Of  more  interest,  perhaps,  than  real  value  to  the  engi- 
neer is  the  expression  for  the  horizontal  component  of 
the  greatest  stress  in  any  web  member  of  a  truss  with  a 
parabolic  upper  chord.  As  that  expression  may  easily  be 
written  it  will  be  given;  it  may  be  useful  at  times  as  a 
numerical  check. 

Let  Fig.  7  represent  a  truss  of  one  system  of  trian- 
gulation,  subjected  to  the  action  of  vertical  loads  passing 
along  the  lower  chord  AB.  It  is  desired  to  find  the  hori- 
zontal component  of  the  greatest  tensile  stress  in  GH. 
Let  Hh  and  Gg  be  verticals  passing  through  H  and  G. 
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The  following  notation  will  be  used ; 

p  =  panel  length  (uniform)  in  AB\ 

n  =  number  of  any  panel  from  B ;  for  PQ, 

n  has  the  value  2,  and  4  for  0H\ 
rp^Mg; 
d^Gg; 
d'=Hh; 

N  =ntmiber  of  panels  in  ^45; 
l^AB^Np; 
w = moving  panel  load ; 
/?=  reaction  at  B; 
nip-^BM. 
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Fig.  7. 

For  the  greatest  tension  in  GH  the  panel-points  covered 
by  the  moving  load  must  extend  from  B  to  H, 

flip 

The  distance  of  the  center  of  these  loads  from  B  is . 

2 

Hence  the  reaction  at  B  becomes 

i?  =  \^/-— j^(ni -!)«;=«;  I  (ni-i)- j^  . 

Taking  moments  about  (7,  the  stress  in  MH  is 


MH  =  (R(nx  -r)p--{ni  -i)w  [  (ni  -r)p-^  |  )  ^d 
wp[l-(ni-'r)p] 


2d 


I 


wi(ni-i). 


(0 
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In  order  to  obtain  the  horizontal  component  of  the 
stress  in  GF,  due  to  the  assumed  load,  it  is  only  necessary 
to  take ,  nonnals  about  H  in  precisely  the  same  manner. 
The  expression,  however,  can  be  derived  immediately 
from  eq.  (i)  by  putting  r  =  i,  and  writing  d'  for  d, 

■ 

.  .  Hot,  Com.  GF ^—j, -. ^«i(ni  ~i).    .     (2) 

The  horizontal  component  of  the  greatest  tensile  stress 
in  GH  is  the  difference  between  the  second  members  of 
eqs.  (i)  and  (2) ;  let  it  be  called  H\. 

••^^^^i — d' — d — }«i(«i-^)-  (3) 

If  a  is  the  angle  of  inclination  of  GH  to  a  horizontal 
line,  then 

GH  =^Hi  sec  a (4) 

Eqs.  (3)  and  (4)  apply  to  all  tensile  web  stresses.  For 
compressive  web  stresses  as  typified  by  GM  there  would 
be  foimd  the  Hor.  Comp.  GKy  instead  of  Hor  Comp.  GF, 
by  taking  moments  about  M;  rf'  would  then  represent 
Mm,     By  making  r  =  o  in  eq.  (i), 

Hor.  Comp.  GK ^'^,''^'''^'^\,(ni^i).    .     .     (5) 

Hence  for  the  horizontal  component  of  the  greatest 
compressive  stress  in  GM 


"'  ^  2/ 


I— flip    l  —  jfii  —r)p  ' 
"¥""         d 


niini-i)      .     (6) 


and         '  GM-=Hi'  seca' (7) 

By  means  of  the  eqs.  (3),  (4),  (6),  and  (7)  every  web 
stress  in  the  truss  may  be  determined  by  formula. 
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If  GM  is  vertical,  r  =0  and  d  ==d'  in  eq.  (6),  and  Hi  =0, 
as  it  should. 

If  GH  is  vertical,  eq.  (3)  shows  Hi  to  be  zero  in  the 
same  manner. 

It  is  to  be  borne  in  mind,  in  the  application  of  these 
formulae,  that  n  is  counted  along  the  loaded  segment ;  also 
that  d',  for  tension,  is  taken  at  the  head  of  the  train,  and 
one  panel  in  front  of  it  for  compression. 

If  the  moving  load  passes  along  the  upper  chord,  exactly 
the  same  formulae  hold  true,  but  d'  taken  at  the  head  of 
the  train  will  give  compression,  and  tension  when  taken 
a  panel  length  in  front. 

If  the  curve  KFC  is  a  parabola,  with  vertex  at  the 
center  of  the  span,  if  K  and  C  coincide  with  A  and  B 
respectively,  and  if  GM  and  all  corresponding  web  members 
are  vertical,  eq.  (3)  becomes 


wp 


Z  — (ni— i)/?'    I— flip 


«i(«i-i).      .     (8) 


From  the  ordinary  equation  for  the  parabola, 


P 
and  —  =0^1, 

4 

in  which  rfi  is  the  depth  of  the  truss  at  the  middle  of  the 
span.     Hence 

P 

I 

In  this  equation  put  y  =  —  ttip  and  x^di—d,  then 
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y=-  — (ni— 1)/>  and  x^di—d\  successively.       There  will 
result 

- -ni//> +»i2/>2 --^  (<fi -rf), 

4  4^1 

Remembering  that  l^Np, 


d'^di 


JS[2 

4[(ni-i)iV-(ni-i)2)] 

Ar2 


Putting  these  values  in  eq.  (8),  also  Np^l,  there  will 
result 


7t;j?2A^2 


wi(ni-i). 


.  (ni-i)iV-(ni-i)2     mA^ 


.'.  "i~"g5 —  =  g^  =  constant.     ...     (9) 

As  this  is  the  horizontal  component  of  the  greatest 
tension  in  any  diagonal  web  member  and  constant,  that 
greatest  stress  itself  is  the  hypothenuse,  parallel  to  the  brace 
in  question,  of  a  right-angled  triangle  of  which  the  base  is 

^^=8rfr 

This  furnishes  a  short  method  of  finding  the  stress  in 
any  inclined  web  member. 

The  similarity  between  Hi  and  the  total  stress  in  the 
horizontal  chord,  with  the  truss  wholly  loaded,  is  interest- 
ing. 

If  the  trussing  is  so  designed  that  the  diagonal  or 
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inclined  braces  sustain  compression,  eq,  (6)  gives  precisely 

the  same  general  result,  but  with  the  sign  changed. 

•     In  such  a  case  there  would  be  substituted  in  the  para- 

/  / 

bolic  equation  y  =  — nip  and  x='di  —d' ;  also,  y^ —  (ni  —  i)p 

and  x^d\—d\  d  and  d'  having  changed  places. 

If  no  web  members  are  vertical,  y  will  have  for. one 

/ 
value  in  the  equation  to  the  parabola  — (n\  —0/^,  instead 

/ 
of  -  -  n\p,  the  other  values  to  be  substituted  remaining 

the  same.    This  new  value  gives 

4[(«i-'-)A^-(«i-'-)2] 


d^d\ 


m 


Making  the  substitutions  in  eq.  (3)  instead  of  eq.  (8), 

H\  =FT-f )wi(ni  -i). 

M\  \n\  —I     Ui  —rj    ^  ^ 


wl  (  1  -r\ 


Art.  91, — The  Schwedler  Truss. 

The  general  principles  already  applied  to  bowstring 
trusses  enable  the  characteristics  of  the  Schwedler  truss 
to  be  easily  shown,  that  truss  being  a  special  bowstring, 
having  the  least  possible  number  of  diagonal  braces  under 
the  conditions  assumed. 

Fig.  8  represents  the  elevation  of  such  a  truss,  and 
the  problem  involved  is  the  determination  of  such  depths, 
near  the  ends,  that  one  diagonal  only  will  be  needed  in 
each  panel ;  it  being  premised  that  the  inclined  web  mem- 
bers or  diagonals  are  to  sustain  tension  only. 
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Let  W  =  total  (upper  and  lower  chord)  panel  fixed  load ; 
i?'=half  the  fixed  load  (or  weight)  of  the  bridge; 

z«; = panel  moving  load ; 
/  =length  of  span ; 

rf=any  vertical  brace  or  truss  depth,  as  Cc\ 

d\  =  vertical  brace  or  truss  depth,  as  Dd,  adjacent 
to  d  and  toward  center; 

/>=  panel  length; 

a  =  inclination  of  any  diagonal,  as  Cd,  to  the 
horizontal  lower  chord,  i.e.,  Cdc  =  a ; 

:!i;=  distance  from  A  to  the  intersection  of  the  pro- 
longation of  any  upper-chord  panel,. in  the 
left  half  of  the  truss,  with  the  prolongation 
to  the  left  of  the  lower  chord ; 

y*the  normal  distance  from  that  point  of  inter- 
section to  the  prolongation  of  the  diagonal 
immediately  under  the  upper-chord  panel 
prolonged. 


Fig.  8. 


Let  the  moving  load  pass  on  the  bridge  from  A  toward 
L,  and  let  n  be  the  number  of  panel  moving  loads  from  A: 

The  reaction  at  A ,  for  any  position  of  the  moving  load, 
will  be 


R=R'  +nw 


/_(^) 


(i) 


Then  let  the  truss  be  imagined  divided  through  the 
panel  immediately  in  front  of  the  train. 

If  moments  be  taken  about  the  point  of  intersection 
denoted  by  x,  and  if  T  represents  the  tension  in  the  diago- 
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nal  just  in  front  of  the  train,  whose  lever-arm  is  y,  there 
will  result 

Ty=^Rx-n{W+w)(x-^^^'^J'^^y    ...     (2) 

Eq.  (2)  is  so  written,  it  is  important  to  notice,  that  if 
the  second  member  is  greater  than  zero,  or  positive,  T  will 
be  tension.     Hence,  if  T  is  tension, 

Ty^o. 
But  y=[%  +  (n  +  i) />]  sina (3) 

Also,  from  similar  triangles, 

di  —d  dt  ,         -         pdi  ,  . 

p        x  +  (n-{-i)p  ^         ^^     di—d  ^^^ 

By  the  aid  of  eq.  (3), 

"  [x  +  {n-\-i)p]sina  sin  a        ~' 

Hence,  by  the  aid  of  eq.  (4), 

^         '^^  i?-n(Py+t£/)  -di—d 

Using  the  last  two  members  of  this  ineqtiality, 

.,,  /  R-MW+w)        \  _ 
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The  second  member  of  eq.  (6)  is  the  least  value  of  the 
depth  d  which  can  exist  without  inducing  compression  in 
the  diagonal  under  consideration.  This  diagonal  is  the  one 
immediately  in  front  of  the  train,  and  the  principles  already 
given  in  this  chapter  show  that  if  this  position  does  not 
induce  compression,  no  other  will. 

Inequality  (6)  shows  that  if  R  is  greater  than  n{W  -\-w)^ 
or  R>n{W -\-w),  d  will  always  be  less  than  di,  li  R^ 
n{W  '\'W),  then  d^di. 

Again,  if  R<n{W  +w),  then  will  d  be  greater  than  du 
if  tension  is  to  be  found  in  the  diagonal.  But  it  is  not  ad- 
missible to  make  d>di\  hence,  when  n  becomes  so  great  that 
R  is  less  than  niW-^w),  or  R<n(W  -\-  w),  Twill  be  com- 
pressiony  and  the  diagonal  must  be  counterbraced  or  else 
intersecting  diagonals  must  be  placed  in  the  panels^  as  shown 
in  Fig,  8,  near  the  middle  of  the  truss. 

The  value  of  n  given  by 

R<n{W+w) (7) 

will  show  the  position  of  the  head  of  the  train  when  all 
panels  between  it  and  the  center  must  contain  intersecting 
diagonals.  All  the  other  panels  will  need  but  one  each, 
sloping  upward  and  toward  the  end  of  the  truss,  as  shown 
in  Fig.  8. 

Since  this  method  is  independent  of  the  direction  of 
approach  of  the  train,  it  is  only  necessary  to  consider  one 
half  of  the  truss. 

It  is  seen  in  eq.  (6)  that  d  is  given  in  terms  of  di ;  hence 
the  latter  must  be  known  in  order  to  find  d. 

The  center  depth  is  arbitrary  and  may  be  assigned 
at  will.  The  depths  between  the  center  ^nd  that  point 
indicated  by  w,  in  inequality  (7),  may  also*  be  assigned 
at  will;  consequently  di,  next  to  the  first  *'d"  to  be  com- 
puted, will  be  known.     The  first  *'d**  computed  will  be 
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the  ''di'  for  the  next  **d,"  etc.,  etc.,  to  the  end  of  the 
truss. 

As  a  margin  of  safety  it  will  be  well  to  make  d  a  little 
greater  than  given  by  the  second  member  of  eq.  (6). 

In  long  spans  it  would  be  well  to  make  the  truss  depth 
constant  for  a  number  of  panels  near  the  center,  perhaps, 
even  between  the  points  given  by  eq.  (7).  This  would 
make  a  considerable  number  of  diagonals  and  panels 
uniform  in  length,  which  would  otherwise  lack  uniformity. 
Thus  the  construction  would  be  simplified  and  cheapened. 

The  loads  have  been  taken  uniformly,  but  precisely 
the  same  methods  would  hold  if  they  were  not  uniform. 

Example. 

Let  the  following  example  (the  truss  shown  in  Fig.  8) 
be  taken: 

Span  =/ =9/?  =  108  feet;    .*.  /?  =  i2feet. 

Center  depth  « 16  feet. 

W  =  16,000  lbs.  w  =  36,000  lbs; 

{W  -^w)  =52,000  lbs. 
i?' =4^^  =  64,000  *• 


From  eq.   (i): 


i?  =64,000 +36,000!  w g—l.     .     .     . 


(8) 


If  n  =  3,  by  eqs.  (8)  and  (7), 
1^  =  64,000+36,000(3  -§)  =  148,000  <»(W+t£;)  =156,000. 

Hence  the  diagonals  De  and  Ed,  in  the  panel  in  front 
of  the  head  of  the  train   at  d,  must  both  be  introduced. 
If  n-^2,  by  eq.   (8)   and  eq.  (7) 

i?  =»  1 24,000  >w(Iy+^e;)  =104,000. 
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Hence  Cd  is  the  only  diagonal  needed  in  the  panel 
CDdc,  and  c/=Cc  is  to  be  computed  from  eq.  (6). 

The  center  depth  =£^=F/  was  taken  at  i6  feet;  let 
Dd  be  taken  at  15.5  feet. 

Since  w  =  2,     R  —n{W  -hw)  =  20,000, 

J  „    n(W-\-w) 

and  R =  72,000. 

2  ' 

Substituting  these  values,  and  rfi  =  15.5,  in  eq.  (6), 

rf  =0.91^1  =14.11  feet. 

Hence  let  d  =  14.5  feet  ^Cc  (Fig.  8). 

Next,  let  the  head  of  the  train  be  at  6,  i.e.,  let  n  =  i. 
Then,  by  eq.  (8), 

/? =64,000 +32,000  =96,000. 
Also, 

t:>        ru/t     \  A      r>     n(W +w) 

R  —n{W  +w)  =44,000    and    R =  70,000 

For  this  position  of  load,  di  =  1 4. 5  feet.    Hence,  by  eq.  (6) , 


^  =  14 


/       44,000  \  .    . 

•5^'"^^^;^;  ==9.94  feet. 


Hence  let       d « 10.00  feet  ^Bh  (Fig.  8). 

Fig.  8  represents  the  truss,  drawn  to  scale,  with  the 
various  depths  given  or  computed  as  above,  i.e., 

Ee^Ff  =16.0  feet, 

Dd^Gg^iS.S     " 
C(;=if/t  =  i4.s     " 

Bb^Kk  =  10.0    " 
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In  the  three  panels  adjacent  to  each  end  of  the  truss 
only  two  main  diagonals  are  thus  seen  to  be  necessary, 
and  in  those  no  compression  will  ever  exist.  In  each  of 
the  three  middle  panels,  however,  two  intersecting  diagonals 
will  be  necessary,  ance  no  diagonal  must  sustain  com- 
pression. 

As  is  evident,  the  expression  R—n{W-^w)  is  the  ver- 
tical shear  at  the  head  of  the  train.  Hence  the  limiting 
case  of  the  inequality  (7), 

gives  the  two  points,  in  the  two  halves  of  the  truss,  at 
which  the  vertical  shear  at  the  head  of  the  train  is  zero. 
Between  these  points  intersecting  diagonals  or  cotmter- 
braces  are  needed,  and  only  between  them. 

After  the  truss  depths  are  fixed  by  the  preceding 
method,  the  stresses  in  the  individual  members  are  to  be 
found  in  the  usual  manner,  as  in  any  other  bowstring  truss. 

Art.  92. — Trusses  with  Subdivided  Panels. 

If  panels  are  subdivided  like  those  shown  in  Fig.  9, 
by  the  vertical  ah,  the  load  carried  to  the  "apex  a  (or  c) 


Fio.  9. 

may  be  asstmied  to  be  divided  equally  between  D  and 
C  by  the  trussed  stringer  DaC,  or  equally  between  /  and 


«5« 


TRUSSES  IVITH  CHORDS  NOT  PARALLEL. 


[Ch.  V. 


d  by  the  simple  truss  fed,  or,  as  shown  in  Pig.  lo  s^ain, 
equally  between  /  and  D  by  means  of  the  triangular  brac- 
ing Daf,  or  equally  between  C  and  d  by  means  of  the  tri- 
angular bracing  dcC, 


Fig.  io. 


Position  of  Load  for  Maximum  Web  Stresses. 

In  the  two  cases  presented  in  Fig.  9  the  two  simple 
triangular  trusses  DaC  and  fed  act  as  ordinary  stringers 
in  transferring  load  in  the  panel  DC  to  the  points  D  and 
C,  or  /  and  d.  Hence  the  conditions  assumed  in  Art.  85, 
Fig.  3,  are  in  no  way  changed  and  eq.  (4)  is  to  be  applied 
precisely  as  it  stands,  but  the  panel  length  p  is  to  be  taken 
as  DC  J  i.e.,  with  the  subdivision  disregarded.  The  greatest 
stress  in  /C  is  to  be  foimd  as  if  Da,  ab,  and  de  did  not  exist. 
If  the  subdivision  DaC  is  employed,  that  greatest  stress 
will  be  the  actual  stress  in  /a,  but  the  actual  or  restdtant 
stress  in  Ca  will  obviously  be  the  stress  in  fa  less  the  com- 
pressive stress  in  aD  fotmd  with  the  position  of  loading 
unchanged. 

In  case  the  subdivision  fed  is  employed,  the  same  greatest 
stress  will  be  the  actual  stress  in  Ce,  but  the  stress  in  fe 
will  obviously  be  the  stress  in  Ce  plus  that  in  ed  found 
also  with  the  position  of  loading  unchanged. 

If.  in  Fig.  10,  the  triangular  bracing  deC  acts  to  transfer 
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the  load  hung  at  a  (or  c)  equally  to  d  and  C,  or  if  the  bracing 
faD  transfers  the  same  load  equally  to  /  and  D,  the  con- 
ditions of  application  of  eq.  (4),  Art.  85,  are  slightly 
changed.  If  the  subdivision  is  made  by  using  the  bracing 
faD,  the  member  cd  is  supposed  not  to  exist.  Then  if 
the  truss  is  cut  anywhere  through  fd,  cC,  and  bC  the  con- 
ditions for  the  greatest  stress  in  cC  will  be  precisely  the 
same  as  those  for  the  greatest  stress  in  5  of  Fig.  3,  Art.  85. 
The  analysis  given  in  eqs.  (i),  (2),  (3),  and  (4)  of  that  article 
will  remain  unchanged  except  that  the  panel  length  p  will 
now  represent  the  short  panel  bC  of  Fig.  10.  This  arises 
from  the  fact  that  all  the  load  on  bC  is  divided  between 
the  points  b  and  C  by  the  principle  of  the  lever,  while 
all  the  load  on  Db  will  be  divided  by  the  same  law  between 
the  points  D  and  b.  That  portion  of  the  latter  supported 
by  db  will  produce  equal  stresses  of  tension  and  compression 
in  af  and  aD  respectively. 

Eq.  (4),  Art.  85,  applies  directly  as  it  stands  to  this 
case,  but  p  is  to  be  taken  as  representing  the  short  panel 
length  bC  and  (PV3  +  W4-fetc.)  the  concentrations  in  it, 
while  (Wi +H^2+etc.)  will  represent  loads  found  on  the 
left  of  6.  The  greatest  stress  in  cC  will  at  once  result, 
but  the  greatest  stress  in  fa  will  be  equal  to  that  in  rt7  + 
an  amoimt  of  tension  equal  to  the  compression  in  aD 
fotmd  with  the  position  of  loading  unchanged. 

If  the  subdivision  is  made  by  using  the  bracing  dcC 
(Fig.  10),  the  member  aD  will  be  omitted  and  the  members 
fd,  fc,  and  Db  will  be  considered  cut  in  order  to  determine 
the  position  of  moving  load  for  the  greatest  stress  in  fc. 
The  analysis  leading  to  eqs.  (i),  (2),  (3),  and  (4),  Art.  85, 
as  well  as  those  equations  themselves,  will  then  remain 
unchanged,  and  they  will  be  directly  applicable  to  the 
present  case  by  taking  Db  as  the  panel  length  p,  while 
(1^3  +  1^4+ etc.)  will  represent  the  concentrations  in  it  and 
(Wi+W^2  +  .  •  •)  those  found  on  the  left  of  it. 
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These  investigations  cover  all  possible  assumptions  and 
they  are  applicable  alike  both  to  main  and  counter-stresses. 

Position  of  Load  for  Maximum  Chord  Stresses, 

In  finding  the  position  of  the  moving  load  for  the  greatest 
chord  stresses  the  trussing  shown  in  Fig.  ii  only  will  be 
considered.  The  same  general  method  of  treatment  is 
applicable  to  other  secondary  systems  of  trussing  such  as 
those  shown  in  Figs.  9  and  10. 

Loaded  Chord. 

The  stresses  in  the  two  members  of  the  lower  chord 
lying  in  the  same  main  panel,  as  Dh  and  bC,  Fig  11,  are. 


r 


A— 


!r_-_":^_-_-_-^ 4. 1 
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Fig.  II. 


always  the  same  for  any  position  of  the  loading,  for  at 
the  panel-point  b  there  is  no  inclined  member.  The 
expression  for  the  greatest  stress  desired  will  be  obtained 
by  the  method  of  sections.  It  will  always  be  found  pos- 
sible to  divide  the  truss  with  any  system  of  subdivided 
panels  so  that  three  members  only  will  be  cut,  and  so 
that  the  center  of  moments  will  always  fall  at  one  of  the 
main  panel-points.  The  simple  criterion  for  the  maximum 
bending  moment  at  any  point  in  a  beam,  namely, 
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of  Art.  72,  Chap.  IV,  may  therefore  be  employed.  If  in 
Fig.  II  the  supplementary  trussing  fed  be  considered, 
the  proper  section  to  pass  through  the  truss  for  the  member 
Db  will  be  fd,  fc,  and  Db,  The  center  of  moments  then 
falls  at  /,  and  in  the  above  criterion  the  value  of  V  is  the 
length  GD,  I  being  the  total  length  of  span.  Having  deter- 
mined the  maximum  bending  moment  at  /,  the  stress  in 
Db  will  be  found  by  dividing  by  •  the  lever-arm  jD,  The 
maximum  stress  found  for  Db  will  also  be  the  maximum 
stress  for  bG. 

Unloaded  Chord. 

The  same  secondary  system,  fed,  shown  in  Fig.  11  will 
be  considered. 

The  stress  in  a  member  fd  is  found  by  passing  a  section 
through  fd,  /c,  and  Db,  and  with  the  center  of  moments 
at  C,  equating  the  moment  of  the  external  forces  situated 
on  one  side  of  the  section  with  the  moment  due  to  the 
chord  stress.  Although  the  center  of  moments  is  at  C, 
the  external  forces  to  the  left  of  the  section  do  not  include 
the  panel  load  hanging  at  6.  The  resulting  moment 
equation  is  different,  therefore,  from  the  moment  found 
at  C,  for  a  simple  beam.     Hence  the  criterion 

• 
of  Art.  72,  Chap.  IV,  cannot  be  used,  but  a  similar  one 

may  easily  be  deduced. 

The  concentrations  on  the  span  will  now  be  grouped 

as  three  different  series,  viz.,  IW,  2W",  and  2W"\  these 

quantities  expressing  respectively  the  sum  of  the  loads  on 

the  portions  of  the  span. 

bH^r+p--q,     bD^q,    and    DG^V-p. 
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The  distances  of  the  centers  of  gravity  of  these  equivalent 

loads  are  x',  x'\  and  x'"  from  the  various  panel-points 
shown  in  the  figure. 

For  any  position  of  the  loading,  such  as  shown,  the  reac- 
tion at  G  becomes 

+  i'l^'"(^"+/>4-n].     (i) 

The  load  in  the  panel  Db  is  divided  between  the  panel- 

x'' 
points  so  that  IW" —  will  hang  at  D. 

The  moment  at  C  theti  becomes 

M  J^IWxf  +  2W'{xf'  ^p-q  +n  +  lW'{Kf"  -¥p  +/'')] 

-  2"H^'"(^"  +p)^  SW"—p.     (2) 

To  obtain  a  criterion  for  the  maximum  or  minimum 
moment,  the  first  derivative  of  M  is  to  be  placed  equal  to 
zero  in  the  usual  manner,  remembering  that  djf  ^dxf^  ^ 
dxf"  ^dx.     Hence 

dM  =j{IW'  ^dxf  +  IW"  'do(f'  +  2W'"  ^dxf"] 

dM  .. 

and  IF^^ ^3) 

If  IW  represents  IW  +  IW  +  IW' ,  i.e.,  all  the 
weights  on  the  bridge, 

Iw(jj^IW"^+IW''^ (4) 
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Eq.  (4)  is  the  criterion  to  be  employed  in  precisely  the 
same  manner  as  eq.   (i)  of  Art.  72,  Chap.  IV.    As  is  evi- 
dent, *  however,  it  differs  from  that  equation  only  in  the 
right-hand  member,  where  instead  of  the  sum  of  all  the 
weights  on  the  length  /'  a  portion  only  is  taken. 

There  will  be  found  in  Chapter  VI  of  the  authors'  **  Influ- 
ence Lines  "  the  complete  design,  including  the  determina- 
tion of  all  the  fixed  and  moving  load  stresses,  of  a  truss  of 
this  kind  with  subdivided  panels,  and  it  is  unnecessary 
to  repeat  that  matter  here. 

It  is  customary,  as  indicated  in  Fig.  12,  to  insert  hori- 
zontal and  vertical  braces  in  deep  trusses  to  support  long 


Fig.  12. 

compression  members  either  as  posts  or  upper-chord  mem- 
bers. In  such  cases  horizontal  struts,  as  M3M4  and  M sAf  e, 
carry  no  truss  stresses,  their  function  being  simply  to  reduce 
the  length  of  compression  members  so  as  to  permit  higher 
working  stresses  in  them.  The  vertical  struts  U4M4,  U^Me 
carry  the  panel  dead  loads  at  their  upper  ends,  but  they 
are  not  subject  to  live-load  stresses. 

Art.  93. — Stresses  in  Roof-trusses — Loading. 

Preliminary, 

Roof-trusses  are  designed  to  carry,  first,  their  own 
weight;  second,  the  weight  of  the  roof -covering  on  the 
trusses ;  third,  a  snow  load ;  fourth,  a  wind  load  acting  in 
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a  horizontal  direction,  first  from  the  right  and  then  from 
'  the  left ;  and,  fifth,  a  ceiling  or  other  suspended  weights, 
such  as  cranes,  trackways,  or  shafting. 

The  weights  of  roof -trusses  vary  with  the  span  length, 
with  the  distance  between  trusses,  and  with  the  loads. 

Various  formulas  have  been  proposed  for  determining 
the  weights  of  steel  roof -trusses,  and  among  them  is  the 
following,  deduced  by  Milo  S.  Ketchum,  Assoc.  M.  Am. 
Soc.  C.  E.,  for  spans  up  to  150  feet: 

45\       5\M/ 

where  W=the  weight  of  the  truss  per  square  foot  of  hori- 
zontal projection;  P«the  capacity  of  the  truss  in  pounds 
per  square  foot  of  horizontal  projection;  L==the  span  of 
the  truss  in  feet;  and  A  =the  distance  between  trusses  in 
feet.  In  general,  for  determining  the  dead-load  stresses 
it  will  be  sufficiently  accurate  to  use  tentatively  the  follow- 
ing approximate  table: 


For  a  span 

Length,  in 

Feet,  of 

Weight  of  Truss 

in  Pounds  per 

Square  Foot  of 

Grotind  Surface 

Covered. 

20 
40 
60 
80 
100 

2 

3 
4 

5 
6 

Great  accuracy  cannot  be  expected  from  the  use  of 
this  table;  but  since,  in  any  event,  the  greatest  stresses 
are  caused  by  the  weight  of  truss-covering  combined 
with  wind  and  snow  loads,  a  small  error  in  assuming  the 
dead  weight  of  a  roof -truss  iS'^!iot  material.  If  the  error 
is  fotmd  appreciable  after  tentative  design,  the  proper 
corrections  may  easily  be  made. 
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Trusses  having  spans  up  to  50  or  60  feet  generally  have 
'one  end  supported  on  planed  plates,  but  those  of  greater 
span  usually  have  one  end  on  rollers  or  rockers  to  pro- 
vide for  the  effects  of  temperature  changes.  In  the  case 
of  a  roller  or  rocker  end,  the  reaction  is  usually  taken  per- 
pendicular to  the  plane  on  which  the  rollers  move,  although 
on  accotmt  of  friction  this  condition  may  not  be  rigorously 
exact. 

The  pitch  of  the  roof  is  usually  given  as  the  ratio  of 
the  center  height  divided  by  the  span  lenth;  it  may  vary 
between  the  limits  of  one  half  and  one  fifth ;  its  more  usual 
value  is  one  fotirth. 

Snow  Load, 

The  snow  load  carried  by  a  structure  depends  not  only 
on  the  latitude  of  its  location,  but  also  on  the  pitch  of 
the  roof.  It  is  ordinaijly  specified  as  a  load  in  pounds 
per  square  foot  of  horizontal  projection.  In  the  vicinity 
of  New  York  a  value  of  20  potmds  per  square  foot  for 
roofs  of  small  pitch  or  flat  roofs  is  frequently  taken,  but  ^ 
this  is  decreased  for  roofs  of  greater  pitch.  If  the  pitch 
is  60®  or  more,  no  snow  loads  need  be  taken,  although  a 
minimtun  weight  of  10  pounds  per  square  foot,  due  to 
sleet,  is  sometimes  specified.  The  highest  value  for  flat 
roofs  in  cold  climates  is  40  potmds  per  square  foot,  while 
for  southern  latitudes  the  snow  load  disappears. 

Wind  Load. 

In  treating  horizontal  wind  loads  on  roof-trusses,  the 
component  normal  to  the  slope  of  the  roof  is  usually  taken, 
the  component  parallel  to  the  slope  of  the  roof  being 
neglected.  The  intensity  of  horizontal  wind  pressure  on 
a  vertical  surface  is  generally  specified  at  30  pounds  per 
sqtiare  foot. 
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The  normal  pressure  on  a  roof  due  to  horizontal  wind 
force  is  not  usually  found  by  its  simple  resolution  into  two 
rectangular  components,  but  by  means  of  an  empiric 
formula  based  upon  experimental  work.  Two  such  for- 
mulae are  in  common  use,  one  by  Hutton,  given  in  eq.  (i), 
and  the  other  by  Duchemin,  given  in  eq.  (2). 

Pn=P sin  a^«*^^~--S (i) 

^       ^2  sin  a 

Pn-P     ^         0      , (2) 

I  -}-  sm^  a  ^  * 

where  Pn  represents  the  normal  component,  P  the  hori- 
zontal force,  and  a  the  angle  between  the  roof  surface 
and  a  horizontal  plane. 

The  values  of  the  ratios  of  Pn  to  P  for  various  slopes 
of  roof  have  alreaidy  been  given  on  p.  74. 

Roo^-caoering, 

The  roof-covering  rests  upon  longitudinal  purlins  carried 
by  the  truss,  usually  at  its  panel  points.  If  the  purlins 
are  not  placed  at  the  apices  or  panel-points,  bending  is 
caused  in  the  chord  members.  Such  stress  conditions 
should  ordinarily  be  avoided  for  simplicity  and  other 
reasons. 

The  amoimt  of  load  carried  to  any  panel-point  is  imme- 
diately determined  by  noting  the  area  of  surface  and  the 
load  per  square  foot  carried  by  each  purlin.  This  area, 
or  its  horizontal  and  vertical  projection,  determines  also 
the  snow  load  and  the  wind  load  carried  at  any  panel- 
point. 

The  weight  of  roof -covering  varies  with  the  different 
materials  of  which  it  is  composed,  but  it  may  be  closely 
estimated  in  advance. 

The  weights  of  roof -coverings  may  be  approximately 
assumed  as  follows: 
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Iron  Sheets. — The  weight  of  iron  or  steel  sheeting  de- 
pends on  the  gauge  thickness  and  whether  the  sheets  are 
flat  or  corrugated.  The  exact  weight  may  always  be 
found  in  manufacturers'  hand-books;  it  varies  from  i  to 
3  pounds  per  square  foot  for  the  thicknesses  ordinarily 
employed. 

Felt,  Pitch,  and  Slag,  or  Gravel  Roofing. — ^This  com- 
bination of  materials  may  weigh  from  6  to  8  potmds  per 
square  foot,  depending  generally  on  the  number  of  thick- 
nesses of  felt. 

Slate. — Slate  usually  weighs  from  7  to  9  pounds  per 
square  foot  of  roof. 

Tile. — Terra-cotta  tile  i  inch  thick  weighs  about  6 
potmds  per  square  foot ;  tile  roofing  may  vary  then  between 
8  to  20  pounds  per  square  foot. 

Tin. — Tin  without  sheathing  weighs  from  i  to  ij 
pounds  per  square  foot. 

Shingles. — Shingles  may  weigh  between  from  2  to  3 
potmds  per  square  foot. 

None  of  these  weights  includes  weights  of  purlins  or 
sheathing. 

Wooden  Coverings. — ^The  weight  of  wooden  roof-cover- 
ing may  be  estimated  by  assuming  the  weight  of  lumber 
at  4  pounds  per  foot  B.M. 

The  exact  weight  of  roof -covering,  including  sheathing, 
purlins,  bracing,  gutters,  ventilators,  etc.,  must  be  cal- 
culated for  each  individual  case.  In  a  similar  way  all 
suspended  weights  or  loads  must  be  determined  before 
the  stresses  can  be  computed. 

The  total  loads  carried  by  any  truss  having  thus  been 
estimated,  the  determination  of  the  stresses  in  the  mem- 
bers of  the  structure  is  the  next  procedure.  This  deter- 
mination may  be  made  by  combining  the  various  classes 
of  loads  and  proceeding  with  resultants  or  by  treating 
each    class   separately   and   subsequently   combining   the 
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stresses  so  found  for  each  member.     The  method  of  pro- 
cedure will  be  obvious  in  each  case. 


Art.  g4. — ^Methods  of  Treatment. 

Since  the  loads  on  a  roof-truss  are  fixed  in  position, 
the  methods  of  graphic  statics  are  eminently  adapted  to 
finding  by  one  continuous  operation  the  stresses  in  all  of 
the  members,  and  analytical  methods  are  usually  only  em- 
ployed as  a  check  on  graphic  computations.* 

The  method  of  moments  or  sections  is  used  for  that 
purpose,  and  it  is  generally 'sufficient  to  check  the  stress 
last  fotmd  by  the  graphical  method.  Wind  forces  may 
either  be  resolved  into  their  vertical  and  horizontal  com- 
ponents and  treated  separately,  or  they  may  be  treated 
without  such  resolution. 

Let  the  roof -truss  shown  in  Pig.  13,  and  known  as 
the  Pink,  be  treated.  The  data  as  to  span,  rise,  and  load- 
ing are  shown  in  the  figure.  It  will  be  foimd  that  a  panel 
fixed  load  alone  will  be  1,175-1-400  =  1,575  potmds.  As  in 
the  case  of  bridge-trusses,  the  half  panel  load  at  the  points 
of  support  do  not  affect  the  stresses  in  the  members,  for 
that  load  is  carried  directly  by  the  points  of  support. 
Each  reaction  will  consequently  be  3^X1, 575=5, 510  pounds. 

If  the  stress  in  the  member  EM  is  required  by  the 
method  of  sections,  a  section  must  be  passed  through 
the  members  GH,  FH,  and  EM,  and  moments  taken 
about  H,  the  intersection  of  GH  and  FH.  The  resulting 
moment  equation  will  then  be 

5,510X30-1,575(22^  +  15 +7i)=£;Mxi5. 


*  For  a  complete  and  detailed  analysis  of  the  graphical  methods  see  the  authors' 
"  Influence  Lines,"  pages  29-59.  The  flexure  of  supporting  columns  of  roof -trusses 
is  there  also  treated. 
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The  solution  of  this  eqtiation  will  give  the  stress  in  the 
member  EM  a  tension  of  6,300  pounds.  This  should 
check  the  value  of  the  stress  found  graphically. 

The  stress  in  any  other  member  would  be  found  in 
precisely  the  same  manner,  it  only  being  necessary  to 
pass  such  a  section  through  the  truss  that  the  lever-arms 
of  all  members  except  the  one  whose  stress  is  desired 
become  zero.     For  instance,  in  determining  the  stress  in 


Fig.  13. 

span —  60  feet.  Riae— 15  feet.  Distance  between  trusses  — 14  teet. 

D9ad  Wnghis  Assumed: 
Roof-covering,  including  inarlins  and  wind  bracing,—  1 2  pounds  per  sqiiare  foot  of  surface. 

Truss  ->   3.8  pounds  per  square  foot  horizontal  projection. 

Snow  load -30  

Wind  load— 40  **         **        **        **    vertical 


41 


the  member  CE,  a  section  might  be  passed  through  DG, 
DF,  DEy  and  CE,  The  center  of  moments  would  then 
be  foimd  at  D,  which  is  the  common  intersection  of  the 
three  members  whose  stress  is  not  desired.  Or  BD,  DC, 
and  CE  might  be  cut,  making  the  center  of  moments 
again  at  D. 

In  treating  wind  loads  on  trusses  it  is  important  to 
include  as  a  load  on  the  structure  the  wind  force  acting 
at  the  abutment,  for  if  one  foot  of  the  truss  is  supported 
on  rollers,  the  horizontal  reaction  will  be  wholly  exerted 
at  the  other  foot;  and  if  neither  foot  is  supported  on 
rollers,  the  horizontal  reaction  may  be  assumed  to  be 
eqtially  divided  between  the  points  of  support.  In  either 
case  the  wind  load  at  the  abutment    causes   stresses  in 
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the  members  of  the  truss.  For  the  same  reason  the  wind 
stresses  in  a  roof -truss  must  be  found  for  the  wind  blowing 
from  either  direction,  since  the  stresses  found  for  these 
two  conditions  of  loading  are  not  symmetrical  about  the 
truss  center  line. 

Art  95.  Fink  Roof-truss. 

The  Fink  truss,  shown  in  Fig.  14,  is  so  frequently  used 
that  formulae  for  the  stresses  due  to  the  vertical  loading  are 
given  below,  in  which  a  is  the  length  of  one  half  the  upper 
chord,  c  is  half  the  span  length,  b  the  rise  of  peak,  and  W 
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Fig.  14. 

is  a  panel  load.  The  following  expressions  may  be  readily 
derived  from  the  figure.  The  primed  capital  letters  indi- 
cate stresses. 


a 

C'='A'-2W-, 

a 

a 

U"K'-P'=^(R-iW). 


a' 
D'-A'-3W^, 

F''2H'~2-W, 

a     ' 

K'^^R, 

N' ~M' +Q' ~i^W. 


Art.  96.] 


OTHER  TYPES  OF  ROOF-TRUSSES. 
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Art.  96. — Other  Types  of  Roof-trusses. 

Figs.  15  to  19  illustrate  other  general  types  of  roof- 
trusses.    Those  of  Figs.  15  and  16  are  generally  used  for 


Fio.  15. 

short  spans  up  to  about  50  to  60  feet,  and  those  of  Figs. 
17  and  18  for  span  lengths  up  to  125  feet  or  more. 


Fio.  16. 


The  saw-tooth  form  of  truss,  illustrated  in  Fig.  19,  is 
used  for  such  special  purposes  as  roofs  of  exhibition  halls 
or  roofs  of  manufacturing  establishments.     Trusses  are 


Fig.  17. 

sometimes  built  of  crescent  or  circular  outline,  and  they 
may  in  addition  be  provided  with  louvres  or  ventilators. 
In  many  if  not  in  all  cases  the  sides  of  large  buildings  are 
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braced  to  the  roof  by  oblique  members,*  extending  from 
the  panel-point  on  the  lower  chord  adjacent  to  the  point 


Fio.  18. 


of  support  to  some  point  in  the  side  of  the  building.     Under 
such  conditions,  the  wind  will  cause  stresses  in  the  differ- 


FiG.  19. 

ent  members  of  the  roof-truss,  to  be  determined  inde- 
pendently of  those  already  found  and  added  algebraically 
to  them. 


*  See  the  authors'  "Influence  Lines,"  page  48,  for  the  detailed  treatment. 


CHAPTER  VI. 

A  BRIEF  STATEMENT  OF  INFLUENCE  LINES. 

Art.  97. — General.* 

The  method  of  influence  lines  is  the  graphical  method 
used  for  determining  the  greatest  shears,  bending  moments, 
and  stresses  caused  by  a  train  of  concentrated  weights 
passing  along  a  beam  or  bridge-truss.  Obviously  it  must 
express  in  essence  what  has  already  been  shown  by  the 
formulae  which  determine  the  positions  of  moving  loads 
for  the  greatest  shears  and  bending  moments  and  the 
resulting  stresses. 

An  influence  line  is,  therefofe,  a  line  showing  the  varia- 
tion in  any  function  at  any  section  of  a  beam,  or  in  any 
member  of  a  truss,  caused  by  any  load  moving  along  such  a 
beam  or  truss. 

Art.  98. — ^Influence  Lines  for  Moments  in  Beams  and  Trusses. 

It  is  convenient  to  construct  these  influence  lines  for 
an  arbitrary  load  which  may  be  considered  a  unit  load; 
the  effect  of  any  other  load  will  then  be  in  proportion 
to  its  magnitude.  The  results  determined  from  influence 
lines  drawn  for  any  load  can,  therefore,  be  made  available 
for  other  loads  by  multiplying  the  former  by  the  ratio 

♦The  authors'  ** Graphical  Method  by  Influence  Lines"  may  be  consulted 
for  a  complete  and  detailed  treatment  of  the  influence-line  method. 
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between  any  desired  load  and  that  for  which  the  influence 
lines  are  foimd. 

AB  in  Fig.  i  represents  a  beam  simply  supported  at 
each  end,  so  that  any  load  g  resting  upon  it  will  be  divided 
between  the  points  of  support,  according  to  the  law  of 
the  lever.  Let  it  be  desired  to  determine  the  bending 
moment  at  the  section  X  produced  by  the  load  g  in  all 
its  positions  as  it  passes  across  the  sp^-n  from  A  to  B. 
Two  expressions  for  the  bending  moment  must  be  written, 


Fig.  I. 


one  for  the  load  g  at  any  point  in  AX,  and  the  other  for 
the  load  at  any  point  in  BX.  The  expression  for  the  first 
bending  moment  is 


M'-gjil-x) 


(i) 


and  that  for  the  latter 


/- 


M'-i{^^ 


(W 


As  shown  in  the  figure,  z  and  x,  the  latter  locating  the 
section  at  which  the  bending  moments  are  to  be  fotind, 
are  measured  to  the  right  from  A.  Eq.  (2)  shows  that  if 
the  quantity  gil—x)  be  laid  off  by  any  convenient  scale, 
as  BK  at  right  angles  to  AB,  XC  or  any  similar  ordinate 
between  A  and  X  included  between  AB  and  AK  will 
represent  the  moment  M  by  the  same  scale,  when  z^x. 
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or  when  z  has  any  value  between  0  and  x.  Similarly,  if 
AD  be  laid  off  at  right  angles  to  AB  hy  the  same  scale  as 
before,  to  represent  gx,  then  if  z=^x,  or  if  it  has  any  value 
between  x  and  /,  M'  will  be  represented  by  XC  or  any 
similar  ordinate  between  X  and  B  included  between  BA 
and  BD.  Hence  if  the  lines  AC  and  CB  be  drawn  as  parts 
of  AK  and  DB,  any  vertical  intercept  between  AB  and 
ACB  will  represent  the  bending  moment  at  X  produced 
by  the  load  g  when  placed  at  the  point  from  which  the 
intercept  is  drawn.  The  lines  AC  and  CB,  are  the  influence 
lines  for  the  bending  moments  produced  by  the  load  g 
in  its  passage  across  the  span  AB,  It  is  to  be  observed 
that  the  influence  lines  are  continuous  only  when  the  posi- 
tions of  the  moving  load  are  consecutive.  In  case  those 
positions  are  not  consecutive  the  influence  lines  are  polyg- 
onal in  form. 

If  there  are  a  ntimber  of  loads  g  resting  on  the  span 
at  the  same  time,  the  total  bending  moments  produced 
at  X  will  be  found  by  taking  the  sum  of  all  the  vertical 
intercepts  between  AB  and  ACB,  drawn  at  the  various 
points  where  those  loads  rest.  The  influence  lines  drawn 
for  a  single  load,  therefore,  may  be  at  once  used  for  any 
number  of  loads. 

The  load  g  is  considered  as  a  tmit  load.  If  the  vertical 
intercepts  representing  the  bending  moments  by  the  scale 
used  are  themselves  represented  by  y,  and  if  W  represent 
any  load  whatever,  the  general  expression  for  the  bending 
moment  at  X,  produced  by  any  system  of  loads,  will  be     ' 

\^w-y (3) 

If  this  expression  be  written  as  a  series,  the  general  value 
of  the  bending  moment  will  be  the  following : 

M=^{Wi'yi+W2'y2-^W^'y^-VetQ.).    .     .     (4) 
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The  effect  of  a  moving  train  upon  the  bending  moment 
at  any  given  section  is  thus  easily  made  apparent  by  means 
of  influence  lines.  It  is  obvious  that  there  will  be  as 
many  influence  lines  to  be  drawn  as  there  are  sections  to 
be  considered.  In  the  case  of  a  truss-bridge  there  will  be 
such  a  section  at  every  panel-point. 

A  slight  modification  of  the  preceding  results  is  to  be 
made  when  the  loads  are  applied  to  the  beam  or  truss  at 
panel-points  only.    . 

In  Fig.  I,  let  I,  2,  3,  4,  5,  6,  and  7  be  panel-points  at 
which  loads  are  applied,  and  let  the  load  g  be  located 
at  the  distance  z'  to  the  right  of  the  panel-point  5 ;  also 
let  the  panel  length  be  p.  The  reactions  at  5  and  6  will 
then  be 


i?5=/ 


—zf  ^ 

~—    and     Re  =^g-r. 


The  reaction  at  A  will  then  be 

l-z 


R-g- 


I 


Hence  the  moment  at  any  section  X  in  the  panel  in  ques- 
tion will  be 

M=R'X-R,{z'^(z--x))=gl'^z-(z-z'+p~x)jj.    (5) 

Remembering  that  (z—z^)  is  a  constant  quantity,  it  is 
at  once  clear  that  the  preceding  expression  is  the  equation 
of  a  straight  line,  with  M  and  z  or  z'  the  variables.  If 
2^  ==0,  eq.  (5)  becomes  identical  with  eq.  (i),  while  \i  sf  =p, 
it  becomes  identical  with  eq.  (2).  Hence  the  influence 
line  for  the  panel  in  which  the  load  is  placed,  as  5-6,  is 
the  straight  line  jRTL.     It  is  manifest  that  when  the  load 
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g  is  in  any  other  panel  than  that  in  which  the  section  X 
is  located,  the  effect  of  the  two  reactions  at  the  extremi- 
ties of  that  panel  will  be  precisely  the  same  at  that  section 
as  the  weight  itself  acting  along  its  own  Une  of  action. 
Hence  the  two  portions  AK  and  BL  of  the  influence  line 
are  to  be  constructed  as  if  the  load  were  applied  directly 
to  the  beam  or  truss,  and  in  the  manner  already  shown. 
The  complete  influence  line  will  then  be  AKLB,  and  it 
shows  that  the  existence  of  the  panel  slightly  reduces  the 
bending  at  any  section  within  its  limits.  The  panel  5-6, 
as  treated,  is  that  of  a  beam  in  which  the  bending  moment 
will,  in  general,  vary  from  poiilt  to  point.  In  a  truss, 
however,  X  would  always  be  taken  at  a  panel-point  either 
in  the  upper  or  lower  chord. 

Art.  99. — Influence  Lines  for  Shears  in  Beams  and  Trusses. 

The  influence  line  for  shears  in  a  simple  beam  supported 
at  each  end  can  be  drawn  in  the  manner  shown  in  Pig.  2. 


Fig.  «. 

In  that  figure  AB  represents  a  non-continuous  beam  with 
span  /  supported  at  each  end  and  a  conventional  load  g 
at  a  distance  z  from  A,     The  reaction  at  A  will  be 

l-z      ' 

Let  X  be  the  section  at  which  the  shear  for  various 
positions  of  g  is  to  be  found.     When  g  is  placed  at  any 
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point  between  A  and  X  the  shear  5  at  the  latter  point  will 
be 

S=R-g=-g-^ (6) 

If  the  load  is  placed  between  B.  and  X,  the  shear  becomes 

S'^R=g-g-l (7) 

Obviously  these  two  values  of  the  shear  are  equations 
of  two  parallel  straight  lines,  that  represented  by  eq.  (6) 
passing  through  A,  and  that  represented  by  eq.  (7)  passing 
through  B,  the  constant  vertical  distance  between  them 
being  g.  Hence  let  BF  be  laid  off  negatively  downward 
and  AG  positively  upward,  each  being  equal  to  g  by  any 
convenient  scale.  The  ordinates  drawn  from  the  various 
positions  i,  2,  3,  .  .  .  ,  6  of  g  on  AB  to  AD  and  BC  will 
be  the  shears  at  X  produced  by  the  load  g  at  any  point  of 
the  span,  and  determined  by  eqs.  (6)  and  (7).  The  in- 
fluence line,  therefore,  for  the  section  X  will  be  the  broken 
line  ADCB,  When  g  is  at  X  the  sign  of  the  shear  changes, 
since  the  latter  passes  through  the  zero  value. 

If  a  train  of  weights  Wi,  W2,  W3,  etc.,  passes  across 
the  span,  the  total  shear  at  X  will  be  found  by  taking  the 
sum  of  the  vertical  intercepts  between  AB  and  ADCB, 
drawn  at  the  positions  occupied  by  the  various  single 
weights  of  the  train.  If  those  single  weights  are  expressed 
in  the  terms  of  the  unit  load  g,  the  shear  5  will  have  the 
value 

S-'^IW.y (8) 

y  being  the  general  value  of  the  intercept  between  AB 
and  the  influence  line.     The  latter  shows  that  the  greatest 
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negative  shear  at  X  will  exist  when  the  greatest  possible 
amount  of  loading  is  placed  on  AX  only,  while  the  greatest- 
positive  shear  at  the  same  section  will  exist  when  BX 
only  is  loaded.  If  BX  is  the  smaller  segment  of  span, 
the  latter  shear  is  called  the  '*  counter-shear,"  and  the  former 
the  **  main  shear/* 

If  the  loads  are  applied  at  panel-points  of  the  span 
only,  the  treatment  is  the  same  in  general  character  as 
that  employed  for  bending  moments.  In  Fig.  2  let  4 
and  5  be  the  panel-points  between  which  the  load  g  is 
found,  and  let  the  panel  length  be  p.  Also,  let  z'  be  the 
distance  of  the  weight  g  from  panel-point  4.  The  reac- 
tions at  A  and  4  will  then  be 

R^—j-'g    and     R^^^—^g, 

The  shear  at  the  section  X  for  any  position  of  the  weight 
g  will  then  be 

5=i?-i?,=g(^-f) (9) 

As  this  is  the  equation  of  a  straight  line,  with  5  and  z 
or  zf  for  the  coordinates,  the  influence  line  for  the  panel 
in  which  the  section  X  is  located  will  be  the  straight  line 
represented  by  KL  in  Fig.  (2).  If  2/  be  placed  equal  to 
0  and  p  successively,  then  will  eq.  (9)  become  identical 
with  eqs.  (6)  and  (7)  in  succession.  The  shears  at  points 
4  and  5  will  therefore  take  the  same  values  as  if  the  loads 
were  applied  directly  to  the  beam.  For  the  reasons  stated 
in  connection  with  the  consideration  of  bending  moments, 
loads  in  other  panels  than  that  containing  the  section  for 
which  the  influence  line  is  drawn  will  have  the  same  effect 
on  that  section  as  if  they  were  applied  directly  to  the  beam 
or  truss.  Hence  AKLB  is  the  complete  influence  line  for 
this  case. 
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It  is  evident  that  there  miist  be  as  many  influence  lines 
drawn  as  there  are  sections  to  be  discussed.  Also,  if  g 
is  taken  as  some  convenient  tmit,  i.e.,  i,ooo  or  10,000 
pounds,  it  is  clear  that  the  labors  of  computation  will 
be  much  reduced. 

Art.  100. — ^Application  of  Influence-line  Methods  to  Trusses. 

The  employment  of  influence  lines  for  truss  com- 
putations may  be  illustrated  by  determining  the  moment 
and  shear  in  a  single  section  of  the  truss  shown  in  Fig.  3, 
when  carrying  the  moving  load  (Cooper's  E  40)  exhibited 


Pio.  3. 

DATA. 

Length  of  trois  between  centers  of  end  pins 240  feet 

Panel  lengths,  all  equal 30     '* 

Height  of  *-S 40     * 

"        "  f-6 36     " 


r-7. 


30 


in  Fig.  4,  although  the  use  of  these  lines  may  be  much 
extended  beyond  this  simple  procedure. 

If  the  criterion  of  eq.  (i).  Art.  72,  be  applied  to  this 
moving  load,  passing  along  the  truss  from  left  to  right, 
it  will  be  found  that  the  greatest  bending  moment  is  pro- 
duced at  the  section  Q  when  the  second  driving-axle  of 
the  second  locomotive  is  placed  on  the  truss  section  in 
question,  as  shown  in  Fig.  3. 

The  tmit  load  to  be  used  in  connection  with  the  in- 
fluence lines  will  be  taken  at   10,000  poimds.     Remem- 
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bering  that  the  panel  lengths  are  each  30  feet,  it  will  be 
seen  that  the  panel-point  Q  \s  150  feet  from  A.  Hence 
the  product  gx  will  be  1,500,000  foot-pounds.  Similarly 
the  product  g{l—x)  will  be  900,000  foot-pounds.     Laying 


i  ii 


I 


hi  9'  Ab^ 


I 


M% 


<«^ 


»-8^  i  9'  yksV 


fKKiil— (ULJLii— il-IKKKL-iLILJLCl 


*6^<5Vk  9'  '» »>k  •'■ 


11 


^ 


♦** 


ilU.».LtL 


Fig.  4« 


off  the  first  of  these  quantities,  as  AD,  at  a  scale  of  1,000,- 
000  foot-pounds  per  linear  inch,  and  the  second  quantity, 
as  BK,  by  the  same  scale,  the  influence  line  ACB  can 
at  once  be  completed.  Vertical  lines  are  next  to  be  drawn 
through  the  positions  of  the  various  weights,  including 
one  through  the  center  of  the  uniform  train  load  no  feet 
in  length,  resting  on  the  truss.  The  vertical  line  through 
the  center  of  the  uniform  train  load  is  shown  at  O.  By 
carefully  scaling  the  vertical  intercepts  between  AB  and 
ACB  J  and  remembering  that  each  of  the  loads  on  the 
truss  must  be  divided  by  10,000,  the  following  tabulated 
statement  will  be  obtained,  the  sum  of  the  intercepts  for 
each  set  of  equal  weights  being  added  into  one  item,  and 
all  the  items  of  intercepts  being  multiplied  by  1,000,000: 


0.195  Xiio     Xo. 4  X  1,000,000  =8,580,000  foot-pounds 

=  4,628,000 

'*         =8,560,000 

=    970,000 

=  3.96s»ooo 
**         =3,600,000 

=     240,000 


1.78    X 

2.6 

X 

2.14    X 

4 

X 

0.485  X 

2 

X 

I.525X 

2.6 

X 

0.9      X 

4 

X 

0.12    X 

2 

X 

2)30.S43»ooo 


Moment  for  one  truss  =  15,271, 500 
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The  lever-arm  of  ef^  i.e.,  the  normal  distance  from  Q 
to  ef,  is  39.7  feet.     Hence  the  stress  in  ef  is 


15,271,500 
39-7 


=  384,700  potmds. 


All  the  chord  stresses  obviously  can  be  found  in  the  same 
manner. 

In  order  to  place  the  same  moving  load  so  as  to  produce 
the  greatest  shear  at  the  same  section  Q,  the  criterion  of 
eq.  (4),  Art.  85,  must  be  employed.  The  dimensions  of  the 
truss  give  the  following  data  to  be  used  in  that  equation : 
i  =  2io  feet,  w  =  6o  feet,  and  p=3o  feet.     Hence 

l(m+t)         -      / 

— —. —  =  iof,     -  =  1*. 
pt  ^      t        ^ 

Introducing  these  quantities  into  eq.  (4),  and  remember- 
ing that  the  train  moves  across  the  bridge  from  A,  it 
would  be  foimd  that  the  second  axle  of  the  first  locomotive 
must  be  placed  at  the  section  Q,  as  shown  in  Fig.  5,  which 
exhibits  the  lower-chord  panel-points  numbered  from  i 
to  7.  The  conventional  unit  load  g  is  taken  in  this  case 
at  20,000  potmds.     It  is  represented  as  AG  and  BF  (Fig.  5) , 


Cp^ 


"  ~~^-. 


Fig.  5. 


laid  off  at  some  convenient  scale.     K  is  immediately  tmder 
panel-point  5 ,  and  L  is  immediately  imder  panel-point  6 ; 
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hence  the  broken  line  AKLB  is  the  influence  line  desired. 
The  vertical  lines  are  then  drawn  from  each  train  concen- 
tration in  proper  position,  all  as  shown,  including  the  verti- 
cal line  through  the  center  of  the  54  feet  of  uniform  train 
load  on  the  left.  The  stimmation  of  all  the  vertical  inter- 
cepts, between  AB  and  the  influence  line  AKL,  having 
regard  to  the  scale  and  to  the  ratio  between  the  various 
loads  and  the  imit  load  g,  will  give  the  following  tabular 
statement : 


0.22  X54X0.2  Xio 


2.2    X 

1.3  X 

302  X 

2       X 

0.9    X 

I      X 

4.06  X 

1.3  X 

4.53  X 

2       X 

o.S    X 

I      X 

000  =23,760  pounds 
=  28,600 
=60,400 
=  9,000 
=  53,780 
=  90,060 
=   5,000 


2)270,600 


Shear  for  one  truss  =  135,300 

These  simple  operations  illustrate  the  main  principles 
of  the  method  of  influence  lines.  The  complete  develop- 
ment of  the  method  is  but  an  extension  of  them  to  meet 
the  various  conditions  fotmd  in  practical  work. 


CHAPTER  VII. 

SWING-BRIDGES. 

Art.  loi. — General  Considerations. 

Swing-bridges   may  be  divided  into  two  classes :  those 
with   center-bearing   turntables,  Figs,  i  and  2,  and  those 


Fig.  I. 


Fig  •  2. 


V7W 


Fig.  3. 

with  rim-bearing  turntables,  Fig.  3.      In  the  first  class  the 

entire  reaction  at  the  pivot-pier  is  exerted  through  a  central 
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pivot,  or  a  nest  of  one  or  more  series  of  solid  conical  rollers, 
usually  the  latter.  In  such  a  case  there  may  be,  and 
usually  is,  a  circular  drum  or  other  framework  supported 
on  wheels  running  on  a  circular  track  and  used  solely  for 
the  purpose  of  steadying  the  bridge  while  open. 

The  reaction  at  the  pivot-pier  of  a  rim-bearing  turn- 
table is  exerted  through  the  circular  track  on  which  the 
wheels  supporting  the  drum  or  framework  of  the  table  turn. 
The  object  of  the  pivot  in  such  a  case  is  to  make  the 
bridge  turn  truly  about  a  center. 

There  is  evidently  but  one  point  of  support  at  the  pivot- 
pier  with  a  center-bearing  turntable,  i.e.,  at  the  center. 

With  a  rim-bearing  turntable,  however,  there  may  be 
two  or  more  points*  of  support  at  the  pivot-pier,  but  it  will 
be  shown  hereafter  that  it  will  never  be  necessary  to  con- 
sider more  than  two  for  one  system  of  triangulation  in  the 
bracing.  Again,  whether  the  turntable  be  center-  or  rim- 
bearing,  there  may  be  three  different  methods  of  support- 
ing or  securing  the  outer  extremities  of  the  two  arms  of  the 
bridge : 

I.  These  extremities  may  simply  rest  on  supports,"  so 
that  the  reaction  will  always  be  zero  or  upward. 

II.  Those  extremities  may  be  fastened  down  or  latched 
to  the  piers  when  the  bridge  is  not  open.  The  reaction 
may  then  be  nothing,  upward  or  downward. 

In  these  two  cases  the  reactions  at  the  extremities  of 
the  arms  will  be  zero  when  the  bridge  is  simply  closed  and 
supporting  no  moving  load. 

In  I,  when  the  moving  load  is  on  one  arm,  the  extremity 
of  the  other  may  be  slightly  raised  from  its  support.  In 
II,  however,  that  extremity  will  be  held  down  by  the  latch- 
ing apparatus,  i.e.,  the  reaction  will  be  downward.  The 
object  of  the  latching  apparatus  is  thus  seen  to  be  the  pre- 
vention of  the  hammering  of  a  truss  end  on  its  support. 

III.  Finally,  the  truss  ends,  when  the  bridge  is  closed. 
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may  be  raised  any  desired  amotint  by  proper  machinery. 
The  object  of  this  arrangement  is  to  insure  a  reaction  at 
the  extremities  which  will  always  be  nothing  or  upward, 
and  thus  obviate  hammering  at  the  truss  ends. 

In  III  the  entire  bridge  weight  does  not  rest  at  the 
pivot-pier,  as  the  lifting  of  the  ends  takes  up  a  part  or 
even  the  whole  of  it. 

Recapitulating,  then,  the  ends  of  a  swing-bridge  may  be: 
(I)  Simply  supported ; 
(II)  Latched  down; 

(III)  Lifted  up. 


Art.  I02. — General  Formulae  for  the  Case  of  Ends  Simply  Sup- 
ported—Two Points  of  Support  at  Pivot-pier — One  Point  of 
Support  at  Pivot-pier. 

With  two  points  of  support  at  the  pivot-pier  there 
usually  arises  the  case  of  a  continuous  beam  resting  on  four 
points  of  support,  as  shown  in  Fig.  4.     The  notations  of 


M, 


■-Z- 


^p 


M. 


""*i     T       ^ r — ~"^ 


!!» ^ 


M4. 


A  Be  D 

Fig.  4. 

the  spans  and  bending  moments  at  the  different  points  of 
support  are  sufficiently  well  shown  in  the  figure.  The 
points  of  support  will  all  be  taken  in  the  same  horizontal 
line,  as  the  formulae  of  the  theorem  of  three  moments  for 
that  condition  will  also  apply  to  any  configuration  belonging 
to  a  state  of  no  stress,  provided  the  truss  may  be  con- 
sidered straight  between  any  two  points  of  support.  Any 
truss  may  be  considered  straight  when  an  equivalent  solid 
beam  has  a  neutral  surface  which  is  plane  before  flexure 
and  a  straight  solid  beam  is  **  equivalent  "  to  a  straight 
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truss  when  equal  moments   of  inertia  and  resistance  are 
foimd  at  the  same  section  in  the  two  structures. 

The  theorem  of  three  moments  in  the  ordinary  form 
is  not  then  strictly  applicable  to  a  continuous  truss  with 
one  chord  curved,  although  it  is  constantly  employed  as 
a  sufficiently  close  approximation. 

Two  Points  of  Support  at  Pivot-pier, 

tJsually  the  load  on  I2  is  supported  on  short  girders 
or  beams  resting  at  B  and  C,  for  there  is  then  less  com- 
plication of  stresses  in  the  trusses,  and  such  an  arrange- 
ment is  probably  more  economical  in  material. 

In  the  present  case  M\  and  M\  will  each  be  equal  to 
zero. 

Let  z  denote  the  distance  of  the  point  of  application  of 
any  force,  P,  from  the  left-hand  end  of  the  left-hand  span, 
or  right-hand  end  of  right-hand  span.  In  /i,  z  would  be 
measured  from  A,  while  in  h  it  wotild  be  measured  from  D. 

The  formula  expressing  the  theorem  of  three  moments 
for  all  supporting  points  in  the  same  level  and  for  a  beam 
straight  between  points  of  support  becomes,  by  using  the 
notation  of  Fig.  4, 

Mi/i  +2M2(/i  +/2)  +M3/2  +f  iP(/i2  -z^)z 

n 

+^IpW-z^)z^o. 

The  symbols  I  and  I  indicate  summations  for  the 
spans  /i  and  h. 

Applying  the  above  equation  to  spans  h  and  h,  and 
then  to  I2  and  /a,  there  will  result,  bearing  in  mind  the  cir- 
cumstances of  the  present  case, 

ti 
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M2l2  +  2M3(l2+h)  +^IP{k^-Z^)z^O.       .       .       (2) 

If  eq.  (i)  be  multiplied  by  I2,  and  eq.  (2)  by  2(/i+/2), 
and  if  the  results  so  obtained  be  subtracted,  and  if  the 
following  notation  be  used, 

h      y     h  z  z 

c^Yy     ^^T^     w=y-,     w=-j-, 

^2  ^2  ^1  ^3 

there  will  result 

^' 4(6  +  i)(c  +  i)-i  •     •     (3) 

Eq.  (i)  then  gives 


X 


,,           Ms+cn2lP(i-ffi)n  .  ^ 

M2=— } — ; — ^^ .       ...     (4) 

Eq.  (2)  will  evidently  give  another  expression  for  M2, 
but  it  is  not  necessary  to  write  it.  These  equations  of 
moments  are  essential  to  determine  the  reactions. 

Let  7^1,  7^2,  7?3,  and  R4  be  the  reactions  at  the  points 
of  support  A,  B,  Cy  and  D  respectively,  Fig.  4.  Then, 
adapting  the  formulae  for  reactions  froAi  the  theorem  of 
three  moments  to  the  notation  of  the  present  case,  there 
may  at  once  be  written 

i?x  =  iP(i-n)+^; (s) 

n 

R,^IPn-^-Ml^^^;      ....     (6) 

h                          h 
R4=' IP{i -m) +^ (8) 

Is 
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As  should  be  the  case,  there  is  found 

Rx  +i?2  ^Rz  +i?4  =  ip  +  ip. 

If  M2  equals  M3  (as  in  the  case  of  partially  continuous 
swing-bridges,  to  be  explained  later),  7^3  in  eq.  (7)  becomes 
equal  to  -R4  in  eq.  (8),  but  with  a  reversal  of  sign,  provided 
there  is  no  load  on  the  span  /a.     In  eqs.  (5)  and  (6),  then, 

Rz^IP-Ri. 

In  ordinary  swing-bridges  where  h  =h^ly  and  a  single 
weight  P  rests  on  /i, 


Ri^P{i-n) 


I  —  (i  -i-n)n- 


2C 


4(^  +  1) 


c  +  i 


(5^) 


i?4=P(l-»2)w 


4((7  +  l)2-l' 


i?3-c{7?i-i?2-P(i-n)!-i?4; 

i?2=P-Pl-P4+P3.  .       .       . 


(6a) 


(7a) 
(8a) 


It  may  sometimes  be  convenient  to  use  the  following 
equation  derived  from  eq.  (i): 


M3=  -  {2M2(c  +  i)  +cn2lP{i  -n^)n],       .     .     (9) 

These  are  all  the  equations  necessary  for  the  solution  of 
the  case  of  two  supports  at  the  pivot-pier,  existing  if 
the  turntable  is  rim-bearing. 
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One  Point  of  Support  at  Pivot-pier, 

If  there  is  only  one  point  of  support  at  the  pivot-pier, 
the  case  reduces  to  that  of  a  continuous  beam  of  two 
spans  only,  as  shown  in  Fig.  5. 


-It 


Ml 


j\s  A  and  C  are  points  of  support  only,  Mi  and  M3 

z 
are  each  zero;  hence  if  m  now  stands  for  t-,  the  equation 

immediately  preceding  eq.  (i)  gives 


M2=  -h 


There  will  also  result 


c^2P{i  '-n^)n  +  IP{i  -m^)m 


2(C  +  I) 


.       (10) 


i?l==i'P(l-«)-h 


M2. 


(II) 


R^-IPn-^  +  IPm-^;    .     .     .     (12) 


M. 


k 


R3  =  IPii-m)+^A 

*2 


/, 


(13) 


If  h^'h—l,  then  c  =  i  and  eq.  (10)  becomes 


M2=-- 
4 


i"P(i  -n2)»  + 2P(i  -»t2)»M 


•      •     .   (13a) 


There  is  again  found 


i?i+i?a+^8--2'P  +  i'P. 
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These  complete  the  general  formulae  needed  for  the 
case  of  ends  supported. 

Determination  of  the  Signs  of  the  Reactions. 
Two  Points  of  Support  at  Pivot-pier, 

Some  very  important  deductions  are  to  be  drawn  from 
eqs.  (5),  (6),  (7),  (8),  (11),  (12),  and  (13),  considering 
them  applied  to  bridges  with  rim-bearing  turntables. 

Those  equations  are  so  written  that  a  positive  value  of 
R  means  a  reaction  upward  in  direction,  while  a  negative 
value  indicates  a  downward  reaction. 

In  the  case  of  Fig.  4,  let  the  span  Iz  be  supposed  free  of 

3 

any  loads  P,  then  the  term  involving   the  summation  I 

will  disappear.  Eq.  (3)  then  shows  that  M3  will  always 
be  positive;  consequently  eq.  (4)  shows  that  M2  will 
always  be  negative. 

Using  these  results  in  connection  with  eqs.  (5),  (6),  (7), 
and  (8),  it  is  at  once  seen  that  R2  and  R4  will  always  be 
positive,  while  R^  will  always  be  negative. 

It  may  also  be  shown  that  eq.  (5)  makes  Ri  positive 
in  such  cases  as  always  arise  in  an  engineer's  practice, 
although  that  equation  apparently  shows  that  i?i  may, 
under  some  circumstances,  be  negative,  since  M2  is  always 
negative  in  the  case  taken,  while  (/i  —z)  is,  of  course, 
always  positive. 

By  deducing  the  value  of  M2  from  eqs.  (3)  and  (4), 
and  introducing  it  in  eq.  (5),  there  will  result 

If,  as  in  Fig.  6,  I2  is  very  small  in  comparison  with 
/i  or  Iz,  and  if,  at  the  same  time,  2  is  small,  there  may 
be  written  for  a  single  weight  P,  nearly, 
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^-£^^-.-^•^^^^0' 


which  is  evidently  positive. 


R4-+ 


Ri*-*"-*  R^+  Rt-— 

Fig.  6. 


If,  on  the  contrary,  h  is  small  and  z  large  (Fig.  7),  there 
may  be  written  for  a  single  weight  P,  nearly : 


Ri-t  Rt-*-»  Bt-j  R4^+ 

FiG.  7. 

In  this  expression  R\  can  be  equal  to  zero  only  by  sup- 
posing the  negative  quantity  within  the  brackets  to  be 
laxger,  numerically,  than  it  ought  to  be,  i.e.,  by  making 
(/i  +0)  =  2/1,  and  2f  =/r,  hence  it  can  never  be  negative. 

If  /i=/2  =  /3=/,  as  in  Fig.  8,  the  general  value  of  R\ 
takes  the  form 


^-l; 


"p(/-s)-^2P(/2-z2)2] 


I     ^ 

/5^^  A/W/  ^JP^ 


B,-+  Ri— ♦-  Rt —  R*—*- 

FiG.  8. 


If  z  is  small,  there  results  nearly 


«,-i[«-i^p,] 
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If  z  is  large,  nearly, 


i?..i[p(/-.)-fpa-.)]. 


In  neither  case,  therefore,  can  the  reaction  be  negative. 

It  may,  consequently,  be  assumed  as  a  principle  that  if 
I2  is  small  in  reference  to  h  or  /a,  or  if  it  is  equal  to  those 
quantities,  the  reaction  i?i,  in  the  case  supposed,  must 
always  be  positive,  and  within  those  limits  will  be  foimd 
all  cases  of  swing-bridges. 

Since  any  load  on  the  span  li  makes  the  reactions  at  A 
and  D  positive,  considered  by  itself,  so  any  load  on  /a  will, 
of  itself,  make  the  reactions  at  D  and  A  positive.  Conse- 
quently, as  there  is  never  any  load  on  I2,  the  reactions  at 
A  and  D  will  always  be  positive,  and  the  ends  of  the  bridge 
will  never  tend  to  rise  from  their  points  of  support.  No 
^*  hammering,"  therefore,  can  take  place,  in  this  case,  at 
the  ends. 

The  case  of  the  two  points  of  support,  B  and  C,  taken  in 
connection  with  a  center-bearing  turntable  will  be  con- 
sidered further  on. 

One  Point  of  Support  at  Pivot-pier, 

Fig.  5  represents  the  case  of  either  a  center-  or  rim- 
bearing  turntable  wkh  only  one  point  of  support  at  the 
pivot-pier.  The  two  cases  are  comtident  in  all  their  cir- 
cumstances. 

Eq.  (10)  shows  Mi  to  be  always  negative.  Conse- 
quently, if  there  is  no  load  on  I2,  R\  and  R2  will  always  be 
positive,  while  Rz  will  always  be  negative. 

When  span  /i  carries  load,  however,  the  span  I2  may 
at  the  same  time  support  just  enough  load  to  make  ^5 
equal  to  zero ;  more  load  than  that  will  make  R^  positive 
or  upward  in  direction. 
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But  in  the  present  case  the  point  C  is  simply  a  point  of 
support,  consequently  no  negative  or  downward  reaction 
can  exist  there.  It  becomes  necessary,  therefore,  to  de- 
termine just  how  much  load  on  I2,  combined  with  the  full 
load  on  /i,  will  make  /?3=o.  For  this  purpose,  M2  must 
be  taken  from  eq.  (10)  and  inserted  in  eq.  (13),  while  in 
the  latter  R3  must  be  just  equal  to  zero.     For  the  sake  of 

I  I 
brevity,  let  j-IP{li^—z^)z  be  represented  by  A. 

h 

Then  from  eq.  (10) 

A  is  a.  constant  quantity  so  far  as  this  operation  is  con- 
cerned. 

Putting  this  value  of  A/2  in  eq.  (13)  after  making  Rz  =0, 

2l2{ll-^l2)^P(l2-Z)  -^PW  -2^)Z  =  Al2,        .       .(15) 

Eq.  (15)  indicates  what  disposition  of  the  load  on  the 
span  I2  will  make  R3—0,  and  it  will  be  seen  to  be  of  very 
easy  application. 

The  determinations  of  Ru  R2,  and  R3,  for  all  loading  in 
excess  of  that  indicated  by  eq.  (15),  will  require  the  use  of 
eqs.  (11),  (12),  and  (13)  as  they  stand;  for  all  loading  less 
than  that  amount,  however,  /?3=o,  and  the  reactions  Ri 
and  /?2  are  to  be  found  by  the  simple  principle  of  the  lever, 
considering  I2  as  a  simple  overhanging  arm,  or  cantilever. 
These  operations  will  be  shown  in  detail  hereafter. 

In  this  case  it  is  evident  that  ** hammering"  will  take 
place  at  the  ends  with  certain  dispositions  of  loading. 
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Art.  103. — Example  of  Swing-bridge  with  Ends  Simply  Supported 
— Two  Points  of  Support  at  Center — ^Partial  Continuity. 

The  general  formulae  of  the  preceding  article  will  be 
applied  to  the  truss  shown  by  skeleton  diagram  in  Fig.  9. 
The  intermediate  verticals  U2L2  and  UsLz,  with  U5L5 
and  the  inclined  web  members  LqUi  and  UJ^5,  are  in  com- 
pression, while  the  remaining  vertical  and  diagonal  web 
members  are  in  tension. 


Fig.  9. 

As  shown  in  the  diagram,  the  total  length  of  the  trusses 
between  the  centers  of  end  pins  is  295.5  feet.  The  follow- 
ing statement  gives  all  the  dimensional  data  required 
in  the  succeeding  computations: 

Center  depth,  [76^^6  =  42  feet. 
Depth,  f/4^4  =  32 

Depth,  f/iLi  =  28 

Length  of  center  panel  =  20.5  feet 
Other  panel  lengths  all  =  27.5  feet. 

The  trigonometrical  quantities  which  will  be  required 
are  as  follows: 


( i 


C  ( 


tan  LoUi  =0.982; 
tana  ^0.0485; 
tan/?  =0.364; 
tan  Li  [72  =0.938; 
tan  L2C/3  =0.897; 
tan  L3[/4  =  0.859; 
tan  [/1L2  =0.9762; 


sec  LqUi  = 
sec  a  = 
sec  /?  = 
sec  Li[72  = 
sec  L2UZ  = 
sec  LzU^^ 
sec  f/iL2  = 


4; 
oai2i 

064; 

371; 
343; 
319; 
397. 
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The  upper  chord  f/i . . .  t74  is  a  straight  line  and  it  inter- 
sects the  lower  chord  twenty  panel  lengths  from  the  free 
extremity  of  the  arm.  The  trusses  are  placed  i6  feet 
apart,  centers  transversely.  The  moving  load  will  be  that 
specified  by  Cooper  as  E  40,  shown  on  p.  56.  The  fixed 
load  will  be  as  follows: 

Track 400  pounds  per  lineal  foot. 

Floor-beams  and  stringers.    320 
Trusses 980 


it  it  14  (( 


Total 1,700 


( (         <  <       <  (        ( < 


The  weight  of  trusses  will  be  taken  to  be  divided  equally 
between  the  upper  and  lower  panel-points,  but  the  track, 
floor-beams,  and  stringers  will  be  taken  wholly  at  the 
latter.  Hence  the  upper  and  lower  pa,nel  fixed  loads 
will  be  as  follows: 

Lower  panel  load  (— —  )  X27.5  =  16,650  lbs. 
Upper  panjel-point    ( )  X27.5  =  6,750  lbs. 

Total  **  23,400  lbs. 

In  order  that  the  weight  of  the  locking  gear  at  the  ex- 
tremity of  each  arm  may  be  properly  provided  for,  the 
weight  concentrated  at  the  free  extremity  of  each  truss 
will  be  taken  at  10,000  pounds,  which  is  somewhat  more 
than  one  half  of  each  of  the  other  lower  panel  fixed  loads. 

The  panel  load  at  the  top  of  UsLs  will  be 

(^^^^)x(f)- 5,880  lbs. 
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Fixed-load  Stresses. 

The  stresses  due  to  the  fixed  loads  given  above  will 
first  be  found.  Since  it  is  assumed  that  the  ends  of  the 
arms  are  simply  supported  when  the  draw  is  closed,  the 
stresses  arising  from  the  fixed  or  own  weights  are  cantilever 
stresses  identical  with  those  of  the  open  draw;    in  other 


\     b 


i  /  i  *  I  M  ~  t '  t 


Scale  lu  Feet 


I 


I 


Fig.  10. 


Fig.  II. 

words,  the  entire  fixed  load  is  carried  at  the  two  points  of 
support  over  the  drum  on  the  pivot-pier.  These  stresses 
are  most  easily  found  by  graphical  methods  as  shown  in 
Fig.  II.  The  system  of  notation  illustrated  in  Fig.  10 
is  employed.  The  diagram  is  started  at  the  extremity 
of  the  left  arm,  at  which  point  there  are  only  two  unknown 
stresses  ac  and  cb.  The  final  stress  found  is  aq,  the  stress 
in  the  upper-chord  member  over  the  center  span.     It  is 
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not  necessary  to  explain  in  detail  the  construction  of  the 
figure.  The  accuracy  of  the  diagram  may  be  checked 
by  obtaining  the  last  stress  aq  by  the  method  of  sections. 

Passing  a  section,  therefore,  through  the  members  U^Ut 
and  LJ^%  and  choosing  as  a  center  of  moments  the  panel-, 
point  Ls  the  following  equation  of  moments  results : 


—  186,000  lbs. 


10,000X137.54-23,400(110+82.5  +  55  +  27.5) 

42 


Since  this  value  checks  that  found  graphically  (Table  I) 
it  may  be  assumed  that  all  other  values  are  correct. 

There  is  no  dead-load  stress  in  the  cotmter  U1L2.  Also, 
since  the  members  C/sCe,  f/eCs,  C&L^,  and  C^L^  are  de- 
signed simply  to  steady  the  bridge  when  open,  they  sustain 
no  dead-load  stress  that  can  be  computed. 

TABLE  I.— STRESSES  DUE  TO  FIXED  OR  DEAD  LOAD. 


Member. 

Dead-load  Stress 
in  Poxmds. 

Member. 

Dead-load  Stress 
in  Pounds. 

W^i 

cb 

-     9,820 

U,L, 

cd 

-    16,280 

L,U 

ef 

-   40,700 

L.U, 
UJ., 

de 

+   45»I40 

uu 

hi 

-   89,860 

^i 

-   38,180 

L,L, 

kl 

-155,040 

L,U, 

ih 

+    73,630 

L,L, 

mn 

-155,040 

U,L, 

hi 

-   59,190 

i^« 

9r 

— 186,000 

L,V. 

jk 

+  100,040 

L,U, 

ac 

+    14,000 

U,L, 

km 

+    16,700 

U,U^ 

ad 

+     9»840 

mo 

-   47,460 

U,U, 

ag 

+   40,740 

oq 

-    73,570 

U,U, 

a; 

+   89,060 

u,u. 

ao 

+ 197,860 

UsU. 

aq 

+ 186,000 

Moving-load  Stresses — Partial  Continuity. 

The  moving-load  stresses  are  next  to  be  found,  and 
in  finding  them  the  condition  of  "partial  continuity"  will 
be  assumed,  i.e.,  it  will  be  assumed  that  no  shear  can 
pass  from  one  arm  of  the  bridge  across  the  center  panel 
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to  the  other.  The  web  members  in  the  center  panel  are 
light  in  section,  and  proportioned  only  to  hold  the  bridge 
steady,  when  open,  against  any  tendency  to  vertical 
vibration  by  the  wind,  or  irregular  or  uneven  operation 
of  the  turning  machinery.  These  vibration  stresses  are 
indeterminate,  but  it  is  known  from  actual  experience 
with  long  drawbridges  that  they  are  small  and  amply 
resisted  by  rods  or  braces  quite  inadequate  to  carry  more 
than  a  small  portion  of  the  moving-load  shear.  Hence 
such  a  construction  is  adopted  as  will  not  afford  provision 
for  those  moving-load  shears  at  the  center,  leaving  only 
the  incidental  stresses  of  turning  to  be  cared  for. 

The  effect  of  this  arrangement  is  assumed  to  make 
either  arm  of  the  bridge  a  simple  truss  supported  at  each 
end  for  all  moving  loads  on  that  arm,  so  long  as  the  other 
arm  carries  no  moving  load. 

It  should  be  remembered,  as  already  stated,  that  the 
span  I2  (ordinarily  termed  the  center  panel),  included 
between  the  central  points  of  support,  sustains  no  load. 

If  the  moving  load  partially  covers  both  arms,  or  the 
whole  of  one  arm  and  a  part  of  the  other,  it  is  to  be  divided 
into  three  parts.  Two  of  these  parts,  together  with  the 
reactions  Ri  and  R4  due  to  them,  produce  equal  and 
opposite  moments  at  the  center.  For  these  two  parts, 
consequently,  the  truss  is  one  of  perfect  continuity,  with 
the  main  diagonals  at  the  center  omitted.  This  last 
condition  is  admissible,  because  for  these  two  parts  the 
shear  at  the  center  will  be  zero. 

For  convenience  these  two  parts  will  be  called  *' bal- 
anced,'' while  the  third  part  will  be  called  "unbalanced.'* 

For  the  unbalanced  part,  the  arm  or  span  in  which  it 
is  found  will  be  a  simple  truss  supported  at  each  end. 

If  the  panel  loads  are  uniform  in  amoimt,  balanced 
loads  will  be  symmetrically  placed  in  reference  to  the 
center. 
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If  the  panel  loads  are  not  ixniform  in  amount,  the 
balanced  portions  would  be  determined  by  equating  M2 
to  M3,  with  the  aid  of  eqs.  (3)  and  (4)  of  Art.  102. 

Coupling  these  statements  with  the  principles  deduced 
in  the  preceding  articles,  it  will  at  once  be  seen  that  the 
greatest  reaction  Ri  at  Lo,  Fig.  9,  will  exist  with  the  mov- 
ing load  over  the  whole  of  the  left  arm,  for  any  moving 
load  on  the  right  arm  will  balance  a  part  of  that  on  the 
left,  and  relieve,  to  some  extent,  the  reaction  at  Lq. 

Although  the  moving  load  consists  of  various  wheel  con- 
centrations followed  by  a  uniform  train,  which  can  readily 
be  used  for  the  moving  load  on  one  arm  only,  according 
to  the  principles  of  Arts.  85  and  88,  their  use  in  the  same 
general  manner  for  balanced  moving  loads  would  lead  to 
unnecessary  complication.  Hence,  for  the  latter  loads,  a 
fixed  series  of  panel  weights,  resulting  from  one  position 
of  the  diagram  concentrations,  will  be  used  in  the  corre- 
sponding stage  of  the  computations.  By  this  device  the 
determination  of  the  stresses  will  be  much  simplified,  and 
the  results  will  be  essentially  accurate. 

Live-load  Stresses  in  Span  Lq  .  .  .  L5  as  a  Simple   and 

Non-contimiVus  Span. 

Members  LqUu  L\U2,  U\L2> 

The  maximum  moving-load  compression  in  the  end 
post  L\Ui  will  first  be  found,  and  then  the  counter-stresses 
and  that  in  f/iLi,  for  all  of  which  the  arm  of  the  draw 
will  be  treated  as  a  non-continuous  span,  with  the  moving 
load  passing  over  it  from  the  center  toward  the  end.  The 
positions  of  the  moving  load  for  the  greatest  value  of 
these  stresses  will,  hence,  be  found  by  the  principles  of 
Arts.  70.  85,  and  88.  Eq.  (4)  of  Art.  70  shows  that  the 
third  driver  of  the  front  locomotive  must  be  placed  at 
the  foot  of  U\L\  in  order  to  give  the  greatest  shear  in 
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Lof/i,  or,  what  is  the  same  thing,  the  greatest  reaction 
at  its  foot.  There  will  then  be  19  feet  of  uniform  load 
on  the  span.  Such  a  position  of  the  moving  load  will 
make  the  shear  in  question  154,000  —  17,500  —  136,500 
potmds.     Hence 

LqUi  =  —136,500X1.4=  —191,000  potmds. 

In  order  to  determine  whether  the  cotmter  U1L2  is 
necessary,  let  it  be  supposed  omitted,  and  the  resulting 
greatest  moving-load  compression  found  in  L\U2'  Eq.  (4) 
of  Art.  85  shows  that  the  latter  will  exist  with  the  third 
driver  of  the  front  locomotive  at  L2.  Wheel  No.  17  will 
be  li  feet  from  Le;  whence  will  result  a  reaction  at  Lo, 
and  a  load -at  Li  of  102,000  potmds  and  17,500  pounds 
respectively.  By  taking  moments  about  the  point  of 
intersection  of  the  chords,  and  using  as  the  lever-arm  for 
L1U2  21  panel  lengths  divided  by  sec  L\U2 

102,000  X  20  -  1 7,500  X  2 I 

L\U2= sec  L,iU2 

21  *^i    ^ 

=  —12,900X1.371  =  —113,500  pounds. 

The  fixed-load  tension  in  L\U2  has  already  been  found 
to  be  45,100  pounds,  which  is  much  smaller  than  the 
113,500  pounds  of  moving-load  compression  just  found. 
Hence,  as  L1U2  can  really  sustain  no  compression,  the 
counter  U1L2  must  be  introduced,  amd  its  greatest  tension 
found  with  the  same  position  of  moving  load,  and,  also, 
under  the  assumption  that  Lit/ 2  does  not  exist.  Remem- 
bering that  the  lever-arm  of  U1L2  is  22  panel  leilgths 
divided  by  its  secant, 

-_  _       102,000X20-17,500X21         _.  _ 

UiL2  = sec  U1L2 

22 

=  +82,100  Xi.4=  +115,000  pounds. 
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Member  L2UZ. 

By  a  precisely  similar  use  of  eq.  (4)  of  Art.  85,  it  will 
be  found  that  the  greatest  moving-load  compression  will 
exist  in  L2UB  with  wheel  No.  2  at  L3.  Wheel  No.  10  will 
then  be  4  feet  from  Lq.  This  position  will  give  a  reaction 
of  38,100 pounds  at  L©,  and  an  advance  load  of  2,900  pounds 
at  L2.  Again  taking  moments  about  the  point  of  intersec- 
tion of  the  chords,  the  greatest  moving-load  compression 
in  L2U3  will  be  found  to  be 

T     TT  38,'IOOX  20 -2,900X22  A         lU 

1-2^3= sec  L2C/3=  —42,000  lbs. 

The  fixed-load  tension  in  L2C/3  has  already  been  found 
to  be  73,630  pounds,  which  is  almost  twice  the  moving- 
load  compression  just  found.  Hence  no  compression 
can  ever  exist  in  L2U3,  and  no  counter  will  be  needed  in 
the  same  panel  with  it,  nor,  indeed,  any  other  counter 
than    U1L2. 

The  same  condition  of  loading  will  give  the  greatest 
moving-load  tension  in  C/3L3,  but  computations  will  show 
that  it  is  only  about  one  half  the  fixed-load  compression 
(as  would  be  inferred  from  the  results  for  L2U3).  Hence 
no  counter-bracing*  of  that  member  is  required. 

These  operations  show  the  method  to  be  pursued  in 
determining  the  requisite  counters,  and,  also,  that  it  is 
essentially  identical  with  that  used  for  non-continuous  spans. 

Member  UiL\, 

As  U\Li  is  a  simple  hanger,  it  will  take  its  greatest 
tension  with  the  greatest  floor-beam  reaction  at  its  foot. 
This  latter  will  exist  with  the  same  position  of  moving 
load  as  that  which  gives  the  greatest  stress  in  Lof/i — i.e., 
with  the  third  driver  of  the  front  locomotive  at  Li,  and 
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its  value  is  84,200  pounds.  The  shear  existing  at  the  same 
time  in  LqC/i  has  been  foimd  to  be  136,500  pounds,  and 
as  the  coexisting  vertical  component  of  the  stress  in 
U\U2  is  about  8,000  pounds  only,  the  counter  U1L2  must 
act  in  tension  to  .cany  sufficient  shear  over  to  LoU\  to 
make  up  its  shear  of  136,500  pounds.  In  other  words, 
the  vertical  components  of  C/1L2  and  U\U2  added  to 
the  stress  in  U\L\  must  equal  136,500  potmds.  Hence 
the  stress  in  U\L\  is  simply  the  greatest  possible  load  at 
its  foot. 

.*.  UiLi  =  +84,200  pounds. 

Member  UJ^5. 

The  member  U4U5  sustains  no  stress,  tmder  the  con- 
dition of  partial  continuity,  with  the  moving  load  on 
one  arm  only;  hence  it  is  to  be  ignored  in. finding  the 
stress  in  U4L5.  The  greatest  compression  in  this  latter 
member  will  therefore  exist  with  precisely  the  same  posi- 
tion of  moving  load  as  was  used  for  LqUu  but  changed 
end  for  end  on  the  span,  so  as  to  be  headed  toward  the 
center  instead  of  the  end  of  the   arm. 

By  using  the  same  shear  as  for  LqUu  therefore 

UJ^6=  —  1 36, 500  X  sec  U^L^^  -180,000  pounds. 

Member  UJ^^. 

The  tension  member  UJ^^  is  a  simple  hanger,  with  the 
maximum  floor-beam  reaction  at  its  foot,  as  was  found 
for  UiL\.     Hence 

UJL^=  +84,200  pounds. 

Members  LzU^  and  L2U3. 

The  moving  load  will  pass  on  the  arm  from  the  end 
toward  the  center,  for  the  remaining  web  members.     The 
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position  of  moving  load  for  LzUa  in  accx)rdance  with 
eq.  (4)  of  Art.  85,  requires  the  third  driver  to  be  at  L3, 
wheel  No.  17  being  i^  feet  from  Lq.  This  position  gives 
a  reaction  of  102,000  pounds  at  Ls  and  an  advance  weight 
of  17,500  pounds  at  L5.     Hence 

_     ..  102,000X25—17,500X24  T      rr  . 

L3c/4  = "^ sec  LzUa^  +122,000  lbs. 

In  the  same  manner  it  is  found  that  the  greatest  ten- 
sion in  L2UZ  will  exist  with  the  second  driver  of  the  first 
locomotive  at  L2.  Wheel  No.  11  will  then  be  4  feet 
from  Lq.  The  reaction  at  L5  will  be  47,600  pounds  and 
the  weight  at  Lg  8,400  pounds.  Hence,  by  moments,  as 
usual,  about  the  point  of  intersection  of  the  chords 

T     TT  47>6O0X  25  -8,400X23  T     TT  rA       Q  A 

L2Us=— sec  L2C/3  =  +60,800  poimds. 

2  ^ 


Members  C/3L3,  L1C/2,  CLftd  L2U2. 

Since  UzLs  sustains  its  greatest  compression  for  the 
same  condition  of  moving  load  as  L2Uzy 

47,600X25-8,400X23 
UzLz  =  ' — =  -  43 » 300  pounds. 

Again,  eq.  (4)  of  Art.  85  shows  that  the  first  driver  of 
the  front  locomotive  must  be  at  the  foot  of  f/iLi  in  order 
to  give  L\U2  its  greatest  tension,  wheel  No.  6  being  3^  feet 
from  Lq.  Hence  the  reaction  at  Ls  will  be  14,500  pounds 
and  the  weight  at  L2  2,900  pounds.     Therefore 

^      __  14,500X25-2900X22  T     ^r  ^  ^ 

Lic72  = ' — secLic/2-  +19,600  pounds. 
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The  same  position  of  moving  load  gives  the  greatest 
compression  in  f/2^2;   hence 

rr    r  MtS^Q  X  2$  ~  2,900  X  22 

t/aL2= ' =  —13,000  poimds. 

These  restilts  complete  the  moving-load  web  stresses 
for  the  moving  load  on  one  arm  only,  leaving  the  chord 
stresses  yet  to  be  determined. 


Lower-chord  Members. 

The  lower-chord  panels  LqLi  and  L1L2  receive  their 
greatest  stresses  with  Lof/i,  and  they  are  to  be  found  by 
simply  multiplying  the  shear  in  that  member  by  the 
tangent  for  LqUi.     Hence 

LqLi  =LiL2«  136,500  X 0.982  =  +134,000  poimds. 

Similarly,  the  panels  L3L4  and  L4L6  sustain  their 
greatest  stresses  with  U4L5.     Hence 

L3L4 =1-4^6  =  136,500X0.859  =  +117,000  pounds. 

In  order  to  determine  the  greatest  stress  in  lower-chord 
panel  L2L3,  recourse  must  be  had  to  eq.  (i)  of  Art.  72. 
That  equation  shows  that,  with  the  moving  load  passing 
on  the  arm  from  right  to  left,  the  third  driver  of  the  second 
locomotive  must  be  at  L3  with  20  feet  of  the  uniform 
train  load  resting  on  the  arm  adjacent  to  the  center.  This 
position  gives  a  bending  moment  about  f/3  (the  center  of 
moments  for  L2L3)  of  5,832,000  foot-potmds.     Hence 

r    r       5*832,000  - 

L2L3  = is66~  '^  "*"  ^9^'^^^  poimds. 
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r  '  1  '         '  ' 

Upper-chord  Members. 

The  upper-chord  stresses  at  once  result  from  those  in 
the  lower,  but  it  is  first  to  be  observed  that  since  L1U2 
is  a  tenfeion  meniber  only,  it  will  not  be  stressed  with  the 
moving  load  on  essentially  the  whole  of  the  arm,  since  the 
cotinter  U^L2  will  then  come  into  action.  The  upper- 
chord  ^tresses  in  U1U2  and.  f/ji/a  will  therefore  be  equal, 
and  as  L2  will  be  the  center  ojf ,  monpients  for  those  stresses, 
the  position  of  the  moving  load  for  their  greatest  value 
will  be  precisely  the  same  as  for  L2L8,  with  the  excep- 
tion that  the  direction  of  motion  is  to  be  reversed,  thus 
placing  the  third  driver  of  the  second  locomotive  at  the 
foot  of  U2L2* ,  Hence 

5,832,000 

U1U2  =•  U2UZ  =  —- sec  a  =*»  —200,000  pounds. 

29.333  ^ 

Finally 

UzU4 ^  -^LaLa -sec  a «  — 190,200  pouhds. 

These  computations  determine  all  the  greatest  moving - 
load  stresses  in  one  arm  considered  as  a  simple  non-con- 
tinuous span. 

Live4oad  Stresses  in  Span  Lo  .  . .  Lf^as  a  Continuous  Span. 

In  finding  the  greatest  stresses  due  to  the  moving  load 
on  both  arms,  the  condition  of  partial  continuity  requires 
the  use  of  balanced  loads — i.e.,  loads  simultaneously  on 
each  arm,  which,  if  the  trusses  were  continuous  over  the 
center,  would  produce  equal  and  opposite  center  bending 
moment^.  The  most  obvious  and  simple  balanced  loads 
are  those  of  equal  magnitude  placed  at  symmetrical  panel- 
points  in  each  arm,  and  such  balanced  loads  will  be  used 
in  the  following  computations. 
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As  has  already  been  observed,  the  use  of  the  locomo- 
tive concentrations  and  the  ordinary  moment  diagram 
for  the  greatest  stresses  in  this  case  would  lead  to  unneces- 
sary complication  and  great  labor  without  any  correspond- 
ing advantage.  Essential  accuracy  can  be  attained  by 
computing  a  system  of  panel  concentrations  or  weights 
from  a  position  of  the  moving  load  which  will  give  results 
differing  in  no  sensible  degree  from  those  determined  by 
more  refined  calculations.  The  desired  position  is  largely 
a  matter  of  judgment,  but  a  heavy  concentration  should 
be  found  at  the  panel-point  covered'  by  the  head  of  the 
train,  hi  the  present  instance  the  third  driving-wheel 
of  the  front  locomotive  will  be  placed  over  a  panel-point 
which  will  be  called  panel  i.  A  small  concentration  will 
exist  at  the  panel-point  in  front  of  panel  i ;  this  will  be 
called  the  **  advance  load.**  The  desired  concentrations 
will  then  be  as  follows: 

Advance  load i7i5oo  pounds 

At  panel  i 84,200 

2 S4,6oo 

3 80,600 

4-  ••• 58,500 


C  ( 

'♦  "        2 54,600         " 

"  "         3 80,600  •' 

II  c  <  _o '        i  i 


The  advance  load  is  sometimes  neglected  in  finding 
the  web  stresses,  as  the  resulting  computations  are  some- 
what simplified,  and  the  small  error  committed  is  on  the 
side  of  safety. 

All  reactions  in  this  case  must  be  found  by  the  equa- 
tions of  Art.  102  for  perfect  continuity,  as  all  loads  are  to 
be  balanced.  If  a  panel  load,  P,  rests  on  the  left-hand 
arm,  or  span,  /i,  the  reaction  Ri  will  be  by  eq.  (5a)  of 
Art.  102: 


i?i-P(i-n) 


I  —  (i  +«)n 


1 


4(c  +  i)-     ' 


c  +  i 


(1) 
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And  by  eq.  (6a)  of  Art.  102,  the  reaction  R4  will  be 

In  this  case  ^  =  137.5-^20.5=6.7073. 

If  P  be  the  general  value  of  a  panel  load,  n  will  have 
the  values  0.2,  0.4,  0.6,  and  0.8  in  the  formulae  for  Ri 
and  i?4,  and  the  expressions  for  those  reactions  will  be 

Panel  load  P  at  Li  Ri  =0.716x02^;  R4  =0.005443^ 

L2/?i  =o.453i78P;  i?4='0.oo9526P. 

L2R1  =o.232204P;  /?4='0.oio886P. 

L4i?i  =o.o74i53P;  i?4=o.oo8i65P. 


I  (  14  tilt 

t  t  t  t  t  t      I  t 

t  i  it  t  t      t  t 


Since  balanced  loads  only  are  to  be  employed  in  this 
case,  it  will  be  necessary  to  determine  the  reactions  Ri 
and  R4  with  a  panel  concentration  on  one  arm  balanced 
by*  an  exactly  equal  concentration  symmetrically  placed 
on  the  other.  The  reactions  for  each  such  concentration 
will  be  those  given  above,  but  Pi  and  P4  will  be  inter- 
changed with  the  exchange  of  one  arm  for  the  other.  When 
the  two  concentrations  are  simultaneously  placed  on  the 
two  arms,  i.e.,  when  they  are  balanced,  the  reaction  at 
each  end  of  the  bridge  will  equal  that  at  the  other,  and 
will  be  represented  by  the  sum  of  Pi  and  P4,  as  given 
abo^e  for  a  single  panel  load.     If  R  is  that  reaction. 

For  panel-points  Li  andLio,  R  =  R^+Ra  =^0.7 21  $P, 

L2    "      Lq,     P=Pi+P4=0.4627P. 

U  "    Ls,    P=Pi+P4=o.243iP. 
L4  '*    L7,    P=Pi-fP4=o.o823P. 


<  (  it 


<  <  ( ( 


It  it 


The  preceding  numerical  work  can  be  checked  by 
finding  M2  for  both  arms  fully  loaded,  from  eq.  (4)  of 
the  preceding  article  (having  previously  found  il/3),  and 
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using  it  in  eq.  (5)  of  the  same  article.  The  resulting  value 
of  Ri  ^Ra  should  equal  the  sum  of  the  preceding  values 
of  /?,  because  both  results  are  for  both  arms  fully  loaded. 
The  sum  of  the  four  values  of  R  is  1.5096P,  while  eq.  (5) 
of  Art.  102  gives  i?i  =/?  =  1.509 7P.  Hence  the  check  is 
satisfactory.  In  this  verification  all  panel  loads  P  are 
assumed  equal,  but  this  does  not  in  any  way  affect  the 
numerical  work  which  it  was  desired  to  verify. 

As  the  reactions  for  each  of  the  panel  loads,  and  the 
panel  loads  themselves,  are  now  known,  all  stresses  can 
readily  be  found.  In  all  the  cases  except  those  of  simple 
hangers,  or  where  a  trigonometric  multiplier  only  is  needed, 
the  method  of  moments  will  be  employed,  precisely  as 
with  the  moving  load  on  one  arm  only. 

Stresses  in  the  Chord  Members;  Balanced  Loads 

In  determining  the  stresses  in  the  chord  members  for 
this  condition  of  loading,  influence  lines  *  showing  the 
moments  at  various  points  for  balanced  unit  loads  will 
be  drawn.  The  variations  of  the  stresses  in  the  members 
show  precisely  the  same  variations  as  these  moments, 
since  the  stress  may  always  be  foimd  by  dividing  the 
moments  of  the  external  forces  by  the  proper  lever- 
arm. 

Members  LqU\,  LqLu  and  L1L2. 

The  center  of  moments  for  the  end  post  LqUi  is  at  Li, 
and  the  line  MACEGN,  of  Fig.  13,  is  the  influence  line 
for  moments  at  Li.     It  is  drawn  as  follows: 

If  loads  of  xxnity  be  placed  at  Li  and  Lio,  the  reaction 
R  at  Lo  has  been  found  to  be  0.7215.     The  moment  of 

*  An  outline  of  the  method  of  influence  lines  is  furnished  in  Chapter  VI. 
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the  external  forces  about  Li  is  then  o.  7 2 1 5  X  i  panel  length  = 
0.7215.  The  ordinate  AB  directly  below  L\  is  therefore 
drawn  with  that  value. 

If  loads  of  tinity  be  placed  at  L2  and  L9,  the  reaction  R 
at  Lo  is  0.4627,  and  the  moment  at  L\  is  then  0.4627X1 
panel  len^h  =0.4627,  and  CD  is  erected  immediately  below 
ia  with  that  value. 


Fig.  I  a. 


Fig.  13. 

Similarly  the  moments  at  Li  for  loads  at  L3  and  L% 
and  L4  and  L^  are  found  to  be  0.2431  and  0.0823,  and 
the  ordinates  EF  and  GH  are  drawn  correspondingly. 

The  completed  influence  line  shows  at  once  that  the 
heaviest  panel  concentration,  viz.,  84,200  pounds,  should 
be  placed  at  Li  with  the  advance  panel  concentration  of 


^ 
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17,500  potinds  at  Lq.     The  moment  at  Li  for  these  loads 
then  becomes  .  . 

0.7215  X84,20o?«6o,7oo 
o.46^7;><  54,600  =  25,300 
0.2431  x8o,6oo  =  19,606 
0.0823X58,500—   4,800 


110,400 


This  moment  is  expressed  as  si  product  of  pounds  by  panel 
length;  in  order  to  find  the  stress  in  LqUu  its  leyer-arm 
must  also  be  expressed  in  terms  of  ^  panel  length.  There- 
fore the  stress  in  LoUi  is 

-  _.  110,400  J 

LoUi  ^  ^  V71T  ^  "  ^ 54,500  pounds. 

Since  the  center  of  moments  for  LoLi  and  LiL2  is  at 
f/i,  or  a  point  vertically  abpve  Li,  the  previous  influence 
line  may  be  used  for  these  members..    The  lever-arm    is 

28 
however  =1.62  panel  length. 

Therefore 

1 10,400 

LqLi  —L1L2  =  H ==  +108,000  pounds. 

.         .  r,02  , 

Members '  f/i  E/2,   U2Uz. 

As  the  counter-member  U1L2  comes  into  action  with 
the  moving  load  over  the'  whole  of  the  bridge,  the  two 
upper-chord  panels  U1U2  and  U2U3  will  sustain  the  same 
stress,  and  panel-point  L2  will  be  the  center  of  moments 
for  their  stress.  Thei  line  MAiCiEiGiN  (Fig.  13)  repre- 
sents the  moment  influence  line  for  this  point  as  the  center 
of  moments  and  it  is  drawn  as  follows : 
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For  loads  at  Li  and  Lio, 

M  =0.7215  X2  —  I  Xi  =  +0.4430 ^ordinate  BAi. 
For  loads  at  L2  and  Lg, 

M  =0.4627  X2  =  +0.9254  =ordinate  DCi, 
For  loads  at  L3  and  Lg, 

M  =0.2431  X2  =  +0.4862  =ordinate  FEi, 
For  loads  at  L4  and  L7, 

M  =0.0823  X2  =  +0.1646  =ordinate  HGi. 

Since  all  these  unit  moments  are  positive,  all  loads  will 
produce  compression  in  U1U2  and  U2US.  It  is  also  clear, 
from  the  influence  line,  that  the  panel  concentration  of 
80,600  pounds  should  be  placed  at  L2;  then  the  weight 
84,200  pounds  will  be  at  L4,  and  the  advance  weight  at  L5. 

The  actual  moments,  expressed  in  pounds  X  panel 
length,  may  now  be  found,  as  follows: 

58,500X0.4430=  35»9oo 
80,600  X0.9254  =  74,500 
54,600  X0.4862  =  26,600 
84,200  X0.1646  =   13,800 


Total  =  150,800 
The  lever-arm  of  U1U2  expressed  in  panel  lengths  is 

29»333        ,    . 

=  1 .00. 

27.5  sec  a 

Hence  U1U2  =  U2UZ  =  -  — '—r~~  =  — 142,000  pounds. 

i 

Members  L2L3,  UzU^, 

In  order  to  find  the  greatest  stress  in  the  lower-chord 
member  L2L3,  moments  must  be  taken  about  Uz  vertically 
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above  L3.  The  line  MA2C2E!^2N  is  the  moment  influence 
line  for  unit-balanced  loads  for  moments  taken  about  La. 
The  ordinates  are  found  as  follows: 

i4 2-8=0.7215  X3  -I  X2  =  +0.1645 
C2D  ==0,4627X3-1  Xi  =  +0.3881 
£«^F=o.243i  X3  =  +0.7293 

G2H  =0.0823  X3  =  +0.2469 

Since  these  ordinates  are  all  positive,  all  loads  on  the 
bridge  will  produce  tension  in  L2L3,  or,  what  is  the  same, 
compression  in  UzU^-  Inspection  of  the  influence  line 
shows  that  the  concentration  of  80,600  pounds  must  be 
placed  at  L3,  so  that  the  two  heaviest  concentrations  will 
be  at  La  and-  Li  with  the  head  of  the  train  toward  the 
right.-    Hence 

84,200  X0.164S  =  13,800 

54,600  X0.3881  =  21,200 

80,600X0.7293=  58,700 

58,500X0.2469=  14,500 


Total  =  108,200 

30.67 
If  theJever-arm  of  L2L3  in  panel  lengths  is  =1.093, 

27.5 

and  of  UzU^  is  -^ =  1.090;  therefore 

sec  a         ^ 

_       _  .     108,200  .        r^    r^ 

L2La=  H —  +98,800  pounds 

1.093 

108,200 

UbU^^ =-99,000 

^  1.090  ^^ 

It  is  evident  that  the  stress  in  U3U4  is  equal  to  that  in 
L2L3  multiplied  by  the  secant  of  the  inclination  of  the 
former  to  a  horizontal  line. 
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Members  L^L^  and  L4L5, 

The  unit  influence  line  for  moments  at  (74,  for  the 
stress  in  the  members  L3L4  and  L4L6,  is  shown  in  Fig.  13 
as  MAsC^sGsNy  and  the  values  of  the  ordinates  are 
foimd  as  follows: 

• 

A^B  ^(0.7215X4) -(1X3)  =  -0.1140 
CsD  — (0.4627X4)  -(1X2)=  -0.1492 
EaF^  (0.2431  X4)  -(i  Xi)  «  -0.0276 
GsH  « (0.0823  X 4)  «  +0.3292 

The  figure  shows  that  the  panel  load  at  L4  is  the  only 
one  which  produces  tension  in  these  members,  and  it  is 
evident  that  one  of  the  heaviest  concentrations  should  be 
placed  there.  Hence,  by  placing  the  advance  load  of 
17,500  poimds  at  L3,  and  the  heavy  load  of  84,200  potmds 
at  L4,  the  momeht  expressed  in  pounds  X  panel  length  is 

1 7, 500  x(— 0.0276)  =  —      480 
84,200  X  (  +0.3292)  =  +27,700 


Total  =  +27,220 

32 

The  lever-arm  of  L3L4  is  «i.i62   panel  length; 

57*5 

hence  the  stress  is 

27,220 
L^A'^L^Li^  H T—=  ■^  23,400  pounds. 

In  order  to  find  the  greatest  compression  in  these  mem- 
bers, the  advance  load  of  17,500  pounds  is  to  be  placed  at 

La,  with  the  head  of  the  train  toward  L4.     Hence 

ft 
54,6ooX(— 0.1140)  =  —  6,090 

84,200  X(  —0.1492)  «  —12,600 

17*500  X  ( -0.0276)  =  -      380 

Total  =  -19,070 
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Hence 

L^4^L^s— ^"fi"'^  —16,400  pounds. 

Members  U^U^  LJ^,  UaU^,  and  Ud-i- 

In  order  to  determine  the  greatest  stresses  in  the  mem- 
bers C/fif/e  and  L^Lq,  unit  moments  may  be  taken  about 
Ls,  and  the  influence  line  is  shown,  Fig.  13,  a.s  MAAC4E4G4N. 
The  values  of  the  various  ordinates  are  found  as  follows : 

i44B  =  (o.72i5  X5)  -(i  X4)  ==  -0.3925 
C4l?  =  (o.462  7  X5)  -(i  X3)  -  -0.6865 
£4i^  =  (0.2431  X 5) -(i  X2)  =  -0.7845 
G^^H  =  (0.0823  Xs)-(iXi)  = -0.5885 

The  figure  shows  that  all  loads  produce  tension  in 
UsUfi  and  compression  in  L5L6,  and  that  the  two  heaviest 
concentrations  should  be  placed  at  L4  and  L2  with  the 
head  of  the  train  toward  Le: 

—  58,500  X0.3925  =  -   23,000 

—  80,600  X0.6865  =  —  55,300 

—  54,600X0.7845  «  —  42,900 
—84,200X0.5885=—  49,500 


Total  =  —170,700 
The  lever-arm  of  U5U6  expressed  in  panel  lengths  is 

42 

27.5 
Therefore 

170,700 

L^Lq^  -U^U^^ — =  -115,000  pounds. 

^•53 

This  stress  is  also  the  horizontal  component  of  U^U^ 
and  the  stress  in  the  latter  member  is,  therefore, 

[74^/5 ^t/sC/a- sec  ^=  +122,000  poimds. 
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The  stress  in  the  post  U^L^  is  the  stress  in  UsU^  multiplied 
by  tan  fi ;  therefore 

UJL^^  —115,000X0.364=  —41,800  potinds. 

Web  Members. 

The  variations  of  the  stresses  in  the  web  members 
may  be  illustrated  by  moment  influence  lines,  as  shown 
in  Fig.  15,  but  the  centers  of  moments  must  be  taken  at 


Fig.  14. 


Fig.  15. 

the  intersections  of  the  proper  chord  members.  These 
centers  of  moments  may  fall  outside  of  the  limits  of  the 
span,  and  they  may  not  be  at  panel-points,  but  in  all 
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other  respects  the  method  of  treatment  is  precisely  as 
for  chord  members. 


Members  U3L3  and  L^U^, 

The  center  of  moments  for  the  stresses  in  these  members 
is  found  20  panel  lengths  distance  from  Lo  at  the  inter- 
section of  UzU^  and  L2L3.  If  unit  loads  be  placed  at 
L\  and  Lio,  the  reaction  at  Lo  has  been  found  to  be  0.7215, 
and  therefore  the  moment  of  the  external  forces  situated 
to  the  left  of  the  section  passed  through  UzU^,  UzLz^ 
and  L2L3  is 

0.7215  X 20  — 21  Xi  =  —6.57. 

This  moment  is  expressed  in  terms  of  a  unit  weight  X  panel 
length,  and  it  is  represented  in  Fig.  15  as  AB,  directly 
below  Li.  The  other  ordinates  of  this  influence  line 
SACE\G\T  (marked  "for  panel  L2L3,"  since  the  same 
lines  also  serves  for  L2UZ)  are  found  as  follows: 

^£  =  (0.7215X20) -(21  Xi)  =  -  6.57 
CZ?  =  (0.4627  X20)  -(22  Xi)  =  -12.746 
£iF  =  (0.2431  X  20)  =4-   4.862 

Gi// =  (0.0823  X  20)  =+   1.646 

Inspection  of  the  influence  line  shows  that  the  advance 
load  must  be  at  L3  for  the  greatest  compression  in  f73L3. 
The  concentrations  of  54,600  and  84,200  pounds  will 
then  be  at  Li  and  L2  respectively.  Taking  moments 
about  the  center, 

-54,6ooX  6.57  =-  359,000 
—  84,200X12.746  =  —1,072,000 
+  i7,5ooX  4.862=+      85,000 


Total  moment  =  — 1,346,000 
this  moment  is  expressed  in  pounds  X  panel  lengths. 
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If  the  effect  of  a  iiniform  load  be  tested,  that  load 
would  extend  from  5  to  AT  (Fig.  15)  and  SACK  would 
indicate  the  moment  area.  If  each  panel  load,  however, 
is  assumed  at  a  full  tmif orm  panel  loading,  viz. ,  2  7 . 5  X  2  ,ooo-  =- 
55,000  poimds,  the  moment  for  maximum  compression  in 
UzLs  becomes 

-S5,oooX  6.57    =-    362,000 
—  55  fOooX  12.746=  —     700,000 


Total  =  — 1,062,000 

This  condition  of  loading  is  thus  seen  to  produce  only 
about  four  fifths  of  the  preceding  moment. 

The  lever-arm  of  UzLs  is  23  panel  lengths,  and  its  stress 

therefore  is 

^^  ^  1,346,000 

[73L3-  --^^TI 58,500  pounds. 

23 

Since  the  center  of  moments  for  L2U3  is  the  same  as 
for  C/3L3,  the  same  influence  line  and  the  same  position 
of  loading  may  be  used.  The  maximum  tensile  stress  is 
therefore 

L2U3  =  H — — — ' sec  L2US  «  +82,300  pounds. 

It  will  presently  be  shown  that  this  member  need 
not  be  counterbraced. 

Members  U2L2,  L1U2,  and  the  Counter  U1L2. 

The  center  of  moments  for  the  stresses  in  these  members 
is  also  20  panel  lengths  to  the  left  of  Li.  The  influence 
line  for  moments  is  SACiEidT  (Fig.  15)  and  the  ordi- 
nates  are  found  as  follows: 

^^  =  (0.7215X20) -(21  Xi)  =  -6.57 
CiZ)=  0.4627X20  =4-9.254 

£iF=  0.2431  X20  =+4.862 

GiH=  0.0823X20  =+1.646 
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Inspection  of  the  influence  line  shows  that  the  greatest 
compression  is  found  for  UiL2  with  the  advance  load  at 
L2  and  the  concentration  of  84,200  pounds  at  Lx.  The 
moment  then  becomes 

-84,200X6.57    =-553,000 
+  17,500X9.254=  +162,000 


Total  =  —391,000 

Since  the  lever-arm  of  U2L2  is  22  panel  lengths,  the 
stress  is 

_.  _  391,000 

C/2L2  =? =  —  1 7,800  poimds. 


The  lever-arm  of  L1U2  is  tTT  panel  lengths.     There- 

sec  i^\  u  2 

fore  the  stress  of  that  member  is 


r      TT  .    39I»000  T      rr 

LiU2=  f' sec  Li(/2=  +25,000  potmds, 

4w  X 


The  greatest  tension  in  the  cotmter  U1L2  is  fotmd 
with  the  advance  weight  of  17,500  pounds  at  Li,  the  train 
heading  towards  Lq.  If  the  advance  weight  were  very 
large,  it  would  have  to  be  placed  at  L2.  Trial  only  can 
determine  which  position  furnishes  the  greater  stress. 
The  moment  for  this  position  of  the  loading  is 

-17,500X6.57    =-  115,000 

+84,200  X9.254  =  +  780,000 

+  54,600  X  4.862  =  +  266,000 

+80,600X1.646—  +  132,000 


Total  moment  =»  + 1 ,063,000 
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22 

The  lever-arm  of  U1L2  is ttt"  P^^^l  lengths;  hence 

sec  u  1x^2 

the  stress  is 

--  ^        .  1,063,000  ,  ,  J 

c7iL2=  H X  1.397=  +67,500  poiinds. 

In  determining  the  stress  in  this  counter,  it  is  to  be  noted 
that  L1U2  is  to  be  neglected. 

Since  the  stress  in  the  counter  is  much  less  than  was 
found  with  the  moving  load  on  one  arm,  as  might  have 
been  anticipated,  it  is  clear  that  no  other  counter-stresses 
need  be  considered.  Indeed,  it  is  evident  from  the  general 
conditions  of  the  two  cases  that  the  greatest  counter  web 
stresses  must  be  found  with  the  moving  load  on  one  arm 
only. 

Hangers  UiL\  and  U4L4, 

These  members  will  be  treated  precisely  as  in  the 
case  of  moving  load  on  one  arm  only.     Hence 

UiLi  =  U4L4  =  +84,200  pounds. 

Members  L3U4. 

The  center  of  moments  for  the  stress  in  LzU^  is  20 
panels  to  the  left  of  Lq.  The  influence  line  for  moments 
about  this  point  is  SACEGiT,  Fig.  15,  and  the  ordinates 
are  found  as  follows: 

AJ5  =  (o.72i5X2o) -(i  X21)  =  -  6.57 
CZ?  =  (0.4627  X20)  —  (i  X22)  =  —12.746 

£;F  =  (o.243i  X20)  -(i  X23) 18.138 

Ci// =  (0.0823  X  20)  =+   1.646 
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It  is  at  once  evident  that  the  advance  load,  17,500 
pounds,  should  be  at  L4  with  the  train  facing  toward  Le. 
The  moment  then  becomes 

+  i7,5ooX   1.646=+      28,800 

—  84,200X18.138=  —1,540,000 

—  54,600X12.746=  —    695,000 

—  80,600  X  6.57    =—    530,000 


Total  moment  =  —2,736,200 

The  lever-arm  of  L3U4  is  ( — j  jj  )  P^^^^  lengths,  and 
the  stress  is 

2  7^6  200 

LzU4-=^  -^  '       ' Xi.3i9= +157,000  pounds. 

23 

Member  UiJL^, 

Since  the  upper  chord  U4jJb  cuts  the  lower-chord 
member  L4L5  at  a  point  0.8  panel  length  to  the  right  of 
Lo,  that  point  of  intersection  must  be  taken  as  the  center 
of  moments  for  C7 4^5.  The  influence  line  for  moments 
is  SA2C2E^2T  (Fig.  15),  found  as  follows: 

i42B  =  (0.7215X0.8)  +(i  X0.2)  =  +0.7772 
C2Z)  =  (0.4627X0.8)  +(i  X1.2)  =  +1.5702 
£2-P'  =  (o-243i  X0.8)  +(i  X2.2)  =  +2.3945 
ff2H  =  (o.o823  X0.8)  +(i  X3.2)  =  +3.2658 

It  is  at  once  evident  that  every  panel  load  causes 
compression  in  UaJ^b,  so  that  the  greatest  compression 
occurs  with  the  advance  load  of  17,500  pounds  at  Ls, 
with  the  train  facing  toward  the  right.  The  moment  is, 
therefore. 
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+  84,200X3.2658 
+  54,600X2.3945 
+  80,600X1.5702 
+  58,500X0.7772 


+  274,000 
+  131,000 
+  127,000 

+  45i400 


Total  moment  =      577, 400 


The  lever-arm  of   U4L5 
Therefore  the  stress  is 


H 


4.2 


sec  U4L5 


)  panel  lengths 


[74^5  = 


577,400X1.319 
4.2 


=  —180,000  pounds. 


These  complete  all  the  moving-load  stresses  and,  with 
those  due  to  the  fixed  load,  they  enable  all  the  resultant 
maximum  stresses  to  be  at  once  written.  The  following 
tabulation  shows  the  results  of  all  the  computations. 

TABLE  II.— FIXED-  AND  MOVING-LOAD  STRESSES. 


Fixed-load 

Stress 
in  Pounds. 

Moving-load  Stress 
in  Potinds. 

Mem- 
ber. 

Fixed-load 

Stress 
in  Potmds. 

Moving-load  Stress 
in  Founds, 

ber. 

Moving 

Load  on 

One  Arm. 

Moving 

Load  on 

Both  Arms. 

Moving 

Load  on 

One  Arm. 

Moving 

Load  on 

Both  Arms. 

-  9,800 

-  40,700 

-  89,900 

- 155,000 

-  i55»ooo 

— 186,000 
+  14,000 
+     9,800 
+  40,700 
+  89,960 
+ 197,900 
+ 186,000 

+  134,000 
+ 134,000 
+  190,000 

+  117,000 
+  117,000 

+  108,000 

+  108,000 

+    98,800 

r  +  23,400 

1-16,400 

r  +  23,400 
\  - 16,400 

—  115,000 
-154,500 
— 142,000 
—142,000 

-  99,000 
+122,000 
+115,000 

-  16,300 
+   45»ioo 

-  38,200 
+   73»6oo 

-  59,200 
+  100,000 
+    16,700 

-  47,500 

-  73A0 

+   84,200 
+    19,600 

-  13,600 
+    60,800 

-  43»300 
+  122,000 
+   84,200 

-  180,000 

+  115,000 

+    84,200 
+    25,600 

-  17,800 
+   82,300 

-  58,500 
+ 157,000 
+   84,200 
— 180  000 

— 191,000 

—  200,000 

—  200,000 
— 190,200 

—    41,800 
+    67,500 

The  stresses  in  Table  II  show  that   the  tension  web 
member  UiLi  must  be  counterbraced  so  as  to  sustain  the 
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tension  of  84,200  pounds  due  to  the  moving-load  and  the 
fixed-load  compression  of  16,300  potmds.  In  addition  the 
lower  chord  members  LqLi,  L1L2,  and  L2L3  must  be 
counterbraced,  as  must  also  the  upper-chord  panels  [/it/2, 
U2US,  and  UzU^,  These  latter  members  are  always 
built  with  sections  suitable  for  compression. 

The  specifications  for  which  the  bridge  is  designed 
will  always  indicate  in  what  manner  the  live-  and  dead- 
load  stresses  of  opposite  kinds  must  be  combined. 

From  what  has  preceded,  it  is  clear  that  the  greatest 
counter  web  stresses  are  to  be  found  by  carr5ring  the  mov- 
ing load  forward  from  the  center  of  the  bridge  toward 
the  end,  and  on  one  arm  only,  at  the  same  time  consider- 
ing it  a  simple  non-continuous  span. 

The  greatest  main  web  stresses,  on  the  other  hand,  are 
to  be  found  by  moving  the  system  of  balanced  panel 
weights-,  already  described,  from  the  two  extremities  of 
the  bridge  toward  the  center,  as  has  been  illustrated. 

It  is  to  be  remembered  that  verticals  in  compression 
will  sustain  their  greatest  stresses  at  the  same  time  with 
the  diagonal  tension  members  which  cut  their  upper 
extremities,  if  the  moving  load  traverses  the  lower  chord. 

As  one  arm  of  the  bridge  is  a  simple  truss  supported 
at  each  end,  for  the  unbalanced  loads  on  it,  it  is  evident 
that  the  greatest  compression  in  the  upper  chord  and 
tension  in  the  lower  will  exist,  near  the  extremities  of  the 
arms,  for  the  moving  load  over  the  whole  of  one  arm. 

Since  moving  loads  on  both  arms  at  the  same  time 
balance  each  other,  it  results  that  the  greatest  tension 
in  the  upper  chord  and  compression  in  the  lower,  over 
the  center  pier,  will  exist  with  the  moving  load  over 
at  the  whole  of  both  arms. 

This  is  true  for  the  center  panel  only.  For  other 
panels  adjacent  to  the  center  it  will  be  necessary  to  take 
single-balanced  panel  moving  weights   and  find  for  each. 


324  V  SHYING  BRIDGES.  [Ch.  VII. 

all  panels  in  which  the  stress  is  of  the  same  kind  as  that 
caused  by  the  fixed  load  alone  and  the  amount  of  that 
stress  in  those  panels. 

Having  obtained  the  results  for  each  pair  of  balanced 
weights,  they  are  to  be  combined  in  the  manner  already 
shown. 

The  greatest  compression  in  the  lower  chord  and  tension 
in  the  upper,  near  the  ends,  however,  will  exist  with  the 
bridge  open  or  closed  and  subjected  to  its  own  weight 
only. 

The  preceding  operations  constitute  all  that  pertains 
to  the  computation  of  stresses  in  the  trusses,  but  it  is 
still  necessary  to  compute  the  reactions  Ri  and  R2  bX 
the  extremity  of  the  arm  and  over  the  center  pier  respec- 
tively. The  supports  at  the  latching  and  locking  points 
must  be  designed  to  resist  the  reaction  i?i,  and  the  drum 
must  be  designed  to  support  the  reaction  JR2.  '  -^^i  will 
manifestly  have  its. greatest  value  with  the  moving  load 
on  one  arm  only.  The  determination  by  trial  of  the 
maximum  reaction  at  Lo,  including  the  proportionate 
part  of  those  wheel  concentrations  in  the  panel  adjacent, 
is  somewhat  laborious,  and  as  the  equivalent  uniform 
load  for  maximum  shear  of  Cooper's  E  40  locomotive  for  a 
span  length  of  137.5  feet  is  5,760  pounds  per  linear  foot 
of  track  it  will  be  essentially  accurate  and  much  simpler 
to  assume  that  the  total  maximum  reaction  to  be  sup- 
ported at  the  locking  and  latching  point  at  the  foot  of 
the  end  post  is 

^      137.5X2,880  ,  ^  . 

jKi  = 1-20,000  =  206,000  pounds. 

2 

The  concentration  of  20,000  pounds  is  added  to  proWde 
for  the  driving-wheel  concentration  that  must  be  supported 
at  the  instant  of  entering  on  or  leaving  the  arm  while 
the  whole  of  the  latter  is  otherwise  loaded. 
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The  reaction  for  both  arms  covered  with  moving  load 
is  best  determined  in  precisely  the  same  manner.  Each 
panel  load  will  be  27.5X2,880  =  79,200  pounds.  The 
reaction  Ri  for  four  such  panel  loads  will  be 

(0.7215  +  0. 4627  +  0. 2431  +0.0823)  X 79,200  =  1.5096x79,200 

.".  Ri  =  119,600  poimds. 
Hence 


-^2'  =  (4X79,200)  -119,600  +  ( X  79,200)  +20, 


000 


• 


=  292,000  pounds. 

The  panel  load  added  is  for  the  half  panel  adjacent  to 
the  center  and  the  central  panel,  while  the  20,000  pounds 
is  for  the  driving-wheel  concentration  just  explained  in 
connection  with  R\,  To  R2  must  be  added  the  total 
fixed  load  carried  to  the  center.  From  the  data,  given 
at  the  beginning  of  this  article,  that  total  fixed  load  will  be 

/  N  .  .  24X1,700  , 

(4  X  23,400)  + 10,000  H =  1 24,000  pounds.  # 

Hence  the  total  reaction  i?  2  to  be  supported  at  the  drum 
will  be 

jR2  =  292,000  +  124,000  =416,000  pounds. 

As  the  ends  of  the  span  are  simply  supported,  no  fixed- 
load  reaction  is  to  be  added  to  the  value  of  i?i  as  deter- 
mined by  the  moving  load  only. 

The  Omission  of  Counters, 

It  is  to  be  observed  that  the  design  of  the  truss  is  such 
that  the  inclined  web  members  are  subject  to  pure  tension, 
and  the  vertical  posts  U2L2  and  U^L^  to  pure  compression, 
necessitating  the  introduction  of  the  counter  U1L2.     If  it 
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is  desired  to  omit  the  latter  member,  making  a  more  excel- 
lent design  from  an  engineering  point  of  view,  L\U2,  and 
perhaps  other  adjacent  inclined  web  members,  will  be  sub- 
jected to  compression,  with  possibly  some  of  the  vertical 
posts  in  tension.  All  such  members  must  be  cotmterbraced. 
In  the  present  instance  the  cotmter  U1L2  will  be  omitted 
and  the  main  members  L\U2  and  U2L2  will  be  cotmter- 
iDraced.  The  member  U\Li  will  also  receive  much  greater 
tension  than  in  the  preceding  case. 
.  In  considering  these  cotmter-stresses,  the  arm  of  the 
bridge  is  to  be  treated  as  a  simple  non-continuous  span,  as 
was  done  in  the  earlier  part  of  the  article,  with  the  moving 
load  passing  from  the  center  toward  the  end.  Eq.  (4) 
of  Art.  85  shows  that  the  third  driver  of  the  front  locomo- 
tive should  be  at  the  foot  of  f/iLi  in  order  to  give  that 
member  its  greatest  tension.  The  first  parenthesis  of  the 
second  member  of  that  equation  disappears  in  this  case 
because  m  is  zero.  The  resulting  reaction  at  the  foot  of 
LoUi  is  154,000  poimds,  from  which  there  must  be  sub- 
-I  tracted  17,500  pounds  due  to  the  wheel  concentrations 
between  Lo  and  Li.  Hence,  by  moments  about  the  chord 
intersection, 

TT  T       (154,000- 1 7>5oo) 20       ,  -         * 

UiLi  = =  +130,000  poimds. 

The  moving-load  compression  in  L1U2  has  already  been 
found  to  be  113,500  pounds,  in  deciding  upon  the  necessity 
for  the  counter  U1L2  in  the  preceding  case.  The  same 
position  of  the  moving  load  (the  third  driver  at  L3)  will 
give  the  greatest  tension  in  ?72^2,  and  using  the  data 
already  employed  for  L1C/2,  there  will  result 


__  _       102,000X20  —  17,500X21 

{/2i-2  = =  +76,000  pounds. 
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Again,  it  was  found  that  the  greatest  moving-load  com- 
pression in  L2UZ  would  be  42,600  pounds,  while  the  fixed- 
load  tension  is  73,600  poimds;  hence  L2UZ  can  never  suffer 
compression.  The  results  for  L2UZ  show  also  that  the 
fixed-load  compression  in  U2L2  will  always  largely  over- 
balance any  possible  moving-load  tension.  The  only 
counterbracing  needed,  therefore,  will  be  that  for  the 
members  L1U2  and  U2L2.  These  computations,  in  com- 
bination with  the  results  given  in  Table  II,  show  that  t/iLi, 
L1C/2,  and  U2L2  will  sustain  the  following  stresses: 

TABLE  III. 


Member. 

Fixed  Load. 

Moving  Load  on 
One  Arm. 

Moving  Load  on 
Botn  Arms. 

UtLt 

— 16,300  lbs, 

+  45,100   •' 
-38,200   '* 

+  130,000  lbs. 
-113,500  ** 
+    76,000   '* 

+84,200  lbs. 
+  25,600  ** 
-17,800  - 

When  the  member  L\U2  sustains  counter-stress,  the 
center  of  moments  for  the  upper-chord  member  U1U2 
changes  from  L2  to  Li.  The  stress  is  slightly  less  than  that 
previously  found.  It  is  not  necessary  to  make  another 
computation  for  it. 

All  the  other  stresses  remain  unchanged. 


Art.  104. — Example  of  Swing-bridge  with  Ends  Simply  Sup- 
ported— ^Two  Points  of  Support  at  Center — Complete  Con- 
tinuity. 

The  case  of  complete  continuity  to  be  considered  in  this 
article  involves  the  existence  of  web  members  in  the  panel 
over  the  drum  (i.e.,  the  span  h  of  Art.  102),  designed  by 
actual  computation  to  take  the  shear  which  may  pass  the 
center  when  the  structure  carries  unbalanced  loads. 

It  has  been  shown,  in  Art.  102,  that  when  the  condition 
of  continuity  is  fulfilled,  which  is  the  only  condition  here 
contemplated,  either  of  the  reactions  R2  or  Rz  may  be 
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negative,  i.e.,  downward,  while  both  the  reactions  R\  and 
JR4  are  always  positive,  or  upward.  It  will  be  found  that 
provision  of  the  nature  of  heavy  anchorage  must  be  made 
in  order  to  meet  the  requirements  of  R2  and  R^  with  some 
conditions  of  loading  of  draw-spans.  This  indicates  that 
the  web  members  in  the  center  panel  will  be  heavy,  and 
such  will  be  found  to  be  the  case. 

The  moving-load  stresses  in  all  cases  will  be  determined 
by  means  of  the  formulae  of  Art.  102.    The  truss  to  be  con- 


FlG.  16. 


Par  31  omvitii, 


Fig.  17. 

sidered  is  the  same  as  treated  in  the  preceding  article,  and 
is  shown  in  Fig.  16.  The  data,  reproduced  from  Art.  103, 
are  as  follows : 

Length  between  centers  of  end  pins,  Lq  .  .  .  Ln. . .  295.5  ^^^^ 

Panel  length  in  arms  (all  equal) 27.5 

Length  of  center  panel  or  span,  L^L^ 20.5 

Center  depth  at  L^Us  =  42  feet.  Depth  at  UaJLa  =  32  feet. 
Depth  at  [/3L3  =  3o§  '  *  ''       "  U2L2  =  29^   ' ' 

*  *      *  *  t/iLi  =  28    *  *        Truss  centers  16  ft.  apart. 


( i 


( ( 
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Weight  of  rails,  ties,  and  guards,  with  bolts  and  connec- 
tions, 400  pounds  per  lineal  foot. 

Total  lower  panel  fixed  load 16,650  pounds 

''     upper     -        -       -   6,750      '' 

■ 

Total 23,400       ' ' 

Lower  panel  load  at  end  of  arm 10,000  pounds 

Upper     ''        ''     ''  U^,, 5,880       '' 

The  trigonometric  quantities  required  will  not  be  re- 
peated. 

As  the  ends  of  the  span  are  simply  supported,  the  fixed- 
load  stresses  are  those  existing  when  the  draw  is  open, 
and  hence  are  identical  with  those  found  for  the  fixed 
load  in  Table  I  of  the  preceding  article.  As  they  are  there 
arranged  in  convenient  shape  for  combination  with  the 
moving-load  stresses  about  to  be  found,  they  will  not  be 
,  reproduced  here. 

The  moving  load  is  identical  with  that  used  in  Article 
103,  viz..  Cooper's  E  40. 

For  the  same  reasons  given  in  that  article,  the  system 
of  panel  concentrations  which  was  used  there  will  be 
employed  here,  instead  of  the  wheel  weights  shown  in 
the  diagram.    These  panel  concentrations  are  as  follows: 

Advance  load 17,500  pounds 

At  panel  i 84,200 

2 54,600 

3 80,600 

4 58,500 

On  account  of  the  complete  continuity  at  the  center, 
there  will  be  no  condition  of  a  simple,  non-continuous  span 
for  the  moving  load  on  one  arm  only,  but  all  moving-load 
stresses  will  be  found  by  the  use  of  the  preceding  panel 
concentrations  in  connection  with  the  formulae  of  Art.  102. 


"   "  2 54,600  " 

"   '•  3 80,600  " 

((  ((  _o_ *< 
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The  reactions  R\  and  Ra  will  be  precisely  the  same  as  those 
fotrnd  on  page  308  of  Art.  103.     They  are 


Panel  load  P  at  Li,  jRi 

L2,  Ri 
Lz,  Ri 
L4,  jRi 
L7,  Ri 

1^8,  Ri 
L9,  jRi 

-Lio,  Ri 


( ( 


<  ( 


( ( 


<  ( 


( ( 


( ( 


( ( 


^o.7i6io2P 
0.453178P 
'O.232204P 
0.074153P 
0.008165P 
0.010886P 
0.009526P 
0.005443P 


As  unbalanced  loads  will  be  considered  in  this  case, 
these  reactions  will  frequently  be  used  separately  in  the 
succeeding  computations;  but  in  those  special  circum- 
stahces  which  cause  the  loads  to  be  balanced,  they  will 
be  tmited  by  addition,  as  was  done  in  the  preceding  article. 


Stresses  in  the  Chord  Members. 

Members  LoC/i,  LqLi,  and  L1L2. 

The  method  of  moment  influence  lines  will  be  used 
precisely  as  in  the  case  of  the  partially  continuous  swing- 
bridge.  The  center  of  moments  for  the  members  Lof/i, 
LqLi,  and  L1L2  is  at  Li,  and  the  influence  line  for  moments 
about  this  point  is  MACEGN  .  .  .  OQTWYP  of  Fig.  17. 
The  values  of  the  ordinates  of  this  line  are  found  by  plac- 
ing imit  loads  at  the  various  panel-points  and  computing 
the  moments  for  those  positions.  The  lever-arms  will  be 
expressed  in  panel  lengths,  and  if  the  unit  load  be  one 
pound  the  moments  will  be  expressed  in  panel  lengths  X 
pounds. 

The  following  tabulation  furnishes  the  ordinates  of  the 
influence  line.  The  values  of  the  reactions  Ri  are  to  be 
taken  from  the  tabulation  shown  above. 
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Ordinate  AB 
CD 
EF 
GH 

QS 

TV 

WX 

YZ 


^0.7161  Xi 

0.4532  XI 

0.2322  Xi 

=  0.0741  XI 
=  0.008165  Xi 

0.0109  Xi 

0.0095  Xi 

0.0054  Xi 


=  0.7161 

0.4532 
'O.2322 

0.0741 

0.0082 

0.0109 

0.0095 

0.0054 


In  the  figure  the  scale  for  the  ordinates  of  the  right- 
hand  arm  of  the  bridge  has  been  increased  ten  times 
the  natural  value. 

It  is  at  once  evident  that  a  concentration  should  be 
placed  at  every  panel-point,  the  heaviest  of  84,200  pounds 
being  at  A,  with  the  advance  load  of  17,500  pounds  at  Lq. 
The  right  arm  of  the  bridge  will  then  be  covered  by  panel 
loads  of  55,000  pounds  each  caused  by  the  uniform  train 
loading  of  2,000  pounds  per  linear  foot.  The  final  moment 
is  therefore 


0.7161 

0.4532 
0.2322 

0.0741 

0.0082 

0.0109 

0.0095 

0.0054 


X  84, 200 
X  54,600 
X  80,600 
X  58,500 
X  55,000 
X  5  5,000 
X  55,000 
X  5  5,000 


60,200 

24,800 

18,700 

4,300 

450 
600 

520 

300 


Total  =  109,820 


The  lever-arm  of  Lof/i  must  also  be  expressed  in  terms 
of  a  panel  length. 

The  stress  in  LqUi  is  therefore 

_  __  109,820  J 

LoUi  = =  —154,000  poimds. 

0.715  ^  ^ 
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The  difference  between  this  value  as  compared  with 
the  stress  foiind  for  LqU\  for  the  partially  continuous 
bridge,  treated  with  balanced  loads  (p.  311)  is  due  to  the 
fact  that  in  the  present  case  the  loads  on  the  right-hand 
arm  have  been  taken  uniformly  at  55,000  pounds'.  The 
difference  in  favor  of  using  exact  balanced  loads  is  slight 
and  on  the  side  of  safety.  It  will  be  sufficiently  accurate 
therefore  in  the  future  to  use  balanced  loads  when  both 
arms  of  the  bridge  are  covered 

The  lever-arm  of  LqLi  is  1.02  panel  lengths;  therefore 

109,820 
LqLi  =LiL2=  H =  +107,500  pounds. 


Members  U1U2,  U2UZ, 

The  center  of  moments  for  U2UZ  is  at  L2  and  the  mo- 
ment influence  line  for  unit  panel  loads  for  that  point 
is  shown  in  Fig.  17  as  MAiCiEiGiN  .  .  .  OQiTi  ...  P. 
The  various  ordinates  are  found  precisely  as  in  the  case 
just  treated.  The  ordinates  for  the  right-hand  arm  are 
exactly  twice  as  great  as  those  for  the  previous  case,  and 
they  need  not  be  recalculated.  This  is  evident  because 
the  reactions  at  Lq  caused  by  the  unit  loads  on  Le  .  .  .  Ln 
are  the  same  and,  in  determining  the  moments  at  L2, 
the  lever-arms  are  twice  as  great  as  those  for  Li.  For 
similar  reasons  the  moment  influence  lines  for  L3,  L4, 
and  Lsy  for  loads  on  the  right  arm,  need  not  be  calculated 
in  detail,  as  the  ordinates  are  respectively  3,  4,  and  5 
times  as  great  as  for  Li. 

The  ordinates  for  the  left  span  are  calculated  as  follows : 

Load  at  Li,  AiB  =  (o.yi6i  X2)  -1X1  =  +0.4322 
**      "  L2,  CiD  =  (0.4532X2)  =+0.9064 

**      ''  L3,  £iF  =  (0.2322  X2)  =+0.4644 

**      '*  L4,  (7iH  =  (0.0741  X2)  =+0.1482 
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All  the  ordinates  are  positive,  showing  that  all  loads 
on  both  arms  produce  compression  in  U2U^\  but  with  the 
entire  left  arm  loaded,  the  coimter  C/1L2  comes  into  action 
and  causes  the  stress  in  f/if/2  to  be  the  same  as  that  in 
1/2^^3.  Therefore  for  tjie  greatest  compression  in  these 
members  the  moving  load  must  be  so  placed  on  the  right 
arm  as  to  give  the  reaction  at  Lq  its  greatest  value,  while 
the  heaviest  panel  concentrations  of  84,200  and  80,600 
potmds  must  be  placed  at  L2  and  L4. 

This  position  of  the  loading  is  the  same  as  that  used 
for  these  members  in  the  case  of  the  partially  continuous 
bridge  (p.  312).     The  stresses  are  therefore  the  same,  or 

TTTT  TTTT  lS0|800  . 

U\U2  =  U2Uz  = 6~" ^  "" ^42 »^^^  pounds. 

It  is  again  to  be  observed  that  the  loads  on  the  right 
arm  are  taken  equal  to  those  on  the  left  and  that  the  two 
sets  are  balanced. 

Members  L2L3,  U^Ua- 

The  center  of  moments  for  these  members  is  at  L3,  and 
the  moment  influence  line  for  that  point  is  shown  in 
Fig.  17  as  MA2C2E^2N  .  .  .  OT2P.  The  ordinates  for 
the  right  arm  require  no  additional  explanation,  while 
those  for  the  left  arm  are  found  as  follows : 

^2S  =  (o.7i6iX3)-(i  X2)  =  -fp.1483 
C2D  =  (0.4532  X3)  -(i  Xi)  =  +0.3596 
£2^  =  (0.2522  X3)  =  +0.6966 

6^2^  =  (0.0741  X  3)        .  =+0.2223 

As  each  of  these  results  is  positive,  it  follows  that  all 
panel  loads  produce  compression  in  U^U^t  and  tension  in 
L2L3.  It  is  also  evident  from  the  figure  that  the  heavy 
concentrations  must  be  placed  at  Li  and  L3.     This  position 
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of  the  loading  is  therefore  the  same  as  in  the  case  of  the 
partially  continuous  trusses,  and  the  stresses  are: 

LzL^^'  +98,800  pounds 
UzU^™  -99,000        '* 

Members  L^L^y  LJ^s- 

The  stresses  in  these  members  are  equal  to  each  other 
and  the  tmit  moments  are  to  be  taken  about  (74.  The 
influence  line  for  the  left  arm  is  MAzCzEzGzN,  and  the 
ordinates  are  found  as  follows : 

AzB  =  {o.^l6l  X4)  -(i  X3)  =  -0.1356 

C3l^  =  (0.4532  X4)  -(l  X2)  =  -0.1872 

£3F==  (0.2322  X4)  -(i  Xi)  =  -0.0712 
G^s// =  (0.0741  X4)  =  -ho. 2964 

The  influence  line  shows  that  all  loads  on  the  right 
arm,  with  that  at  L4,  produce  tension  in  L3L4  and  L4L5. 
Hence  the  heavy  concentration  of  84,200  pounds  is  to  be 
placed  at  L4,  with  the  advance  load  of  17,500  pounds 
at  L3,  while  the  right-arm  panel-points  may  be  assumed 
without  essential  error  to  carry  the  concentrated  loads 
shown  for  LqU\,  By  the  introduction  of  these  moving 
loads  the  moment  becomes 

For  right  arm,  (450  4-600+520  +300)4     =  +   7,480 
**    panel  load  atL4,  84,200X0.2964        =  +25,000 

**  L3,  i7,5ooX(-o.o7i2)  =  -   1,240 


<  (  (  C  (  ( 


Total  =  +31,240 

The  lever-arm  of  L3L4  is  1.162  panel  lengths;  therefore 
the  stress  is 

31,240 
LzL4'^LJ^ii=  H T—  =  +26,900  poimds. 
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Since  the  loads  at  the  panel-points  Li,  L2,  and  Lg 
produce  compression  in  these  members,  the  greatest  com- 
pression in  them  will  result  from  placing  the  heavy  con- 
centration of  84,200  pounds  at  panel-point  L2,  with  the 
advance  load  of  17,500  pounds  at  L3.  The  actual  concen- 
trations then  give 

For  Li, -54,600X0. 1356  =  -  7,400 
L2,  —84,200X0.1872  =  —15,700 
L3,  —  i7,'5ooXo,o7i2  =  —   1,240 


<  ( 


( * 


Total  =  —24,340 
Therefore 

LzL4=LJ^s=' ^-7—  =  —20,900  poimds. 

It  is  thus  seen  that  the  panels  L3L4  and  L4L5  are  the 
only  portions  of  the  lower  chord  that  can  ever  be  sub- 
jected to  compression  by  the  moving  load. 


Members  UaUs,  UsUq,  and  LsL^. 

Unit  moments  must  be  taken  about  L5  in  order  to 
determine  the  stress  in  this  member.  The  moment  in  fluence 
line  is  MA4C4 .  .  .  NO  ...  74  ...  P,  and  the  values  of  the 
ordinates  for  the  left  arm  are  fotmd  as  follows: 

AaB  =  {o.t\6i  X5)  -I  X4=  -0.4195 
6*4/?  =  (0.4532  X5)  -I  X3  =  -0.7340 
£4^  =  (0.2322  X5)  —  I  X2  =  —0.8390 

G^4^  =  (0.0741  X5)  -I  xi  =  -0.6295 

Hence  all  loads  on  the  right  arm  subject  U^Us  to 
compression  and  they  must  be  removed  when  the  greatest 
tension  is  sought. 
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The  ordinates  of  the  influence  line  for  the  right  arm 
are  the  following: 

At  L7  ^^QaS  =0.008165x5=0.040825 
L%  ^TaY  =0.010886x5=0.054430 
L9  =1^4-^=0.009526x5=0.047630 
Lio  =  F4Z  =0.005443X5=0.027215     , 


n 
(( 


The  greatest  moving-load  compression  in  UaU^  is  there- 
fore fotind  with  the  concentrations  of  84,200  and  80,600 
pounds  at  L7  and  L9  respectively.   *The  moment  is 

84,200  X0.040825  =  3,440 

54,600X0.054430=  2,970 

80,600  X0.047630  =  3,840 

58,500X0.027215=  1,590 

Total  =  11,840 
As  the  lever-arm  is  1.43  panels,  the  stress  is 

_-     _.  11,840  on  1 

U^Ui^  — =  —8,280  pounds. 

1-43 

Since  under  this  loading  (on  the  right  arm  only)  the 
rods  CqUb  and  LeCsy  sloping  upward  to  the  left,  do  not 
act,  the  compression  in  UsUe  will  be  the  horizontal  com- 
ponent in  U^Us-     Hence 

8,280 
UbUs^^ ;^=  -7,800  pounds. 

If  all  the  load  on  the  right  arm  is  removed  and  all  that 
on  the  left  arm  is  retained,  the  preceding  results  show 
that  U4U5  will  be  subjected  to  its  greatest  tension.  By 
placing  the  heavy  concentrations  at  panel-points  L2  and 
L4,  and  introducing  all  the  panel  concentrations  on  the 
left  arm  by  means  of  thQ  tmit  moments,  there  will  result : 
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For  panel-point  Li,  58,500  X 0.41 95  =  24,300 

L2,  80,600X0.7340=  59,000 

L3,  54,600X0.8390=  45.800 

L4,  84,200  X0.6295  =  53,000 


( (  it 

H  i  i 

it  c  < 


Total  =  182,100 

_.  --       ,  182,100 
.'.  1/4^/5=  H = +127,500  pounds. 

Under  this  condition  of  loading  the  rods  LsCe  and  CsUe, 
sloping  upward  to  the  right,  do  not  come  into  action ;  there- 
fore the  compression  in  L^L^  must  equal  the  horizontal 
component  of  the  tension  in  UaU^,  or 

127,500 
LU-e^" ^  =  —120,000  poimds. 

It  has  been  shown  that  moving  load  on  one  arm  only 
produces  compression  in  UsUe;  hence  to  obtain  the  greatest 
tension  in  that  member,  the  whole  of  both  arms  must  be 
loaded  with  balanced  moving  loads,  which  is  precisely  the 
condition  used  on  p.  315,  where  there  was  fotmd 

UsUe  =  + 1 1 5,000  pounds. 


Web  Members. 
Hangers  UiLi  and  [74L4. 

The  member  J7iLi  may  receive  its  live-load  tension  in 
either  one  of  two  ways:  ist,  when  the  member  L1U2  is 
acting  in  tension,  UiLi  must  carry,  as  tension,  the  difference 
of  the  vertical  components  of  LqUi  and  C/1C/2;  and,  2d, 
when  the  counter-member  U1L2  is  stressed,  UiLi  acts 
in  tension  as  a  single  hanger.  It  will,  however,  be  found 
that  when  the  member  Li  U2  acts  in  tension  there  will  be  but 
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little  live  load  on  the  bridge  and  that  the  stress  in  UiLi  as 
a  simple  hanger  is  greater  than  when  it  carries  the  difference 
of  the  vertical  components  of  LaUi  and  U\U2.     Hence 

U\L\  =  +84,200  pomids. 

The  member  Ud'*  is  again  a  simple  hanger,  and  its 
greatest  stress  is  the  greatest  panel  load  at  its  foot.     Hence 

Ud'i=  +84,200  pounds. 

The  live-load  stresses  in  the  other  web  members  will 
a^ain  be  found  by  the  method  of  moment  influence  lines. 


as  shown  in  Fig.  19.  The  centers  of  moments  are  taken 
at  the  proper  intersections  of  the  chord  members,  and  all 
lever-arms  are  measured  in  panel  lengths. 
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« 

Members  L2UZ  and  U^Lz. 

The  center  of  moments  for  these  members  is  found 
twenty  panels  to  the  left  of  Lo,  at  the  intersection  of  UzU^ 
and  L2L3,  and  the  moment  influence  line  is  shown  (shaded) 
in  Fig.  19  as  MAiCiEGN . ,  ,OQTWYP.  Theordinates 
are  found  as  follows,  those  for  the  right  arm  being  magnified 
ten  times  in  the  figure : 

i4i5  =  (o.7i6iX2o)-(iX2i)«-  6.678 

CD  =(0.4532X20)  -(i  X22)  =  —12.936 

£F  =(0.2312  X  20)  «+  4.624 

(j/f  =  (0.0742  X  20)  =+  1.484 

QS  =(0.0082X20)  =+  0.164 

rF  =  (0.0109X20)  =+  0.218 

WX  =  (0.0095  X  20)  =+  0.190 

FZ  =  (0.0054X20)  =+  0.108 

It  is  evident  from  the  figure  that  the  greatest  tension 
in  L2UZ  and  greatest  compression  in  UzLz  will  occur  with 
heavy  panel  concentrations  at  L\  and  L2.  This  will  place 
the  advance  load  of  17,500  pounds  at  L3.  The  moment, 
exjiressed  in  pounds  X  panel  lengths,  is  then 

54,600  X  6.678  =  -f    365,000 

84, 200  X 1 2.936  =  + 1 ,090,000 

—  i7,5ooX  4.624=—      81,000 


Total  =  +1,374,000 

The  lever-arm  of  UzLz  is  23  panels,  and  of  Laf/a*  16.4 
panels.     Therefore 

»-  -.  1,374,000 

UzLz  =  -  -^^^^ —  =  -59,800  pounds; 

23 

L2U3  =  + ''374.000  ^  +83,800  pounds. 
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■ 

It  will  presently  be  shown  that  L2Us  need  not  be  counter- 
braced,  so  that  the  position  of  the  loading  causing  the 
greatest  compression  in  that  member  need  not  be  con- 
sidered in  detail.  It  is  evident,  however,  that  the  right- 
hand  arm  together  with  panel-points  L3  and  L4  should  be 
covered  with  live  load. 

Members  [/2^2,  ^if^2,  cind  the  Counter  U^L^, 

The  center  of  moments  for  these  members  is  at  the  same 
point  as  for  f/s^s-  The  moment  influence  line,  marked 
in  Fig.  19  *'for  panel  L1L2,''  will  therefore  remain  im- 
changed  except  for  the  panel-point  L2,  which  is  now  to 
the  right  of  the  section  cutting  the  truss.  The  influence 
line  is  MA\CE  ,  .  .  ,  the  ordinate  CD,  expressed  in  the 
same  units  as  before,  being  equal  to  ( +0.4532  X  20)  =  4- 
9.064. 

It  is  at  once  evident  that  the  greatest  tension  in  L\  U2 
requires  the  advance  load  to  be  at  L2,  with  the  load  of 
84,200  pounds  at  Li.     The  desired  moment  will  then  be 

+  84,200  X6.678  =  562,000 
-17,500X9.064=159,000 

Total  =  403,000 

The  lever-arm  of  L1U2  is  15.3  panels;  therefore 

J     TT  .  403.000  ,       ,  . 

Li(/2=  "1 =  +26,300  pounds. 

The  greatest  compression  in  L1U2  will  be  found  with 
the  advance  weight  at  Li,  the  head  of  the  train  facing 
Lq.  If  the  advance  weight  were  very  large,  it  would 
have  to  be  placed  at  L2.  Trial  will  quickly  determine 
which  position  should  be  chosen.  Since  this  position  is 
precisely  the  same  as  for  the  case  of  the  balanced  loads 
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in  the  treatment  of  the  partially  continuous  bridge,,  the 
stress  found  there  may  be  accepted  here.  Since  that 
compression  is,  however,  greater  than  the  tension  caused 
by  the  dead  load,  L1C/2  must  be  counterbraced,  and  the 
maximtim   tension   in  that  member  will  be  (see  p.  320) 

U1L2  =  +67,500  pounds. 

This  confirms  the  statement  made  when  finding  the 
stresses  in  the  chord  members  U1U2  and  U2UZ  with 
both  arms  covered  by  the  live  load,  the  counter-member, 
and  not  L1U2,  being  assumed  to  act. 

The  member  U2L2  takes  its  greatest  compression  with 
the  same  position  of  the  moving  load  as  for  maximimi 
tension  in  LiU2\  therefore 

U2L2  = =  - 10,300  pounds. 

If  the  counter-member  C/1L2  be  assumed  not  to  act, 
the  stress  in,  C/iLi  may  be  fotmd  by  the  method  of  moments, 
a  section  being  passed  through  f/if/2,  U\L\,  and  LqLi. 
The  center  of  moments  will  be  20  panels  from  Lq.  The 
corresponding  moment  influence  line  is  shown  in  Fig.  19  as 
MACE  .  .  .  marked  "for  panel  LoL^y  The  ordinate  AB 
has  the  value  0.7161  X 20  =  14.322.  It  is  evident  that  both 
arms  of  the  bridge  would  be  covered  with  live  load  for 
the  maximum  tension,  but,  as  previously  stated,  this 
brings  the  counter-member  [/1L2  into  action,  and  the 
stress  in  UiLi  is  equal  to  the  load  hanging  at  its  foot. 

As  in  the  case  of  the  partially  continuous  swing-bridge 
it  is  clear  that  no  other  counter  than  C/1L2  is  required. 

Member  LzU^, 

The  center  of  moments  for  this  member  is  also  20 
panels  from  Lo,  and  the  influence  line  marked  in  Fig.  19, 
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'*for  panel  L^L^^*'  is  MAiCiEiHX ....  The  values  of  the 
ordinates  are  the  same  as  for  the  pre\'ious  cases,  except 
that  EiF  is   (0.2312  X20) —(i  X 23)  = —18.376. 

The  advance  load  must  be  placed  at  L4  for  the  greatest 
tension  in  U^L^^  with  the  heaN-y  concentrations  at  Ls  and 
Li.     The  moment  then  becomes 

Load  at  Li,  80,600  x  6.678  =  538,000 
**  L2,  54,600X12.936=  706.000 
**  L3,  84,200X18.376  =  1,542,000 
**  L4,  —  i7,5ooX   1.484=      26.000 


« « 


« « 


<  < 


Total  =  2,760,000 

The  lever-arm  is  17.5  panels;  therefore 

_   y-        .  2,760,000      ,      -  ^ 

LzUa^  H z =  +158,000  poimds. 

Member  UJ^^ 

The  center  of  moments  for  this  member  is  0.8  panel 
length  from  the  foot  of  the  end  post,  and  0.2  panel  length 
from  L\.  The  moment  influence  Une  is  MA^2E^2N  .  .  . 
O ...  72 ...  P,  the  ordinates  for  which  are  found  as 
follows : 

i425  =  (o.7i6i  X0.8)  +(i  X0.2)  =  +0.7729 
C2Z?  =  (o.4532  X0.8)  +(i  X1.2)  =  +1.5626 
E2F  =  (o.2S22  X0.8)  +(i  X2.2)  =  +2.3858 
G2H  =  (0.0742  X0.8)  +(i  X3.2)  =  +;j.2594 
Q2S  =  (0.0082  X0.8)  =  +0.00656 

T2V  =  (0.0109  X0.8)  =  +0.00872 

IV2X  =  (0.0095  X0.8)  =  +0.00760 

y2^= (0.0054X0.8)  ^  =+0.00432 

It  is  e\ddent  then  that  the  entire  bridge  is  to  be  covered 
with  moving  load  for  the  greatest  stress  in  t^Ls,  precisely 
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as  was  done  in  the  case  of  the  partially  continuous  bridge. 
Therefore,  from'  that  case, 

UJL5=  —180,000  pounds. 

At  the  end  of  this  article  the  case  will  be  considered  in 
which  the  counter  U1L2  is  omitted  and  the  members 
Li  C/2  and  U2L2  counterbfaced.  It  has  already  been  shown 
that  L2C/3  and  U3L3  never  sustain  other  kinds  of  stresses 
than  those  induced  by  the  fixed  load. 

Since  the  function  of  the  main  web  members  is  to  carry 
load  or  shear  over  to  the  center,  one  condition  to  be  fulfilled 
in  order  that  they  may  receive  their  greatest  stresses  is, 
in  general,  to  make  the  reaction  at  the  end  of  the  arm 
in  which  they  are  located  as  small  as  possible.  For  the 
main  web  stresses  in  the  left  arm,  therefore,  no  moving 
load  was  placed  on  the  right  arm,  because  all  such  loads 
increase  the  upward  reaction  at  the  foot  of  the  end  post. 

This  condition  holds  in  general  because  the  chords  of 
draw-spans  are  usually  either  parallel  or  so  inclined  to 
each  other  that  their  intersections  lie  without  the  span. 
If,  however,  their  intersections  lie  within  the  span,  as  in 
the  case  of  f/4^5,  the  reactions  at  the  free  end  of  the  span 
will  have  moments  of  the  same  sign  as  those  loads  between 
the  moment  origin  and  the  web  members  in  question. 
Hence  in  those  cases  the  reactions  (with  moving  loads 
omitted  between  moment  origin  and  the  free  end)  should 
be  as  large  as  possible,  and  the  moving  load  should  cover 
the  whole  of  the  other  arm. 

Stresses  in  Members  in  Tower  at  Center  Pier, 

The  greatest  stresses  in  the  members  L^C^^  CsU^,  and 
CsCe  in  the  center  panel  are  next  to  be  found.  These 
members  carry  the  shear  past  the  center  for  all  unbalanced 
loads  on  either  arm ;  hence  the  stresses  in  them  will  occur 
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when  there  exists  the  greatest  amount  of  unbalanced  load ; 
i.e.,  when  the  moving  load  covers  one  arm -while  the  other 
arm  is  free  of  it.  This  also  follows  clearly  from  the  fact, 
demonstrated  in  Art.  102,  that  all  load  in  the  arm,  or  span 
/i  causes  R^  to  be  negative  and  R2  positive;  and  hence, 
since  the  stresses  in  these  members  result  from  the  down- 
ward pull  of  i?3,  any  load  in  the  arm,  or  span,  Iz  would 
reduce  the  negative  Rz  by  balancing  some  load  in  /i,  and 
thus  correspondingly  reduce  the  stresses  in  question. 
Those  considerations  are  concomitant  with  complete  con- 
tinuity over  the  center. 

On  page  308  are  foimd  values  of  Ri  and  R^  for  a  tmit 
panel  load  at  each  panel-point  of  either  arm,  an4  by  using 
these  in  eq.  (7a)  of  Art.  102,  the  following  values  of  Rz 
result,  remembering  that  P  is  unity,  that  .c  =  6.707,  and 
that  n  has  the  values  0.2,  0.4,  0.6,  and  0.8  respectively: 

For  P  at  Li,  Rz  =  -0.6044 
^2,  /?3=  -1.0579 
Lzy  Rz=  -1.2095 
L4,  Rz=  —0.9076 


i  i    i  i  I  i 


The  unbalanced  moving  loads  will  therefore  be  placed 
on  the  left  arm  with  the  heaviest  concentrations  at  L2 
and  L4.     Rz  then  becomes 

—  58,500  X0.6044  =  —  35,400  pounds 

—  80,600X1.0579=—  85,100 

—  54,600X1.2095  =  —  66,000 

—  84,200X0.9076=  —  76,400 


i  i 

i  i 


Total  =  —262,900 


t  i 


The  reaction  /?4  at  Ln  will  be  found  for  the  same  posi- 
tion of  loading  to  be  4-  2,400  pounds. 

The  parallel  tension  braces  Cef/s,  and  LeCs,  sloping  up- 
ward to   the  left,    will   be   found  to   act,  and  since   the 
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center  panel  or  span  is  divided  into  two  stories,  the  upper 
half  of  the  center  post  L^Us  will  sustain  a  stress  different 
from  that  in  the  lower  half.  Again,  the  stresses  in  the 
two  center  posts  L^Us  and  LqUq  will  not  only  differ  in 
amount,  but  will  also  be  different  in  kind. 

Since  all  these  stresses  are  found  for  one  position  of 
the  loading,  a  single  stress  diagram  for  that  part  of  the 
structure  shown  in  Fig.   20  will  suffice  to  determine  all 
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the  stresses.  The  stresses  given  in  the  figure,  UaUs,  UsUe, 
UeUjy  and  L^Le,  have  been  found  already.  Panel-point 
Ue  is  first  treated,  since  at  that  point  there  are  but  two 
unknown  stresses;  then  points  Us,  Ce,  and  C5  are  taken 
in  the  order  indicated.  The  following  values  were  scaled 
from  the  diagram: 

UsUq=^  -7,800  pounds. 

f/6C6  =  C6^6=  +180,000  potmds. 

CsCe^  —126,000  pounds. 

LbCb^  -303,000 

CsU5=  -176,000 

LeCe^  +133,000 

CftC/e^  +     3,000 


i  i 


<  ( 


<  < 


<  < 
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As  a  check,  it  is  evident  that  the  vertical  components 
of  the  members  C5L6,  LeCe,  and  LeUj  must  equal  the 
reaction  i?3= —262,900. 

The  vertical  component  of  CsLe  is  +130,000  poimds; 
LeCe  is    +133,000.     The  stress  in  L^Uj  is  found  by  the 


method    of    moments    to    be 


2,400  X0.8 
3-19 


=  —600    pounds, 


while  its  vertical  component  is  —450  pounds.  Therefore 
(130,000  +133,000)  —450=  +262,559  pounds,  a  satisfactory- 
check. 

This  completes  the  computations  for  all  the  moving- 
load  stresses,  and  Table  I  shows  them,  together  with  those 
due  to  the  fixed  load,  as  foimd  in  Art.  103. 


TABLE  I. 


Bleznber. 


LoLx 

UJJ. 
VJJt 


Fixed-load 

Stress 
in  Pounds. 


—  9,800 

—  40,700 

—  89,900 

-155,000 

-155,000 

— 186,000 
+  14,000 
+     9,800 

4-  40,700 
+   89,960 

•f  197,900 
-I- 186,000 


Moving-load 

Stress 
in  Pounds. 

+ 

107,500 

+ 

107,500 
98,800 

+ 

26,900 

i 

20,900 

+ 

26,900 

k 

20,900 

— 

120,000 

— 

154,000 

— 

142,000 

— 

142,000 

■I 

99,000 
8,280 

"^ 

127,500 
7,800 

+ 

115,000 

Member. 


L,U2 
U2L2 


c,u. 


CsC, 


Pixed-load 

Stress 
in  Pounds. 


-  16,300 
+  45»loo 

-  38,200 
+  73»6oo 

-  59,200 
+ 100,000 
+  16,700 

-  47,500 

-  73,600 

-  73,600 

o 
o 
o 


Moving-load 

Stress 
in  Pounds. 


+  84,200 
+  26,300 

—  18,300 
+  83»8oo 

—  59»8oo 
+ 158,000 
+  84,200 

—  180,000 
+  i33»ooo 
-303,000 
+  3»ooo 

—  176,000 

—  1 26,000 
-f  180,000 
+   67,500 


By  comparison  of  these  results  with  those  of  Table  II 
on  page  322,  it  is  observed  that  the  assumption  of  com- 
plete continuity  produces  web  stresses  either  slightly 
greater  in  every  instance  (except  those  due  to  the  moving 
load  on  one  arm  only)  than  the  hypothesis  of  partial  con- 
tinuity, or  identical  with  it.     The  chord  stresses  are  also 
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usually  slightly  greater,  or  equal,  excepting,  also,  those 
due  to  moving  load  on  one  arm  only  in  the  case  of  partial 
continuity,  which  are  materially  greater.  Toward  and  at 
the  ends  of  the  span,  therefore,  the  assumption  of  a  simple 
non-continuous  span  gives  much  larger  stresses,  both  in 
chords  and  web,  than  are  found  under  the  supposition  of 
continuity,  as  would  be  anticipated.  With  these  excep- 
tions, however,  the  differences  are  unimportant,  and 
either  method  could  be  used  with  indifference,  permitting 
the  use  of  that  which  results  in  the  least  labor  of  computa- 
tion. 

A  great  difference  is  seen,  however,  in  the  magnitude 
of  the  stresses  both  for  the  center  posts  and  central  diago- 
nals, and  in  the  labor  of  their  computation.  CsCe,  CsC/e, 
and  LsCe  suffer  no  stress  tinder  partial  continuity,  but  are 
subjected  to  heavy  stresses  if  the  continuity  is  complete. 
The  posts  also  suffer  heavy  compression  in  the  latter  case, 
and  a  comparatively  light  compression  in  the  former,  due 
only  to  the  fixed  load.  The  lower  stories  of  the  same 
members  are  also  subjected  to  heavy  tension  when  the 
continuity  is  complete. 

The  negative  or  downward  reaction,  i?3,  at  Le  has  been 
found  to  be  -  —  262,900  pounds,  while  the  fixed-load  upward 
reaction  is  103,000  pounds  plus  the  lower-chord  fixed  load 

(20.  *>  +27.  "^X 
— '- ^1 1, 700  =  21,000    pounds,    plus    the 

weight  of  the  drum,  etc.,  which  may  be  assumed  to  be 
concentrated  at  the  same  point,  perhaps  20,000  pounds. 
Hence  the  amount  of  anchorage  which  would  have  to  be 
provided  under  the  assumption  of  complete  continuity  is 

262,900  — (103,000  +21,000  +20,000)  =118,900  pounds, 

and  imless  this  were  supplied,  each  foot  of  U^L^  and  U^L^ 
would,  in  turn,  rise  and  fall  with  varying  conditions,  of 
moving  load,  so  that  not  only  destructive  hammering  would 
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take  place,  but  also  the  condition  of  those  spans  con- 
tinuous over  two  supports  would  be  displaced  by  that  of 
two  unequal  spans  continuous  over  one  support,  thus 
vitiating  the  computations  underlying  the  design  of  the 
trusses. 

The  realization  of  the  conditions  requisite  for  the  case 
of  complete  continuity,  therefore,  involves  considerably 
increased  difficulty  and  expense  in  connection  with  the 
design  of  the  center  portion. 

Inasmuch  as  the  main  truss  members  have  been  found 
to  sustain  essentially  the  same  stresses  in  either  case, 
except  where  those  under  partial  continuity  largely  exceed 
the  others,  and  inasmuch  as  all  drawbridge  formulae 
drawn  from  the  theory  of  the  continuous  beam  involve 
the  uniformity  of  the  moment  of  inertia  of  all  normal 
sections,  thereby  incurring  a  considerable  error  in  at  least 
some  of  the  resulting  computations,  it  is  much  more  ra- 
tional and  in  harmony  with  better  judgment  to  use  the 
methods  of  partial  continuity  in  all  cases.  These  and 
similar  considerations  have  led  engineers  generally  to 
adopt  the  partial-continuity  assumption  in  the  construc- 
tion of  swing -bridges. 

It  is  to  be  observed  that  the  imbalanced  uplift  at  the 
foot  of  C/5L6  and  the  stresses  in  CsC/e,  C^C%,  and  LsC^  will 
increase  rapidly  as  the  length  of  the  center  panel  or  span 
decreases;  and,  hence,  that  it  is  advisable  to  make  that 
center  panel  as  long  as  possible.  The  method  of  computa- 
tion will  be  in  no  way  changed  if  the  center  panel  is  designed 
with  one  store  only  instead  of  two. 

The  resultant  stresses  in  this  case  are  not  very  different 
from  those  in  Table  II  of  p.  322,  except  in  those  members 
already  indicated.  In  actual  practice,  the  entire  lower 
chord,  and  the  upper-chord  panels  t/if/2,  U2U3,  and  U^Ua 
would  all  be  designed  with  compression  cross-sections — 
i.e.,   they  would  be  counterbraced.     The  lower  story  of 
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LfiCs  must  also  be  counterbraced,  and  ordinary  construc- 
tion would  make  it  so  even  if  it  were  not  required. 

The  existence  of  the  four  central  diagonals  Csf/e,  C'eC/s, 
LsCe,  and  L^P^^  designed  to  transfer  shear,  results  in  some 
ambiguity  in  the  upper-chord  stresses  at  the  center.  As 
the  moving  load  passes  on  the  bridge,  one  pair  of  those 
diagonals,  C^U^  and  L^C^^  receive  their  greatest  stresses,  and 
then  they  may  either  be  supposed  to  be  relieved  with  the 
further  progress  of  the  train,  or  they  may  be  supposed  to 
hold  essentially  their  greatest  stresses  while  the  other  pair 
gradually  take  the  same  condition,  as  the  moving  load  covers 
the  entire  structiure.  Either  supposition  fulfills  the  requisites 
for  equilibritun,  but  the  former  will  give  the  greatest  pos- 
sible stress  in  U^U%,  and  was  used  in  the  preceding  computa- 
tions, because  the  stress  in  the  same  upper-chord  member 
will  be  decreased  tinder  the  latter  supposition  by  an  amount 
corresponding  to  the  horizontal  components  of  the  stresses 
in  the  diagonals  C^U^  and  L^C%,  This  condition  of  am- 
biguity cannot  be  avoided  under  the  assumption  of  com- 
plete continuity,  but  disappears  if  the  continuity  is  assumed 
to  be  partial  only.  The  proper  method,  therefore,  is  to 
compute  the  greatest  possible  stress  in  each  member,  and 

use  it  in  the  design,  and  this  has  been  done  in  the  present 
case. 

The  reactions  jRi  and  R2  at  Lo  and  Ls,  respectively, 
remain  to  be  written,  but  they  can  be  taken  directly  from 
results  already  found  in  the  preceding  article. 

For  this  purpose,  and  for  the  reasons  fully  explained  in 
Art.  103,  the  moving  load  will  be  taken  as  uniform  and 
at  2,880  pounds  per  linear  foot  for  each  truss.  The  greatest 
end  reaction  will  exist  with  the  moving  load  over  the  entire 
structtire,  and  it  has  been  shown  on  p.  325  that  its  amotmt 
will  be 

„  79,200 

Ri  =119,500  -I 1-20,000  =  179,100  pounds. 
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The  half-panel  load  is  that  adjacent  to  the  end,  which 
does  not  affect  the  trusses,  but  forms  a  part  of  the  reaction 
to  be  supported  by  the  truss  ends,  while  the  20,000  pounds 
is  the  wheel  concentration.  Since  the  moving  load  on 
each  arm  produces  a  negative  or  downward  reaction  at 
the  opposite  side  of  the  drum,  the  greatest  reaction  R% 
will  be  produced  with  the  moving  load  on  the  adjacent 
arm  only.  The  reaction  Ru  due  to  the  four  panel  loads 
at  the  panel-points  Li,  L2,  L3,  and  L4,  will  be 

i?i'  =  (.7i6i  +.4532  +.2322  +.0741)  X  79,200  =  116,500  lbs. 

Hence 

24 
R2  =  (4  X  79,200)  —  1 16,500  H — —  X  79,200  +20,000 

27*5 

=  289,000  pounds. 

The  third  term  in  the  second  member  is  for  the  half- 
panel  adjacent  to  the  center  and  the  central  panel,  while 
the  20,000  pounds  is  for  the  driving-wheel  concentration, 
as  already  explained.     As  shown  on  page  325,  the  total 

fixed  load  at  Ls  is  124,000  pounds;  hence  the  total  reaction 
desired  is 

i?2=' 289,000  +124,000=413,000  pounds. 

The  Omission  of  Counters, 

If  all  counters  are  omitted,  it  will  usually  be  necessary 
to  counterbrace  some  of  the  main  web  members.  In  the 
present  case  L1U2  will  be  most  in  need  of  such  treatment. 
The  position  of  moving  load  required  to  give  its  maximum 
compression  to  L\U2  is  the  same  as  that  used  in  finding 
the  greatest  tension  in  [/1L2  on  page  341.  The  moment 
is  1,063,000  povmdsX panel  lengths,  and  the  stress  there- 
fore 

1,063,000 
Li[/2= =  —69,800  pounds. 
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Since  the  fixed-load  tension  is  45,100  pounds,  this 
member  must  be  cotmterbraced. 

With  the  same  position  of  the  loading,  there  will  be 
found 

,  --  1,063,000 

L2U2''  + ^ =»  +48,300  pounds, 

and  this  member  also  requires  cotmterbracing. 

For  the  greatest  compression  in  L2C/3  and  tension 
in  C/3L3,  the  advance  load  of  17,500  pounds  must  be 
placed  at  L2,  with  the  heavy  concentrations  at  L3  and  L4 
and  the  right  arm  also  covered. 

The  moments  due  to  the  component  parts  of  the 
reaction  at  Lo,  taken  about  a  point  20  panels  from  Lq,  are: 

+  171500X0.453178X20=  +158,000 
+84,200X0.232204X20=  +392,000 
+54,600X0.074153X20=+  81,000 
+  1,870X20  =+  37,400 


Total  =  +668,400 

From  this  moment  is  to  be  subtracted  the  negative 
moment  due  to  the  advance  load  itself,  or  17,500X22  = 
385,000.  The  final  moment  is  283,400  pounds  Xpanel 
lengths,  and  therefore 

,^  ^  283,400 

UzLz-=  + — =  +12,300  pounds. 

23 


^   ,^  283,400 

16.4 


( ( 


Both  of  these  results  are  so  small  in  comparison  with 
the  opposite  fixed-load  stresses,  that  no  counterbracing 
is  required. 
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Art.  105. — Tables  and  Diagrams. 

The  labor  of  stress  computations  by  the  methods  given 
in  the  three  preceding  articles  can  be  much  reduced  by 
the  aid  of  the  tables  and  diagrams  which  follow.  They 
are  devised  for  the  purpose  of  showing  the  reactions  at 

TABLE  I. 


s 

Ri 

Ra 

^"1 

c 

c 

c 

c 

c 

c 

8.8aa 

6.643 

4-305 

8.8aa 

6.643 

4.395/ 

0 

I. 

I. 

I  . 

0.0 

0.0 

0.0 

•05 

0.92754 

0.92823 

0.92951 

.001143 

.001424 

.001899 

.10 

•8554 

.85679 

■85933 

.002269 

.002826 

.00377 

•  15 

. 78398 

.78601 

. 78976 

.003360 

.004186 

.005583 

.20 

•71355 

.71621 

.72112 

.004401 

.005482 

.007311 

•25 

.64447 

.64771 

•65371 

.005372 

.006692 

.008926 

•30 

•57708 

.58085 

•58784 

.006257 

.007794 

.010396 

•35 

.51171 

•51596 

•52382 

.007039 

.008768 

.011694 

.40 

.44871 

•45336 

.46195 

.007701 

•009593 

.012795 

•45 

.38841 

• ^9ZZ^ 

.40256 

.008226 

.010247 

.013667 

.50 

•33115 

•  33634 

•34593 

.008595 

.010706 

.01428 

.55 

.27727 

.28257 

•  29239 

.008792 

.010952 

.014607 

.60 

.2271 

.23241 

. 24223 

.008801 

.010963 

.014623 

.65 

.  18098 

.18617 

•19578 

.008604 

.010718 

.014295 

.70 

.13926 

.14419 

•  15333 

.008182 

.010192 

•013595 

•75 

.10226 

.1068 

.11519 

.00752 

.009367 

.012494 

.80 

•07033 

.07431 

.08368 

.006601 

.008222 

.010967 

.85 

•04379 

.04706 

•05309 

.005421 

.006752 

.009006 

.90 

.02301 

.02537 

.02974 

.003919 

.004882 

.006512 

•95 

.00829 

.009576 

.011945 

.002123 

.0026437 

.003527 

1. 00 

0.00 

0.00 

0.00 

0.00 

0.00 

0.00 

either  extremity  of  a  three-span,  rim-bearing  drawbridge 
for  a  square  crossing  and  for  arms  of  equal  length. 
The  ratios,  c,  of  either  arm  to  the  center  span  or  panel, 
as  shown  immediately  preceding  eq.  (3)  of  Art.  102,  are 
,  given  in  Table  I,  with  the  greatest,  least,  and  mean  values, 
taken  from*  fifteen  drawbridges  as  they  have  actually  been 
designed.  They  cover,  therefore,  a  range  that  will  include 
nearly  all  practical  cases  of  pin-connected  structures. 
The  columns  of  the  table  show  the  reactions  R\  and  R4 
for  a  imit  panel  load  placed  successively  at  distances  from 
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the  free  end  of  the  arm  /i,  which  vary  by  0.05/1.  These 
reactions  due  to  unit  panel  loads  are  computed  from 
eqs.  (5a)  and  (6a)  of  Art.  102,  with  the  values  of  c  given 
at  the  heads  of  the  columns  of  the  table.  As  an  example, 
if  the  unit  load  be  placed  at  the  distance  0.2/1  from  the 
free  end  of  the  arm,  the  reaction  Ri  will  have  the  values 
of  0.71355  and  0.721 12  for  the  values  of  /-j-/2=c  =  8.822 
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Fig.  21. 

and  4.395  respectively.  The  corresponding  reactions,  JR4, 
will  be  0.004401  and  0.007311.  The  reactions  for  any 
panel  load  will  be  foimd  by  simply  multiplying  those  given 
in  the  table  by  the  actual  panel  load  in  pounds  or  tons, 
as  the  case  may  be. 

It  will  be  observed  that  the  reactions  vary  little  between 
the  limits  of  range  of  the  values  of  c.  Hence,  for  values 
materially  outside  of  those  limits,  the  corresponding  re- 
actions may  be  assigned  by  the  aid  of  Figs.  21  and  22 
with  sufficient  accuracy.     Those  figures  exhibit  the  results 


354 


StVlNG-BRIDGES. 


[Ch.  VII. 


given  in  Table  I.  Fig.  21  gives  the  reactions  i?i,  and 
Fig.  22  the  reactions  R4,.  The  three  curves  so  nearly 
coincide  in  Fig.  21  that  only  those  for  the  two  values  of 
c =8.822  and  (7  =  4.395  are  shown.     For  practical  working, 


IM 

1 

^^" 

/ 

^ 

V 

UO 

> 

^. 

^ 

L_ 

/^ 

\ 

w 

i^ 

> 

4AA 

/ 

UO 

1 — 

1 

J 

■^  1 

110 

If 

J 

/" 

"^ 

V 

V_ 

Wt 

C7 

> 

r 

A 

L. 

T 

/ 

p 

_\ 

^ 

L 

n 

00 

J 

^ 

f 

^ 

x^ 

■*v 

^ 

A 

v_ 

M 

i. 

/ 

/ 

^ 

/ 

> 

V 

^ 

L_ 

\ 

-0- 

r 

/ 

r— 

d 

Y 

> 

V 

T 

iMk 

if 

/ 

/ 

\ 

ji 

70 

7 

n 

€ 

\\ 

r 

c^ 

r_ 

\ 

L 

L 

00 

n 

/ 

\ 

1 

L 

00 

J 

J. 

\ 

3 

I 

7 

7 

Vu 

f     i 

^y 

w 

to 

il// 

\\\  1 

//> 

\^ 

L 

00 

/// 

t^ 

I 

\ 

m 

. 

Iwi 

M 

/// 

# 

'10 

/ 

f 

• 

TI 

rf 

1 

t 

.3 

• 

1 

.< 

k 

• 

• 

' 

* 

8 

• 

0 

Fig.  32. 


that  figure  should  be  drawn  to  at  least  double  the  size 
shown.  In  Fig.  21  the  tabular  values  of  the  reactions  R\ 
have  been  taken  full  size,  while  those  for  /J4,  in  Fig.  22, 
have  been  multiplied  by  10,000.  The  figures  will  enable 
either  of  the  reactions  to  be  read  at  a  glance  for  any  length 
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of  panel  in  any  length  of  arm.  They,  as  well  as  Table  I, 
are,  therefore,  perfectly  general  for  a  wide  range  of  the 
value  of  c. 

After  the  reactions  are  read  from  the  table  or  the 
diagrams,  moments  for  either  the  web  or  chord  stresses 
can  readily  be  written;  and  from  these  moments  the 
stresses  themselves  will  at  once  result  in  accordance  with 
the  methods  of  the  preceding  articles.  If  the  chords  are 
parallel,  moments  will  not  be  required  for  the  web  stresses, 
as  the  latter  can  be  at  once  written  from  the  shears. 

In  many  cases,  particularly  if  the  chords  are  parallel, 
the  values  given  in  Tables  II  to  VIII  will  be  found  con- 
venient for  7-  to  19-panel  drawbridges,  in  which  the  center 
panel  is  equal  in  length  to  the  others.  They  have  been 
computed  by  Mr.  Frank  C.  Osbom,  consulting  engineer, 
of  Cleveland,  Ohio,  for  his  own  practice,  who  has  kindly 
given  the  privilege  of  using  them  in  this  connection.  They 
express  the  shears  and  moments  on  the  basis  of  each  panel 
load  being  unity,  and  of  each  panel  being  one  unit  in  length, 
being  precisely  the  quantities  already  used  in  the  preceding 
methods  of  influence  lines.  Each  actual  shear  will  there- 
fore be  found  by  multiplying  each  tabular  shear  by  the 
actual  panel  load,  and  each  actual  moment  will  be  fotmd 
by  multiplying  each  tabular  moment  by  the  product  of 
the  actual  panel  load  by  the  actual  panel  length.  These 
tables  also  show  the  greatest  shears  and  moments  at  the 
various  panel-points.  The  reactions  due  to  the  various 
panel  loads,  by  the  aid  of  which  the  shears  and  moments 
are  obtained,  are  computed  from  eqs.  (5a)  and  (6a)  of 
Art.  102,  except  those  which  belong  to  the  simple  spans, 
which,  of  course,  follow  the  law  of  the  lever.  If  the  chords 
are  not  parallel,  the  web  stresses  must  be  determined  by 
the  method  of  moments,  as  illustrated  in  the  two  preceding 
articles.  Even  if  the  length  of  the  center  panel  should 
diflFer  to  some  extent  from  that  of  the  others.  Table  I 
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and   Figs.  21  and  22  show  that  the  values  in  Tables  II 
to  VIII  will  not  be  sensibly  changed. 


TABLE  II. 


7FUM1S 


niitv; 
''I'l//'. 


22(2 


I 

mm 


mmm 


\ 


AU  Equal 


Fig.  23. 
l^OTE. — ^Shear  in  panel  a&»  reaction  at  a,  and  Shear  c<i»  reaction  at  d. 


Loads  at 

Shear  in  Panel 

Moment  at 

ab 

he 

cd 

6 

c 

d 

6  and  z 

+0.568 
+o.axo 

-0.43a 
+o.axo 

-0.43a 
-0.790 

—  0.568 
+o.axo 

+  0.136 
+  o.4ao 

— 0 . aQ6 

c  and  f 

—  0.  X70 

Maximum 

As  a  simple  span 

+0.778 
+ I . 000 

,  +  o.axo 
-0.43a 

+0.333 
-0.333 

—  1 . 000 

+  0.778 
+ I . 000 

+  0.556 
+  X.000 

-o!666 

TABLE  III. 
D  E  F  Q 


H 


0  h 

AU  Equal 


V         V' 

Fig.  24. 
Note. — ^Shear  in  panel  aft— reaction  at  a,  and  Shear  (fe— reaction  at  e. 


Loads  at 

Shear  in  Panel 

Moment  at 

ab 

he 

cd 

dt 

h 

c 

d 

€ 

b  and  * 

+  0.665 
+0.364 
+0.131 

-0.335 
+0.364 
+0.131 

-0.33S 
—  0.636 
+  0.131 

-0.335 

—  0.636 

—  0.869 

+0*665 

+  0.364 
+  0.131 

+  0.330 
+o.7a8 
+o.a6a 

—0.005 
+  o.o9a 
+  0.393 

—  0.340 

c  and  h •  • 

d  and  s. 

-0.544 
—  0.476 

Maximum 

+  1 .  i6g 
+ 1 . 500 

+0.40S 
-0.335 

+0.750 
-o.aso 

+  0. 131 
-0.971 

+  o.a5o 
-0.750 

- 1 . 840 
- 1 . 500 

+  1.160 

+  i.3ao 

+0.485 
—  0.005 

+  1.500 

—  1.360 

As  a  simple  span  . . 

+ 1 . Soo 

+  a . 000 
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TABLE  IV. 


USanfils 


c 


9 


m"    ■■'','  /', 
'"""'"■■'"■ 


I 


▲UBquAL 


Fio.  25. 
Note. — Shear  in  panel  aft —reaction  at  a,  and  Shear  f/— reaction  at  /. 


Loads  at 

Shear  in  Panel 

Monient  at 

ab 

6c 

cd 

dt 

ef 

b 

c 

d 

e 

f 

6  and  /. . . .  . 

c  and  k 

d  and  t 

e  and  h 

+0.736 

+  0.471 
+0.352 
+0.089 

-0.374 
+  0.471 
+  0.252 
+  0.089 

-0.374 
-0.539 
+  0.353 
+  0.089 

-0.374 
-0.539 
-0.748 
+  0.089 

-0.274 
-0.539 

-0.748 
—  0.911 

+0.736 
+0.471 
+0.252 
+0.089 

+0.453 
+0.943 
+0.505 
+0.178 

+0.178 
+0.413 

+0.757 
+0.368 

-0.09s 
—  0.117 
+0.009 
+0.357 

-0.36^ 
—  0.646 
-o.73» 
-0.554 

lilaximum.. -} 

+  X.538 
+  3.000 

+0.813 
-0.374 

+  1.300 
—  0.300 

+  0.341 

—  0.803 

+  0.600 

—  0.600 

+  0.089 
-1.551 

+  0.300 
—  1.300 

—  3.46a 

«    a    V    •  •      ■ 

—  a.ooo 

+  1.538 

+  3.077 

+  1.615 

+0.366 
—  o.aia 

+  3.000 

-  a.307 

As  a  simple  1 
span. ... 

+  3.000 

+3.000 

+  3.000 

TABLE  V. 
B       CPE        FGHIKLMN 


c       d        < 
13  Panels 


/       0 h       i 


X 


All  Equal 


m 


1 T 

Fig.  36. 

Note. — Shear  in  panel  aft  "-reaction  at  a,  and  Shear  /^--reaction  at  g. 


Loads  at 


ft  and  n 

c  and  m 

dand/ 

t  and  k 

f  and  i, 

Maximum \ 

As  a  simple  span -j 


Shear  in  Panel 


oft 


+0.768 
+0.548 
+0.350 
+  0.185 
+0.065 


+  1.916 


+  a . 500 


be 


—  0.333 

+  o.54« 
+  0.350 
+  0.185 
+0.065 


+  1.148 

—  0.23a 

+  1.667 

—  0.167 


cd 


—0.33a 
-0.45a 
+0.350 
+0.185 
+0.065 


+0.600 
—0.684 

+  1.000 
—  o . 500 


dr 


—0.233 
-0.45a 
—0.650 
+0.185 
+0.065 


+0.350 
-1.334 

+0.500 
—  1 . 000 


—0.233 
-0.45a 
—0.650 
-0.815 
+0.065 


+0.065 
-3.149 

+0.167 
—  1 . 667 


U 


■0.232 
"0.45a 
■0.650 

0.81s 
0.93s 


-3.084 


-a.  500 
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TABLE  V^<:orainued. 


Lo«di  At 

Moment  at 

h 

c 

d 

€ 

f 

S 

J»    &n(1     ft r.T.-T-- 

+0.768 
+0.548 
+0.350 
+0.185 
+0.065 

+  O.S37 
+  1.097 
+  0.700 
+  0.370 
+o.ia9 

+0.30S 

+0.645 
+  1.050 

+0.556 
+  0.194 

+  0.074 

+  0.193 
+  0.400 
+0.74X- 
+o.a59 

—0.158 
-o.a59 
— o.a5o 

-0.074 
+0.323 

-0.390 
—0.710 
—  0.900 

—0.889 
—0. 6x  a 

^  And  ffft. 

A  And  /. 

tf  &nd  h. 

i  And  i 

Maximtun 

As  a  simple  span 

+  X.916 

+  a.5oo 

+  3.833 
+  4.000 

+  a.75o 
'  +4.500 

+  1.667 
+  4.000 

+0.333 
-0.741 

+  a.soo 

-3.501 

TABLE  VI. 
BCDEFQH  f: 


6     c     d      ♦ 
16  Panels 


M     ?<     9 


7 

Fig.  27. 


I     m     n     o 
All  Equal 


Note. — ^Shear  in  panel  06— reaction  at  a,  and  Shear  ^A— reaction  at  h. 


Loads  at 


b  and  p 

^  and  n. 

tf  and  m 

/  and  t 

^  and  k.^ 

Maximum ■[ 

As  a  simple  span. .  -j 


Shear  in  Panel 


ab 


+0.799 
+0.606 

+0.437 
+0.  370 
+0. 142 
+0.049 


+  3.393 


+  3 . 000 


be 


— 0.301 
+  0.606 
+  0.437 
+  0.370 
+  0.143 
+  0.049 


+  1.494 
— O. 301 

+  3.143 

-0.143 


cd 


— o.aoi     — o.aoi 


d« 


-0.394 
+0.437 
+  0.  370 
+0.143 
+0.049 


+  0.888 
-0.595 

+  1.439 
-0.439 


-0.394 
-0.573 
+0.270 
+  0. 143 
+0.049 


+  0.461 
-1.168 

+0.857 
-0.857 


— O. 301 
-0.394 
-0.573 
-0.730 
+  0.  143 
+  0.049 


h 


+0.191 
- 1 . 898 

+0.439 
-1.429 


— o. aoi 
-0.394 
-O.S73 
-0.730 

-0.858 
+  0.049 


+  0.049 
-3.756 

+  0.143 
-3.143 


gh 


■o.aoi 

■0.394 

0.573 

•0.730 

0.858 

0.951 


-3.707 


—  3.000 


Loads  at 


b  and  p 

c  and  o 

d  and  n 

e  and  m 

f  and  / 

g  and  k 

Maximum | 

As  a  simple  span. .  . . 


Moment  at 


+0.799 
+0.606 
+  0.427 
+  0.  270 
+0.142 
+  0.049 


+  2.293 


+  3 . 000 


+0.600 
+  1 .212 

+0.855 
+0.540 
+0.283 
+0.098 


+  3.588 


+  5 . 000 


+  0.398 
+0.819 
+  1.282 
+o.8ii 
+  0.435 
+  0.U8 


+  3.883 
+  6 . 000 


+0.198 

+0.435 
+0.709 
+  1.081 
+  0.566 
+  0. 197 


+  3.176 


+  6 . 000 


f 


—  0.003 
+  0.031 
+0.137 
+  0.351 
+0.708 
+  0.  246 


+  1-473 
—  0.003 

+  5 . 000 


Z 


—  0.203 
-0.363 
-0.436 

-0.379 

—  0.150 
+  0.  295 


+  0.395 
-1.531 

+  3.000 


0.404 

■0.757 
■ I . 009 
'1 .109 
- 1 . 009 
0.656 


-4.944 


Art.  io$.] 


TABLES  AND  DIAGRAMS. 


J59 

I 


TABLE  VII. 


BODEFQH   I   KLMNOPQft 


b     0     d      ^     f      9 


U\ 


hi      kl^nopqra^ 


Fig.  38. 


Note. — ^Shear  in  panel  o^— reaction  at  a,  and  Shear  At « reaction  at  «. 


Loads  at 


6  and  r 

c  and  q 

d  and  p 

9  and  o 

/  and  n, 

g  and  m 

n  and  /. 

Maximum j 

As  a  simple  span.,  -j 


Shear  in  Panel 


ah 


+o.8a3 
+0.651 
+0.489 
+0.342 
+0.215 
+o.ixa 
+0.039 


+  2.671 


+3.500 


-0.177 
+  0.651 
+0.489 

+  o.34a 
+  0.215 
+0.112 
+  0.039 


+  1.848 
-O.X77 

+  2.625 
—  0.125 


cd 


-0.177 

-0.349 
+  0.489 
+0.342 
+0,215 
+0.1x2 
+0.039 


+  I.I07 
—  0.526 

+  1.875 
-0.375 


-0.177 

-0.340 
—  0.511 
+0.342 
+0.215 
+  o.xia 
+0.039 


+0.708 
-1.037 

+  x.a50 
-o.r5o 


-O.X77 
-0.340 
-  0.511 
-0.658 
+0.215 
+0.1x2 
+0.030 


+0.366 
-1.695 

+0.750 
—  1 . a50 


H 


-O.X77 
-0.349 
— 0.51X 
-0.658 

-0.785 
+0.X12 
+0.039 


+0.151 
-2.480 

+0.375 
-x.«7S 


ih 


-O.X77 

-0.340 

—  0.511 

—  0.658 

-0.785 
-0.888 
+  0.039 


+  0.039 
-3.368 
• 
+  0.125 
—  2.625 


hi 


•0.177 

•0.349 
•0.511 

•0.658 
■0.785 
■0.888 
■0.961 


-4. 339 


-3.500 


Loads  at 


h  and  T 

c  and  q 

d  and  p 

t  and  o. 

f  and  n 

g  and  m 

h  and  /. 

Maximum -j 

As  a  simple  span. .  . 


Moment  at 


+0.823 
+  0.651 
+0.489 
+0.342 

+  0.2X5 

+o.na 
+0.039 


+  2.67X 


+  3.500 


+0.646 
+  X . 303 
+0.979 

+0.684 
+0.430 
+  0.224 
+0.077 


+  4.343 


+  6.000 


+0.470 

+  0.954 
+  1.468 
+  1 .026 
+0.644 
+  0.336 
+  0.116 


+  5.014 


+  7.500 


+0.293 
+  0.605 

+  0.957 
+  1.369 

+0.859 
+0.448 

+0.155 


+  4.686 


+8.000 


f 


+0. 1x6 
+  0.257 

+  0.447 
+  0.7x1 

+  X.074 

+  0.559 
+  O.X93 


+  3.357 


+  7 . 500 


—  0.061 

—  0.092 

—  0.064 
+  0.053 
+0.289 
+  0.671 
+  0.232 


+ I . 245 
—  0.2x7 

+  6 . 000 


—  0.238 
-0.441 

-0.575 

—  0.605 
—0.497 

—  0.217 
+  0.271 


+  0.271 
-a. 573 

+  3.500 


-0.415 
-0.789 
-x.o86 

—  1.263 
-X.282 

—  1 .105 

—  0.691 


—  6.631 
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TABLE  VIII. 


BCDEI?QHl      K'L,  MH0PQR8T 


e 


f    g    h    i 


UFaneUi 


m     rw 


a* 


P     9 


AU  Equal 


Fig.  29. 
Note. — Shear  in  panel  a6=- reaction  at  a,  and  Shear  tife— reaction  at  k. 


Loads  at 

Shear  in  Panel 

ab 

be 

cd 

dr 

ef 

fg 

ih 

M 

tk 

6  and  / 

c  and  s 

d and  r. ... . 

#  and  9 

f  and  p 

g  and  0 

A  and  w.  .  . . 
«  and  m. .  . . 

+0.842 
+  0.687 
+  0.540 

+0.403 
+0.280 
+  0.175 
+  0.091 
+  0.031 

-0.158 

+0.687 

+0.540 

+0.403 
+0.280 

+0.175 
+0.091 
+0.031 

-0.158 
-0.313 
+  0.540 

+0.403 
+0.280 

+0.175 
+  0.091 

+  0.031 

-0.158 

-0.313 
—  0460 

+  0.403 
+0.280 
+0.175 
+0.091 
+0.031 

-0.158 

-0.313 
—  0 . 460 

-0.597 
+  0.280 

+  0.175 
+0.091 
+  0.031 

-0.158 
-0.313 

—  0 . 460 

-0.597 

—  0.720 
+  0.175 
+  0.091 
+0,031 

-0.158 
-0.313 

—  0 .  460 

-0.597 

—  0.720 
-0.825 
+0.091 
+  0.031 

—  0.158 
-0.313 

—  0.460 

-0.597 

—  0 . 7  20 

—  0.825 

—  0 . 909 
+  0.031 

—  0.158 

-0.313 

—  0.460 

-0.597 
-0.720 
-0.825 

—  0 . 909 

—  0 . 969 

Maximtfin.  - 

As  a  simple  j 
span. . .  1 

+  3.040 

+  4.000 

+  2.207 
-0.158 

+  3x11 

— O.Ill 

+  1.520 
-0.471 

+  2.333 
-0.333 

+0.980 
-0.931 

+  1.667 
—  0.667 

+  0.577 
-1.528 

+  1.111 
—  1.  Ill 

+  0.297 
-2.248 

+  0.667 
—  1 . 667 

+0.122 
-3.073 

+0.333 
-2.333 

+0.031 
-3.982 

+0.111 
— 3.11X 

•  •    •   ■   •    • 

-4.95X 

•  ■   «   ■   •   • 

-4.000 

Loads  at 

Moment  at 

b 

c 

d 

e 

f 

g 

h 

i 

k 

6and< 

c  and  s 

dandr 

e  and  q 

f  and  p 

£  and  0 

h  and  m.  . .  . 
4  and  fti.  •  . . 

+0.842 
+0.687 
+0.540 

+0.403 
+0.280 
+0.175 
+0.091 
+0.031 

+0.684 

+  1.374 
+  1.080 

+  0.806 
+0.560 
+0.350 
+  0.182 
+0.062 

+  0.526 
+  1.061 
+  1.620 
+ I . 209 
+0.840 

+  0.525 
+  0.273 
+  0.093 

+  0.368 

+0.748 
+  1.160 
+  1.612 
+ 1 . 1 20 
+  0.700 

+  0.364 
+0.124 

+0.210 

+  0.43S 
+  0.700 
+  1.015 
+ 1 . 400 
+  0.875 
+  0.4S5 
+  0.ISS 

+  0.052 
+  0.122 
+  0.240 
+  0  418 
+  0.680 
+  1.050 
+  0.546 
+  0.186 

—0.106 

—  0.191 

—  0.220 

—  0.179 

—  0  040 
+0.225 
+0.637 
+0.217 

—0.264 
-0.504 
—0.680 
-0.776 
—0.760 
—  0.600 
—0.^72 
+  0.248 

-0.423 
-0.814 

—  I. '42 

-1    375 

—  I   482 
-•.428 

—  T     184 

—  o.'»i9 

ICaximiun.- 

As  a  simple) 
span. . .  ) 

+  3.049 

+  5.098 

+  6.147 

+  6.196 

+  S.245 

+  3.294 

+  X.079 
-0.736 

+  7 . 000 

+0  248 
-3  856 

+  4.000 

-8:i6i 

+  4.000 

+  7.000 

+9.000 

+  10.000 

+  10.000 

+  9.000 
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Art.  io6« — ^Example  of  Swing-bridge  with  Ends  Simply  Resting 

on  Supports — One  Support  at  Center. 

The  general  principles  ftindamentally  involved  in  this 
case  are  not  different  from  those  already  employed.  All 
the  fixed  load  of  the  bridge  is  carried  to  the  central  point 
of  support,  whether  the  bridge  is  open  or  closed,  the  end 
supports  furnishing  reactions  for  the  moving  load  only. 

The  truss  to  be  taken  as  an  example  is  the  one  shown 
in  Fig.  30,  in  which  the  arms  are  of  equal  length. 


Fig  30. 


The  general  formulae  to  be  used  for  the  reactions  at 
Lo,  Le,  and-Li2,  and  for  the  bending  moment  at  the  center, 
are  eqs.  (11),  (12),  (13),  and  (10)  respectively  of  Art.  102. 
These  equations  may  be  written  as  follows,  remembering 
that  /i-r/g*/,  and  M2^M: 


M»- 


R,-f 


Ri^-j- 


/?3=J 


4/2 


IP(P-Z^)Z-^SP(P-!?)Z 


IP(l-z)+M 


IPz  +  IPz  -  2M 


2P(l-z)+M 


(i) 


(2) 


(3) 


(4) 


It  is  to  be  remembered  that  z  is  measvired  from  Lo  or 
L12  according  as  the  left  or  right  arm  is  considered. 
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The  following  are  the  data  to  be  tised: 

Total  length  =LoLi2  =  2/  =  2LqL^  =  2L^i2  "» 144  feet. 
Uniform  depth  ^LiUi  =L^U^  =  16  feet. 
Panel  length  ^LqLi  =LiL2  =etc.  —  13  feet. 

L^Le = L^7  =  7  feet. 
Angle  LoUiLi^a. 

tan  a  =0.8125;  sec  a  — 1.29. 

tan  i9«o.4375;  sec  /J^i.og. 


II  _ 

-15  = 2  =0.00004823 

4/2      20,736  "^      ^ 


Total  fixed  weight  per  foot  of  bridge  =   1,200  lbs. 
Upper-chord  panel  fixed  weight  =  W  =  5»5oo  lbs.  per  truss 
Lower-    '*         **        ''         ''      =1^'- 10,000 
Uniform  panel  moving  load        «  w  =19,500 

The  moving  load  traverses  the  lower  chord,  and  the 
weight  of  the  floor  system  is  taken  at  nearly  350  pounds 
per  foot. 

On  accotmt  of  the  extra  weight  of  the  locking  apparatus, 
the  fixed  weight  at  Lo,  or  L12,  will  be  taken  at  3,000  pounds 
per  truss,  and  will  be  denoted  by  wi. 

As  is  clear  from  the  figure,  all  inclined  web  members, 
except  the  end  posts,  act  in  tension  only,  while  the  verti- 
cals are  compression  members. 

Fixed-load  Stresses. 

These  stresses  are  fotmd  most  expeditiously  by  graphic 
methods,  and  their  determination  requires  no  detailed 
explanation. 

Live-load  Stresses. 

General  Considerations, 

As  the  ends  Lq  and  L12  are  neither  latched  down  nor 
lifted  up,  either  arm  is  a  single  truss  simply  supported  at 
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each  end,  for  all  moving  loads  which  rest  upon  it,  so  long 
as  there  are  no  moving  loads  on  the  other  arm.  For  exactly 
the  same  reasons,  therefore,  as  those  given  in  Art.  103, 
any  counter^  as  [/1L2,  will  sustain  its  greatest  stress  when 
the  moving  load  extends  from  its  foot  to  the  center,  if  ^ 
other  moving  load  rests  on  the  bridge. 

It  must  still  be  borne  in  mind  that  in  connection  with 
any  cotmter-stress,  the  stress  in  the  vertical  which  cuts 
its  upper  extremity  is  to  be  found,  for  such  a  one  may 
be  the  greatest  stress  in  the  vertical. 

The  general  expression  for  the  shear  in  any  web  member 
may  be  written 

s=S-n(W+W')-n'w, 

in  which  5  is  the  shear  at  one  extremity  of  the  arm  and  n 
and  n'  the  numbers  of  fixed  and  moving  panel  weights 
respectively  between  the  samfi  end  of  the  arm  and  the  web 
member  in  question.  In  considering  the  main  web  mem- 
bers, 5  will  be  taken  adjacent  to  the  center,  and,  in  the 
present  example,  at  an  indefinitely  short  distance  from 
Le  in  the  arm  LoLg. 

For  a  given  condition  of  loading  in  LoLe,  it  is  evident 
that  the  smaller  is  Ri  the  greater  will  be  5;  but  eq.  (i) 
shows  that  M  is   always   negative.     Hence   so   long   as 

z 

IP{l^z)  remains  the  same,  eq.  (2)  shows  that  R\  decreases 
as  M  increases  (numerically) . 

Again,  eq.  (i)  shows  that  M  will  have  its  greatest 
numerical  value,  other  things  remaining  the  same,  when 

IP(P—z^)z  has  the,  greatest  value  possible;  i.e.,  when  the 
moving  load  covers  the  whole  of  the  arm  L«Li2.    With  a 

given  value,  therefore,  for  IP(l-z),  Ri  will  be  the  least 
possible  when  the  moving  load  covers  the  whole  of  the  other 
arm,  or  the  whole  of  LflLi2;  consequently  S  will  be  the 
greatest  imder  the  same  conditions.     Having  found  tmder 


)to 
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what  circumstances  5  is  the  greatest,  precisely  the  same 
reasoning  used  in  the  preceding  acticles  shows  that  5  will 
be  the  greatest,  under  the  same  circumstances,  when  n' 

is  zero. 

Any  inclined  main  web  member,  then,  will  sustain  its 
greatest  tensile  stress  when  the  moving  load  extends  from  its 
foot  to  the  free  extremity  of  the  arm  in  which  it  is  found, 
and  covers  at  the  same  time  the  whole  of  the  other  arm. 

Any  vertical  web  member,  tmless  acting  as  a  coimter, 
will  sustain  its  greatest  compression  in  connection  with 
the  greatest  tension  in  the  inclined  main  web  member 
which  cuts  its  upper  extremity. 

In  seeking  the  greatest  main  web  stresses,  it  may  happen 
that  the  reaction  R\  becomes  zero;  this,  however,  change- 
nothing  in  the  method. 

Since  either  arm  is  a  simple  truss  for  all  moving  loads 
resting  on  it  (supposing  none  on  the  other) ,  every  such  load 
tends  to  cause  the  same  kind  of  stress  throughout  the  same 
chord.  Consequently,  as  in  the  previous  article,  the  greatest 
tension  in  the  lower  chord,  and  compression  in  the  upper, 
will  exist  whetir  the  moving  load  covers  one  arm  only.  These 
stresses  will  only  be  found  in  that  portion  of  the  arm 
adjacent  to  its  free  extremity. 

The  greatest  chord  stresses  of  the  same  kind  as  those 
caused  by  the  fixed  load  with  the  bridge  open,  can  be 
fotmd  with  the  least  labor  by  the  aid  of  influence  lines. 

The  maximum  live-load  stresses  caused  by  the  moving 
load  on  one  arm  only  are  to  be  fotmd  by  the  methods  of 
Arts.  70  and  72  of  Chap.  IV,  since  each  arm  of  the  bridge 
is  a  simply  supported  truss  of  72  feet  span.  The  maximum 
stresses  caused  by  moving  loads  on  both  arms,  the  bridge 
being  then  a  continuous  structure  of  two  spans,  will  be 
found  by  the  aid  of  influence  lines.  In  using  those  lines 
it  will  be  necessary  to  determine  the  reactions  i?i  at  Lo 
caused  by  unit  loads  of  one  pound  at  the  various  panel- 
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points.     By  the  aid  of  the  equations  and  data  already 
given,  the  following  values  at  once  result: 

R^  for  Unit  Panel  Loads  on  L^L^,^ 


Lotulst 

s 

/-« 

(/»-««)« 

M  in  Foot- 
pounds. 

i?,  in 

Potands. 

L7 

13 
26 

39 
52 
65 

59 
46 

20 

7 

65,195 
117,208 

142,857 

128,960 

62,335 

-3-144 

-5-653 
-6.890 

—  6.219 

—  3.006 

Sum 

-0.0437 

—  0.0785 

-0.0957 

—  0.0864 

—  0.0418 

-=—0.3461 

R^  for  Unit  Panel  Loads  on  Z^L, 


Low!  at 

8 

/ 

M 

I 

/?!  (from 

•eg.  (a))  in 

Poxands. 

13 
26 

39 
52 
65 

0.8194 
0.6389 
0.4594 
0.2778 
0.0972 

-0.0437 
-0.0785 
-0.0957 

—  0.0864 

—  0.0418 

Sum 

+0.7757 

+0.5604 
+0.3637 
+0.1914 
+0.0554 

—  +  1.9466 

It  should  be  noted  that  z  is  measured  from  Lq  and 
from  L12  for  the  left  and  right  arms  respectively. 

Live-load  Stresses  in  the  Web  Members. 

Since  the  chords  of  this  truss  are  parallel  and  hori- 
zontal, the  maximum  stresses  in  the  web  members  may 
be  obtained  by  finding  the  greatest  shears  in  the  proper 
panels  and  multipl3ring  them  by  the  secants  of  their 
inclinations  to  a  vertical  line.  The  influence  lines  for 
these  shears  are  shown  in  Fig.  32,  and  may  be  drawn  by 
the  aid  of  the  reactions  just  found. 
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Members  L2U3  and  U^Lz. 

The  greatest  shear  in  the  panel  L2L3  will  furnish  the 
maximtun  stresses  in  L2C/8  and  UsLs,  The  influence 
line  for  shear  is  AB''C'D'E'F'GH'fM  and  it  is  obtained 
as  follows: 

A  unit  load  of  i  pound  at  Li  causes  a  reaction  at  Lo 
of  0.7757  potmd,  but  the  shear  caused  by  this  load  in 


Fig.  31. 


Fig.  33. 


the  panel  L2L3  is  this  reaction  minus  the  load  itself.  There- 
fore the  influence  ordinate  J5B"  has  a  value  of  0.7757  — 
1.00=  —0.2243  pound.  Since  this  value  is  negative  it  is 
laid  off  downwards  from  the  base  Une. 

Similarly,  then,    C"C =0.5604  —  i.o  =  —0.4396    poimd. 
D'Dj  however,  is  a  positive  quantity  and  equal  to  the  full 
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reaction  caused  at  Lq  by  a  load  at  L3,  since  the  load  at  La 
is  situated  on  the  right  of  the  section  taken  through  the 
panel. 

The  influence  ordinates  on  the  span  L«Li2  are  all 
negative  and  are  therefore  laid  off  downwards  from  the  base 
line.  Inspection  of  the  diagram  shows  at  once  that  for 
maximxmi  compression  in  L2US,  the  span  LeL  12  should  be 
covered  by  moving  load  extending  from  L^  to  the  point  of 
intersection  of  CD'  with  the  base  line  at  k.  The  area  is 
shown  shaded  as  kD'E'F'G  and  when  multiplied  by  the 
intensity  of  the  moving  load  (pounds  per  linear  foot)  it 
will  give  the  maximtim  shear.  Since  ftjll  panel  loads  are 
treated  in  this  pvdblem,  the  values  of  the  ordinates  below 
L3,  Li,  and  Ls  must  each  be  multiplied  by  a  full  panel 
load,  viz.,  19,500  potmds.  This  product  will  exceed 
slightly  that  fotmd  for  the  more  exact  position  of  the 
loading  extending  to  k. 

The  influence  line  for  shear,  in  the  same  panel  L2L3 
when  the  arm  LoLe  is  a  simple  span,  is  drawn  by  erecting 
an  ordinate  at  A  equal  to  i  pound  and  then  joining  X 
and  G  by  a  straight  line.  Similarly,  the  ordinate  GY 
below  Le  is  equal  to  i  pound,  and  Y  is  connected  with 
A  by  the  straight  line  YA,  The  points  of  intersection 
D'"  and  C"  of  these  lines,  which  are  reaction  influence 
lines,  with  the  ordinates  below  L2  and  L3  are  then  con- 
nected by  a  straight  line.  The  influence  line  for  the  shear 
causing  compression  in  L2t73  is  then  GD'"k\  and  it  is  at 
once  evident  that  the  area  inclosed  by  this  line  is  greater 
than  that  found  in  the  treatrtient  of  the  bridge  as  continuous. 
The  greatest  cotmter  or  compressive  stress  in  L2UZ  will 
be  obtained,  therefore,  for  the  span  LoLe  treated  as  a 
simple,  non-continuous  truss,  by  extending  the  load  from 
GXxyk', 

The  treatment  is  so  obviously  applicable  to  the  other 
web  members  that  they  need  not  be  ftuther  considered. 
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In  all  cases  the  greatest  counter-stresses  in  the  web  mem- 
bers occur  with  a  similar  position  of  loading. 

By  precisely  the  same  reasoning  the  greatest  main  web 
stresses  are  all  fotmd  by  covering  the  right  arm  completely, 
and  the  left  arm  from  Lq  to  the  panel  in  question.  In 
the  case  of  L2U3,  for  instance,  the  area  AB"C"k  plus  the 
area  GI'K'M  is  greater  than  the  area  AC'"k'\  hence  the 
latter  loading  need  not  be  considered. 

The  value  of  the  shear  is  always  obtained  by  multiplying 
the  ordinates  at  the  panel-points  by  the  loads  at  those 
points,  or  by  multiplying  the  area  included  within  the 
influence  line  by  the  intensity  of  the  loading. 

Live-load  Stresses  in  the  Chord  Members. 

The  method  of  sections  is  employed  in  determining  these 
stresses  by  dividing  the  maximum  moments  at  the  proper 
panel-points  by  the  proper  lever-arms.  Instead  of  draw- 
ing stress  influence  lines,  therefore,  moment  influence  lines 
showing  the  variation  of  moments  at  the  centers  of  moments 
will  be  employed.  It  is  to  be  noted  that  if  the  chords 
of  the  truss  are  not  parallel,  the  shear  influence  lines 
fail  to  furnish  the  stresses  in  the  web  members.  In  such 
cases,  moment  influence  lines  similar  to  those  to  be  pre- 
sented here  must  be  drawn. 

Moment  Infltience  Line,  Center  of  Moments  Z<2. 

This  influence  line  for  the  truss  considered  continuous 
over  two  spans  is  shown  in  Fig.  34  as  AB"C''D"E"G ,  .  . 
r^K"  .  .  .  M.  The  ordinates  at  the  panel-points  are  ob- 
tained by  means  of  the  reactions  already  found  on  p.  365. 

For  a  load  of  i  pound  placed  at  Li,  the  reaction  at  Lo 
is  0.7757  pound..  The  lever-arm  of  the  reaction  is  2  panel 
lengths,  but  from  this  moment  there  must  be  subtracted 
the  negative  moment  of  the  weight  itself,  acting  on  the 
left  of  the  section,  multiplied  by  its  lever-arm  of  one  panel. 
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That  is,  the  moment  is  0.7757  X2 -i  Xi  - +0.4514  ex- 
pressed in  pounds  Xpanels,  and  the  ordinate  BB"  is  drawn 
with  that  value. 

Ul         Ul       U) 


Fio.  3*. 

The  values  of  the  other  ordinates  are  fotmd  as  follows : 
CC"  ~  +0.5604X2"-  +1.1208 
DD"-  +0.3637x2-  +0.7224 
EE"=  +0.1914x2-  +0.3828 
FF"  =  +0.0554x2-  +0.1108 
G   ~         o 

HH" 0.0418  X2  =  -0.0836 

//"=  -0.0864X2  =  -0.1738 
77"=  -0.0957X2  =-0.1914 
KK""  -0.0785X2=  -0.1570 
LL"  =  -0.0437  X2=  -0.0874 
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The  influence  line  for  the  moment  at  the  same  pointy 
if  the  span  LoLe  be  considered  simply  supported,  is  shown 
as  AXG,  The  ordinate  CX  is  fotmd  by  placing  a  load  of 
I  potind  at  L2  and  multiplying  the  reaction  at  Lo,  viz., 
\^  potmd,  by  2  panel  lengths;  therefore  CX  =  i.28.  It  is 
to  be  remembered  that  the  moment  influence  lines  for 
simple  spans  consist  of  two  straight  lines.  Since  the  area 
AXG  is  greater  than  the  area  fotmd  for  the  structure 
considered  continuous,  it  is  evident  that  the  maximum 
compression  in  the  upper  chord  U2U^  and  maximum  tension 
in  the  lower  chord  L1L2  will  occur  with  each  arm  of  the 
truss  considered  as  simply  supported.  This  statement 
applies  to  every  chord  member.  These  stresses  are  easily 
found  and  need  no  fxirther  explanation.  ^ 

In  order  to  find  the  greatest  tension  in  the  upper  chord 
and  compression  in  the  lower,  the  right  arm  must  be 
covered  by  the  live  load  and  sufficient  load  placed  on 
the  left  arm  to  prevent  the  panel-point  Lo  rising  from 
its  support.  The  maximtun  upward  reaction  at  Lo  (p.  365) 
has  been  found  to  be  —0.3461  pound  for  panel  weights 
of  I  pound.  If  it  be  possible  to  assume  that  a  imit  panel 
weight  is  jUst  entering  at  Lo  when  this  uplift  occurs,  this 
negative  reaction,  which  is  smaller  than  one  panel  load, 
may  be  considered  to  cause  stress  in  all  the  chord  members 
of  the  truss.  The  greatest  tension  in  U2UZ  therefore 
occurs  with  the  right  arm  loaded,  and  it  is  obtained  by 
dividing  the  stun  of  the  products  of  the  ordinates  HH''^  IV\ 
etc.,  by  the  true  panel  weights,  by  the  proper  lever-arm, 
in  this  case  the  depth  of  truss. 

Since  the  negative  moment  areas  shown  in  Fig.  34  are 
seen  to  increase  as  the  centers  of  moments  approach  Le, 
it  is  evident  that  the  greatest  tension  stresses  in  the 
upper  chord  are  near  Le. 

It  may,  however,  happen  that  loads  on  the  left  span 
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also  add  to  the  tension  in  the  upper  chord,  and  as  an  illns- 
tration,  the  member.  U^Ue  will  be  treated. 

Influence  Line  for  Center  of  Moments  at  Ls. 

The  center  of  moments  for  L4L5  and  UfiUe  falls  at  L5, 
and  the  moment  influence  line  for  the  bridge  considered 
as  a  two-span  continuous  truss  is  AB^C^D^E^F^G .  .  . 
7^  .  .  .  M. 

The  values  of  the  ordinates  at  the  panel-points  are 
found  as  follows: 

B^B=  +(o.77S7  Xs)  -(i  X4)  =  -0.1215 
C^C=  +(0.5604X5) -(1X3)  =  -0.1980 
D^D^  +(0.3637  X5)  -(i  X2)  =  -0.1815 
E^E^  +(0.1914X5)  -(i  Xi)  =  -0.0430 
F^F^  +(0.0554X5)  =  +0.2770 

H^H=-  -(0.0418x5)  =  -0.2090 

F/= -(0.0864X5)  =-0.4320 

7^7=  -(0.0957x5)  »  -0.4785 

K^K^  -(0.0785x5)  -  -0.3925 

L^L^  -(0.0437X5)  =-0.2185 

These  moments  are  expressed  in  terms  of  pounds  X 
panel  lengths  for  loads  of  i  pound  at  the  panel-points. 

As  is  clear  from  this  influence  line,  the  greatest  tension 
in  f/fif/e  occurs  with  the  right  arm  completely  covered, 
and  with  that  portion  of  the  left  arm  covered  extending 
from  Lo  to  L4. 

In  Fig.  34  are  shown  the  moment  influence  lines  for 
moments  at  every  panel-point.  The  actual  work  of  con- 
structing these  lines  is  not  as  tedious  as  it  may  appear, 
for  the  ordinates  of  the  right  arm  are  all  direct  multiples 
of  one  another,  and  the  simplest  multiplication  only  is 
necessary  for  the  ordinates  of  the  left  arm. 

The  determination  of  the  actual  stresses  is  left  as  a 
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useful  exercise  in  acquiring  facility  with  these  methods. 
It  will  be  found  that  the  portions  UiUtUu,  LqL^,  and 
LgLi2  of  the  chords  must  be  coxmterbraced.  LoC/i,  L12U1 1, 
UiLu  and  UuLn  of  the  web  members  need  the  same 
treatment. 

It  may  happen  that  with  a  moving  panel  load  at  Li 
the  reaction  at  Lq  will  be  negative  in  the  search  for  main 
web  stresses.  In  such  a  case  the  method  of  operation  is 
simply  an  extension  of  that  used  in  the  example.  If  the 
numerical  value  of  this  negative  reaction  is  equal  to  or 
less  than  a  moving  panel  load  (which  may  rest  at  Lo), 
a  weight  equal  to  this  reaction  is  to  be  taken  as  hung  from 
Lo,  and  the  panel  load  (moving)  at  Li  is  to  be  taken  as 
hung  from  that  point,  while  the  arm  LqLq  is  to  be  con- 
sidered as  an  overhanging  one.  If  the  reaction,  however, 
is  greater  than  a  moving  panel  load,  then  a  load  is  to  be 
taken  as  hanging  both  from  Lo  and  Li  with  the  over- 
hanging condition  of  the  arm. 

A  whole  panel  moving  load  is  taken  at  Lo  for  prudential 
reasons.  If  the  load  were  of  uniform  density,  then  a  half 
panel  moving  load  would  be  taken  at  Lo. 

Negative  reactions  by  the  formula  for  any  number  of 
moving  panel  loads  near  the  end  are  to  be  treated  in  exactly 
the  same  way;  for  it  is  to  be  remembered  that  negative 
reactions  in  an  actual  truss,  in  this  case,  cannot  exist. 

It  may  be  urged  that  the  case  of  partial  continuity, 
taken  in  a  preceding  article,  should  be  treated  according 
to  the  principles  developed  in  this  by  taking  the  middle 
span  equal  to  zero  instead  of  using  balanced  loads. 

Making  such  an  assumption,  however,  would  be  a  depart- 
ure from  the  real  state  of  the  truss.  The  safest  way  would 
be  to  determine  the  greatest  stresses  by  both  methods 
and  select  the  greatest  of  the  two  sets  of  results. 

Differences  would  be  found  only  in  the  upper-chord 
tension,  lower-chord  compression,  and  main  web  stresses. 
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The  case  just  treated  really  includes  that  of  a  center- 
bearing  turntable  with  two  points  of  support  at  the  center, 
as  shown  in  Fig.  35.  L^L^  is  free  to  "rock"  on  the  central 
point  L^,  and  as  the  motion  is  always  small,  L^L^  (horizontal 
distance)  is  essentially  equal  to  LJLq  (also  horizontal)  at 
all  times.  From  this  it  results  that  the  reaction  at  L5 
will  always  be  equal  to  that  at  Le;  consequently  the 
diagonals  L^Le  and  Lef/s  must  be  introduced. 


Fig.  35. 

As  L5L6  is  really  a  part  of  the  truss,  attached  to  and 
moving  with  it,  the  whole  bridge,  LqLu,  is  simply  a  con- 
tinuous truss  of  two  spans  supported  on  the  fixed  point  L^. 
All  the  conclusions  and  formulae,  therefore,  of  this  article 
apply  to  it  directly.  R2  will  be  the  reaction  at  L^  and  M 
will  be  the  moment  over  the  same  point. 

According  to  the  principles  established,  L^Ue  will  re- 
ceive its  greatest  stress  when  LqL^  only  carries  moving 
load;  for  loads  placed  on  both  spans  partially  or  wholly 
balance  each  other  over  the  center.  Since  the  load  on 
Lb  is  always  equal  to  that  on  Le,  and  also  to  a  half  of  the 
reaction  at  L^,  there  will  result : 


Stress  in  Lsf/e  = 


/?2'Xsec  U6L5U5 


in  which  i?2'  is  the  reaction  at  L^  due  to  the  moving  load 
on  LqLc  only,  considered  as  a  simple  truss.  The  greatest 
stress  in  L0U5  is  obviously  equal  to  that  in  L^Ue. 

The  greatest  stress  in  LsUs  (equal  to  L^Ue)  is  foimd, 
as  before,  by  putting  the  moving  load  on  LJ^n  and  L0L4. 
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Art  107. — Swing-bridge  with  Ends  Latched  Down. 

General  Considerations. 

It  has  akeady  been  stated  that  the  object  of  fitting 
the  ends  of  a  swing-bridge  with  a  latching  apparatus  is 
to  enable  those  ends  to  resist  a  negative  reaction,  or, 
in  other  words,  to  prevent  their  rising  from  the  points 
of  support.  All  "hammering"  of  the  ends  will  thus  be 
prevented. 

It  has  further  been  shown  in  Art.  102  that  if  there  are 
always  two  points  of  support  at  the  center  for  each  system 
of  triangulation  the  ends  will  never  tend  to  rise.  It 
was  also  observed  in  the  preceding  article  that  with  a 
pivot  or  center-bearing  turntable,  the  bridge  alwaj^ 
presents  the  case  of  continuity  with  two  spans  only,  what- 
ever may  be  the  ntimber  of  apparent  points  of  support 
at  the  center. 

It  will  then  only  be  necessary  to  consider  the  one 
case  of  continuity  with  a  single  point  of  support  between 
the  extremities  of  the  bridge. 

In  such  a  structure  with  loads  on  one  arm  only,  that 
arm  is  not  treated  as  a  simply  supported,  non-continuous 
span,  but  the  use  of  the  formulae,  eqs.  (i),  (2),  (3),  and  (4) 
of  Art.  102,  is  required  for  the  determination  of  the  reac- 
tions at  the  three  points  of  support. 

In  this  particular  only  then  does  the  treatment  of 
this  form  of  swing-bridge  differ  from  that  with  ends  simply 
supported.  Since  the  greatest  moving-load  stresses  fotmd 
for  one  arm  only  in  that  case  were  the  upper-chord  com- 
p  ession,  lower-chord  tension,  and  coimter-stresses  in  the 
web  members,  only  those  quantities  will  be  affected  by 
latching  down  the  end  points  of  support. 

Let  Fig.  36,  which  is  the  same  truss  and  shows  the 
same  data  as  Fig.  30,  be  considered.     By  inspection  of 
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the  influence  lines  for  shear  shown  in  Fig.  32  it  will  be 
evident  that  for  the  greatest  stress  in  any  inclined  cotmter, 
the  moving  load  must  extend  from  the  center  point  of 
support  to  the  foot  of  the  counter  in  question.  This  is 
precisely  the  condition  used  before,  but  the  reactions  in 
this  case  are  to  be  found  by  the  theorem  of  three  moments, 
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since  the  span  LoLe  is  not  to  be  considered  a  simple  span. 
The  values  of  these  counter-stresses  will  evidently  be  less 
than  in  the  case  of  ends-  simply  supported. 

As  usual,  the  stress  in  the  vertical  which  cuts  the  upper 
extremity  of  the  coimter  must  be  foimd,  for  it  may  be 
the  greatest  in  that  member. 

Precisely  the  same  reasoning  used  previously  shows  that 
the  greatest  stress  in  any  main  web  member  {inclined)  exists 
when  the  moving  load  covers  the  whole  of  one  span,  and  that 
portion  of .  the  other  included  between  the  free  end  and  the  foot 
of  the  member  considered. 

The  stress  in  the  vertical  which  cuts  the  upper  extremity 
of  the  inclined  web  member  is  to  be  found  with  the  same 
condition  of  loading ;  it  will  usually  be  the  greatest  possible. 

The  maximimi  compression  in  the  upper  chord  and 
tension  in  the  lower  chord  for  the  left  arm  can  be  most 
easily  found  by  the  use  of  the  influence  lines  for  moments 
shown  in  Fig.  34.  Except  for  the  chord  members  adjacent 
to  the  center  point  of  support,  the  left  arm  must  be  en- 
tirely covered,  but  in  the  case  of  the  member  L4L6,  for 
instance,  for  which  the  moment  influence  line  is  AB^C^ .  .  • , 
the  panel-points  Li  to  L4  only  should,  be  covered. 
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For  the  greatest  counter-stresses  in  these  same  chord 
members,  those  panel-points  of  the  span  must  be  covered 
which  cause  the  greatest  stresses  in  any  given  panel  oppo- 
site in  kind  to  the  main  stresses  determined  as  above. 
The  moment  influence  lines  of  Fig.  25  illustrate  clearly 
the  panel-points  to  be  covered. 

The  greatest  negative  reaction  at  the  extremity  of 
one  arm  will  exist  when  the  whole  of  the  other  is  covered 
by  the  moving  load.  The  tabulation  of  p.  365  shows 
its  value  to  be  0.3461  X  19,500  =6,750  pounds.  The  quan- 
tity 19,500  pounds  represents  one  panel  moving  load. 

The  resistance  of  the  latching  apparatus  must  be 
sufficient  to  oppose  this  with  a  proper  safety  factor. 

It  has  been  found  by  experience  to  be  difficult  to  con- 
struct  a  satisfactory  latching  device,  although  it  may  be 
done  by  a  sufficiently  deep  anchorage  in  the  pier  masonry 
at  the  ends  of  a  draw-span.  Unless  extraordinary  care  is 
taken  the  exertion  of  the  up-puU  in  blows  tends  to  shake 
the  masonry  and  weaken  or  destroy  the  anchorage,  re- 
sulting in  costly  construction  and  maintenance.  For  these 
reasons,  latching  down  the  ends  of  a  drawbridge  is  seldom 
done,  lifting  the  ends  being  the  usual  procedure  to  prevent 
hammering. 

The  stresses  due  to  the  fixed  load  differ  in  no  way  from 
those  of  any  of  the  previous  cases.  They  are  found  most 
expeditiously  by  graphical  methods,  the  bridge  being 
considered  open  and  the  arms  being  treated  as  simple 
cantilevers. 

The  observations  which  were  made  at  the  end  of  Art.  106 
relating  to  a  pivot  or  center-bearing  turntable  over  which 
there  are  two  points  of  support  for  the  truss  apply  exactly 
as  they  stand  to  this  case.  The  value  of  R2  must,  however, 
be  foxmd  by  eq.  (3)  of  Art.  102. 

If  the  two  arms  of  this  type  of  bridge  are  unequal  in 
length,  so  that  the  condition  /i  =/2=/  involved  in  eqs.  (i), 
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(2),  (3),  and  (4)  does  not  exist,  then  the  formulae  to  be 
used  are  eqs.  (10),  (11),  (12),  and  (13)  of  Art.  102.  They 
are  to  be  used,  however,  in  precisely  the  same  manner. 

Art.  io8. — Swing-bridge  with  Ends  Lifted. 

General  Considerations. 

Ifi  the  preceding  article  there  was  noticed  the  method 
of  prevention  of  **  hammering"  by  latching  down  the  ends 
of  a  swing-bridge  of  two  spans.  It  was  also  observed 
there  that  the  necessity  of  such  an  arrangement  could 
only  exist  in  the  case  of  continuity  with  two  spans.  For 
precisely  the  same  reasons  the  necessity  of  lifted  ends 
•can  exist,  in  the  event  of  continuity,  with  two  spans  only. 
The  ends  of  partially  continuous  swing-bridges  with  two 
points  of  support  at  the  center  are  also  usually  lifted  so 
that  the  deformation  of  the  structure  produced  by  moving 
load  on  one  arm  will  not  cause  hanmiering  at  the  end  of 
the  other  arm. 

It  is  plain  that  if  the  ends  of  a  swing-bridge  are  pressed 
upward  by  forces  exceeding  the  greatest  negative  reactions 
determined  for  latched  ends  by  the  formulae  of  the  pre- 
ceding articles,  there  can  be  no  hammering,  for  the  ends 
can  never  leave  their  seats  or  supports.  The  lifting  of 
the  ends  therefore  should  be  done  by  upward  forces  at 
least  equal  to  the  negative  reactions  determined  for  latched 
ends.  Those  lifting  forces  should  be  somewhat  greater  in 
order  to  afford  a  proper  margin  of  safety  for  live-load 
shocks  or  other  contingencies. 

The  greatest  stresses  in  a  swing-bridge  with  ends  lifted 
may  be  considered  as  composed  of  stresses  caused  con- 
currently by  the  following  conditions  of  loading: 

I.  The  dead-load  stresses  fotmd  with  the  bridge  open 
and  swinging. 

II.  The  stresses  caused  by  the  required  uplift  at  each 
end. 
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III.  The  live-load  stresses  caused  by  the  mo\'ing  load 
on  one  arm,  the  swing-bridge  being  considered  continuous 
over  the  two  spans. 

IV.  The  moving-load  stresses  caused  by  load  on  both 
arms,   the   structure  being  considered   continuous;    and, 

V.  The  moving-load  stresses  caused  by  the  load  on 
one  arm  only,  that  arm  being  considered  a  simply  supported 
span. 

It  is  evident  that  conditions  III  and  V  cannot  concur. 
It  is  more  usual,  as  it  is  more  reasonable,  to  omit  condition 
III  entirely.  It  is  then  only  necessary  to  determine 
separately  the  stresses  for  conditions  I,  II,  IV,  and  V, 
and  to  combine  those  which,  acting  concurrently,  result  in* 
the  greatest  values  of  the  two  kinds  of  stress. 

In  general,  the  combination  of  cases  I  and  IV  cause 
the  maximum  stress  of  one  kind  and  the  combination  of 
stresses  caused  by  loadings  II  and  V  those  of  the  opposite 
kind. 

From  this  it  at  once  follows  that  the  conditions  deter- 
mining the  positions  of  the  moving  load  for  the  greatest 
stresses  when  the  ends  are  lifted  are  exactly  the  same  as 
those  given  in  the  preceding*  articles.  Considering  the 
through-bridge  already  shown  in  Fig.  36,  the  greatest 
stresses  in  the  members  which  slope  downward  from  the 
upper  chord  and  toward  the  ends  are  found  when  the 
moving  load  extends  from  the  center  to  the  lower  extrem- 
ities of  such  members,  under  the  conditions  of  loading  of 
either  case  III  or  y.  These  stresses  will  be  compressive, 
and  in  order  to  find  the  greatest  tensile  stress  in  any  web 
member  sloping  downward  from  the  upper  chord  and 
toward  the  center,  the  moving  load  must  extend  from 
the  end  of  that  arm  to  its  lower  extremity,  and  at  the 
same  time  cover  the  whole  of  the  other  arm.  This  implies 
the  condition  of  loading  of  case  IV. 

As  already  stated,  any  two  web  members  which  inter- 
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sect  in  that  chord  which  does  not  cany  the  moving  load, 
take  their  greatest  stresses  together. 

Example, 

As  an  illustration,  the  center-bearing  swing-bridge 
shown  in  Fig.  37  will  be  treated.  There  is  given  in  Plate  IV 
in  detail  the  stress  sheet  of  this  bridge  as  actually  designed 
by  the  American  Bridge  Company.  Each  arm  is  divided 
into  4  panels  of  24  feet  8J  inches  each,  the  distance  between 
the  centers  of  the  bearings  at  the  extremities  of  the  arms 
being  197  feet  8  inches.  The  uniform  height  of  trusses  is 
27  feet. 
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The  moving  load  is  Cooper's  standard  E  50  and  the 
fixed  load  has  been  taken  to  weigh  400  potmds  per  foot 
of  span  for  the  track,  480  pounds  for  the  floor,  and  1,020 
pounds  for  the  trusses. 

The  secant  of  [/iL2f/2=sec  a  =  1.35  and  tan  a  =0.915. 

Each  lower-chord  fixed  panel  load  per  truss  will 
weigh  17,300  pounds,  and  each  corresponding  upper- 
chord  load  6,300  potinds.  The  end-panel  fixed  load  will 
be  taken  to  weigh  12,000  pounds  on  accotmt  of  the  extra 
weight  of  the  locking  apparatus. 

The  uplift  to  be  exerted  has  been  taken  at  30,000 
pounds  per  truss.  The  greatest  negative  reaction  may  be 
found  as  follows  by  the  aid  of  eq.  (11)  of  Art.  102. 

Mq  I         * 
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The  following  table  shows  the  uplift  at  Lq  for  tinit  loads 
of  I  pound  placed  at  the  panel-points  sho^n. 


Load  Placed 

at 

z 
in  Feet. 

in  Feet. 

(/>-f»)«. 

M. 

R. 

24.7 

49.4 
74.1 

74.1 
49-4 
24.7 

226,000 
362,000 
316,000 

578 
9.27 
8.08 

Sum 

-.0586 

-  0939 

-  .0818 

=  -  . 2343 

If  a  panel  moving  load  be  taken  at  24.7X2,500  = 
61,700  pounds,  the  greatest  negative  reaction  becomes 
61,700X0.2343  =  14,500  pounds.  As  already  noted,  the 
uplift  has  been  taken  at  30,000  potinds,  which  affords 
ample  margin  for  the  exigencies  of  moving  trains. 

Some  specifications  require  the  uplift  to  be  a  prescribed 
percentage  of  the  fixed  load  of  the  bridge.  The  method 
illustrated  in  the  example  appears,  however,  to  furnish 
more  rational  results.  The  distance  which  the  end  must 
be  lifted  in  order  to  give  the  desired  uplift  can  be  foimd 
by  the  methods  of  Chapter  VIII.  In  that  chapter  there  will 
be  fotind  treated  in  detail  the  deflection  d  of  one  end  of 
a  swing-bridge  subjected  to  a  downward  load,  P,  at  the 
end.     If  an  uplift,  t/,  were  desired,  the  upward  deflection 

A'  ^-pA  must  be  reached. 

This  upward  deflection  may  be  produced  by  wedges 
operated  by  toggles  or  screws,  by  direct  screw  devices,  or 
by  hydraulic  machinery.  The  first  method  is  the  one 
generally  employed. 

The  conditions  of  loading  taken  for  the  bridge  imder 
consideration  are  those  already  indicated  as  cases  I,  II, 
IV,  and  V,  and  the  resulting  stresses  are  all  shown  on 
the  stress  sheet,  Plate  IV.  The  stresses  of  cases  I  and  II  are 
most  easily  fotmd  by  graphical  methods,  as  case  I  is  the 
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simple  problem  of  the  cantilever  with  fixed  loads,  and 
case  II  the  same  problem  with  the  exception  that  the  end 
panel  load  of  12,000  pounds  has  been  changed  to  an  upward 
load  of  30,000  pounds. 

The  stresses  of  case  .V  are  those  found  as  if  each  arm 
were  a  simple  non-continuous  span,  while  those  of  case  IV 
result  from  using  the  values  of  the  reactions  shown  in 
the  preceding  table.     They  reqviire  no  further  explanation. 

The  specifications  for  which  the  bridge  was  designed 
required  the  addition  of  an  impact  stress,  which  is  also 
shown  on  the  stress  sheet. 

The  areas  of  cross-section  and  the  composition  of  the 
members  are  fully  set  forth,  as  are  also  the  design  "of  the 
stringers  and  floor-beams,  and  that  of  the  center  cross- 
girder,  with  draw  both  open  and  closed.  The  center  cross- 
beam, as  will  be  seen,  is  a  box  girder. 

When  the  bridge  is  closed  wedges  are  driven  under  the 
center  cross-girder  directly  below  the  posts  LaUa,  so  that 
none  of  the  live  load  of  the  bridge  will  rest  upon  the  center 
pin. 

Art.  log. — Final  Observations  on  the  Preceding  Methods. 

Although  particular  forms  of  triangulation  have  been 
chosen  for  the  various  examples  in  the  different  cases  of 
swing-bridges,  yet  the  conclusions  reached  and  the  prin- 
ciples established  are  perfectly  general.  They  are  applica- 
ble to  any  form  of  triangulation,  and  to  either  the  deck 
or  through  form  of  bridge;  they  also  apply  whether  the 
two  arms  are  of  the  same  length  or  of  unequal  length, 
the  panels  being  either  uniform  or  irregular.  It  is  only 
necessary  to  bear  in  mind  what  may  be  called  the  "local" 
circumstances  of  any  given  case;  these  do  not,  however, 
affect  the  general  principles.  As  a  single  illustration,  if 
the  bridge  is  of  the  "deck"    form,  those  web  members 
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which  intersect  in  the  lower  chord  take  their  greatest 
stresses  together;  if  of  the  "through"  form,  those  which 
intersect  in  the  upper  chord  take  their  greatest  stresses 
together. 


Art  no. — 


Continuous  Swiiig-bridges  Treated  by  the 
Method  of  Deflections.* 

The  method  of  treatment  of  partially  continuous  swing- 
bridges  illustrated  in  the  preceding  articles  has  the  merit 
of  simpUcity.  The  results  obtained  by  it  are  closely  ap- 
proximate and  sufficiently  accurate  for  all  ordinary  pur- 
poses. The  assxmiption  that  moving  load  on  one  arm 
only  may  be  treated  as  load  on  a  non-continuous  span 
is  not  qviite  true  when  the  ends  of  the  trusses  are  latched 
down  instead  of  being  lifted  up,  although  the  error  in- 
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volved  is  not  important..  Nor  are  the  values  of  the  re- 
actions rigorously  exact,  since  a  constant  moment  of 
inertia  of  cross-section  of  the  truss  is  assumed  in  the  special 
form  of  the  theorem  of  three  moments  employed  in  estab- 
lishing those  values  for  the  condition  of  continuity.  In 
such  a  case  the  methods  of  deflections  may  be  employed 
for  original  computations  or  for  checking  results  found 
by  the  other  method. 

It  will  be  shown  in  Art.  120  that  the  deflection  of  any 
point,  such  as  A  in  the  partially  continuous  swing-bridge 
shown  in  Fig.  38,  may  be  written  by  using  the  following 
notation. 


*  Before  reading  this  and  the  succeeding  articles  it  is  necessary  to  be  familiar 
with  the  theory  of  the  deflections  of  trusses  as  set  forth  in  Chapter  VIII. 
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Tt; = deflection  (usually  in  inches)  produced  at  the  given 

point  by  the  loading ; 
5=  intensity  of  stress  in  pounds  per  square  inch  in  any 

member  due  to  the  loading,  such  as  the  panel 

loadP; 
£?=  total  stress  produced   in    any   member   by  a  unit 

load  (usually  i  pound)  applied  at  the  point  where 

the  deflection  w  is  desired; 
I = length  (usually  in  inches)  of  any  piece  or  member ; 
£=  coefficient  of  elasticity  in  pounds  per  sqtiare  inch; 
a  =  the  area  of  cross-section  of  any  member  in  square 

inches. 

The  general  expression  for  the  deflection  is  then 

zsl 


w 


=Sx-  ■  ■  ■•  —  « 


In  this  case  it  will  first  be  supposed  that  the  truss  is 

supported  at  B,  C,  and  D  only,  the  arm  AB  overhanging. 

It  is  also  supposed  that  the  end  D  is  latched  down.     The 

deflection  of  the  free  end  A  produced  by  a  load  P  at  any 

point  is 

zsl 
w 


'-Ef w 


E 

This  summation  must  extend  from  A  \x>  D,  A  being  the 
point  of  application  of  the  unit  load  producing  the  stresses 
z.  The  upward  reaction  Ri  is  that  force  applied  at  A 
which  will  raise  the  point  A  to  its  original  elevation,  usually 
but  not  necessarily  identical  with  that  of  D,  while  the 
load  P  is  acting.  It  should  be  observed  that  the  upward 
reaction  R\  requires,  in  analyzing  the  deflection  due  to  it, 
the  action  of  an  equal  force  upward  at  Z>,  and  hence,  that 
in  determining  the  upward  deflection  li/'  of  A  produced 
by  -Ri  there  will  be  two  equal  summations,  supposing  the 
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arms  to  be  equal  in  length,  similar  to  eq.  (i),  i.e.,  for  each 

arm.     Inasmuch  as  the  reaction  -Ri  is  applied  at  the  end 

of  the  arm,  the  intensity  of  stress  5  in  eq.   (i)'will  be 

RiZ 
s-= — .     The  upward  deflection  of  A  produced  by  JRi  will 

then  be 

x£/'=-u/=-22-g^ (3) 

The  sign  I  indicates  that  the  summation  is  to  extend 
from  A  to  a  vertical  line  midway  between  B  and  C.  By 
substituting  the  value  of  w'  from  eq.  (2)  in  eq.  (3), 

R-^ (4) 

If  the  load  P  is  at  the  distance  kl  from  the  left  end  of 
the  left  arm,  the  downward  reaction  R  Sit  D  due  to  that 
load,  since  no  shear  can  be  transferred  through  the  center 
panel  JBC,  will  be 

i?/=P(i-Jfe)/.     .-.  i?=P(i-fe).    ...     (5) 

That  portion  of  Izsl  in  eq.  (4)  belonging  to  the  right 
arm  is,  therefore, 

±Pii-kf^-P(r-k)±^^.     ...     (6) 
Eq.  (4)  will  then  take  the  form 

R^ r^j (7) 

7 
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I  indicates  the  summation  extending  from  D  to  midway 

between  B  and  C,  just  as  I  indicates  that  the  summation 
must  extend  from  A  to  the  same  midway  vertical  line. 
When  R\  becomes  known  by  eq.  (7),  then 

R2^P-Ri. (8) 

The  bending  moment  in  the  center  panel  BC  then  takes 
the  value 

M=i?i/-P(i-ife)/=-/?4/ (9) 

.-.  i?4--i?3=P(i~*)-i?i (10) 

^R2-'Pk (11) 

The  application  of  these  equations  obviously  requires 
some  approximate  method  at  least  to  determine  the  stress 
5,  as  the  latter  depends  on  the  areas  of  cross-section  of  the 
members  or  on  the  reactions  sought.  The  method  set 
forth  in  the  preceding  articles  may  best  be  used  for  this 
purpose,  as  the  following  example  will  illustrate: 

Example. 

I-/et  it  be  required  to  determine  the  reaction  i?i  at  Lq 
in  the  partially  continuous  truss  already  treated  in  Art.  12 
for  a  load  of  i  pound  placed  at  L2.  The  cross-sections 
of  the  members  will  be  assumed  fotmd  from  the  stresses 
shown  in  Table  II,  Art.  103,  by  employing  the  intensities 
of  stress  for  live  and  fixed  load  specified  by  Cooper.  The 
lengths  of  the  members  as  well  as  the  areas  of  cross-section 
are  fully  shown  in  the  second  and  third  columns  of  the 
table  on  page  387,  but  it  is  to  be  noted  that  since  eq.  (7), 
to  be  used  in  determining  i?i,. requires  a  summation  extend- 
ing half-way  between  Ls  and  Le,  only  one  half  the  lengths 
of  L^is  and  C/sC/e  are  to  be  taken. 
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In  the  fourth  column  of  Table  I  there  is  shown  the 
stress  z  in  each  member  for  a  load  of  i  poxmd  hanging 
at  Lo,  the  arm  LqLs  being  supposed  overhanging,  and 
the  point  Ln  latched  down. 

In  the  next  column  is  shown  the  stress  S  in  each  member 
of  the  left  arm  for  the  same  conditions  of  support  just 
given,  but  with  the  load  of  i  plbxmd  hanging  at  L2.  The 
next  colunm  contains  the  intensities  s  of  stress  foimd  by 
dividing  5  by  the  areas  a  given  in  the  second  colunm. 

In  the  next  column  are  given  the  products  zsl,  all  being 

positive  except  UjJ^^\   and  in  the  last  column  are  foimd 

zH 
the  products  — ,  all  being  positive.     Summing  the  last  two 

columns,  and  inserting  these  values  in  eq.   (7),  there  is 
foxmd,  since  P(i  —k)  =0.4, 

563.8+0.4(1,310.5) 

i\i  = 7 r =  0.45^.  • 

2(1,310.5)  ^^^ 

The  method  previously  used  (theorem  of  three  moments) 
gave  to-Ri  for  the  same  position  of  loading  the  value  0.4531 78. 
The  agreement  is  remarkably  close.  In  any  case  the 
theorem  of  three  moments  may  be  relied  on  to  furnish 
values  sufficiently  accurate  for  all  purposes  of  design. 

If,  as  is  sometimes  done,  those  portions  of  the  deflec- 
tions caused  by  the  web  members  be  neglected,  the  value 
of  Ri  becomes 

403+0.4(957-6) 

K\  — 7 2a =0.412. 

2(957.6) 

This  differs  from  the  more  accurate  value  by  about  10  per 
cent. 

After  the  values  of  the  reactions  have  been  foimd, 
the  partially  continuous  structure  is  to  be  treated  pre- 
cisely as  in  Art.  103,  since  the  end  of  the  right  arm  is  not 
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latched  down.  Loads  on  one  arm  are  to  be  treated  as 
unbalanced,  or  as  if  on  a  simply  supported  span.  Loads 
simultaneously  on  both  arms  are  to  be  divided  into  balanced 
and  unbalanced  portions,  as  before.  If  the  structure  is 
completely  continuous,  and  it  is  desired  to  employ  the 
method  of  deflections,  the  equations  of  the  succeeding 
article  are  to  be  used. 


TABLE  I. 


Member. 

a 
Ar^a  of 
Cross- 
section  in 
Square 
Inches. 

Length  of 

Member 

in  Inches. 

M 

Stress 

in  Pounds 

Caused 

by  Load 

of 

I  Pound 

atLo. 

5 

Stress 

in  Potrnds 

Caused 

by  Load 

of 

I  Poimd 

atLj. 

5 

a 
Pounds 

Square' 
Inch. 

asl 

a 

L.L» 

14 
14 
20 

23 
23 

38 

30 

30 

35" 
22 

21 

14 
6 
10 
12 
12 
21 
12 
38 
IS 

330 
330 
330 

330 

123* 

471 

33^ 

331 

33^ 

123* 

336 
482 

352 
494 
368 
506 

384 
506  • 

504 

—  0.96 
-1.82 

—  2.62 
-336 
-336 
-3.18 

+  1.38 

+0-9S 
+  1.82 

+  2.62 

+  340 
+  318 

-0.9s 
+  1.28 

—0.91 

+  1.22 

-0.86 

+  1.14 

0 

+0.25 

—  1. 19 

+   21.7 
+   78.0 

+  113-0 
+  162.0 

+  162.0 
+  42.8 
+   23.6 
+     9-9 

+  36.  s 

+  64.9 
+  184.0 

+  59-2 

+  21.6 
+  132.0 
+  29.1 
+  61.2 
+   22.7 

+   31-4 

0 
+     8.3 
+  47.6 

•lit. 

—  0.91 

-I-73 
-1-73 
-1-97 

-0.04s 
-0.07s 
-0.07s 
-0.068 

+   38.9 
+   83.0 
+   83.0 
+   26.6 

UdJ, 

+0.91 
+  2.09 

+  1-97 

+  0.026 
+  0.09S 
+  0.094 

+   22. S 
+  113. 0 
+   36.8 

LJJ2 

Ud^ 

+  1-35 
-0-9S 

+  I.2S 

0 
-0.38 
—  0.70 

+  0.II2 
-.0.079 
+O.OS9 
0 

— O.OIO 

—0.046 

4-   74.8 

+     2S.O 
+    34.0 
0 

-     1-3 
+  27. s 

i"«/-S63-8 

2'-«i3io.s 

.  *  These  lengths  are  one  half  the  total  lengths  of  the  membeiB. 
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Art.  III. — Completely  Continuous  Swing-bridges  Treated  by  the 

Method  of  Deflections. 

The  method  of  deflections  may  readily  be  applied  to 
completely  continuous  swing-bridge  trusses  in  the  same 
general  manner  followed  for  those  partially,  continuous, 
but  the  practical  results  of  its  actual  appHcation  to  a 
given  case  are  much  less  satisfactory.     Reference  will  be 


Ui_      u. 


Fig.  39. 

made  to  Fig.   39,  a  skeleton  diagram  of  a  swing-bridge 
truss  continuous  over  three  spans. 

Let  5  be  the  actual  stress  (total)  in  any  member  of  the 

truss  conditioned  as  in  use; 

the  coefficient  of  elasticity ; 

the  area  (usually  in  square  inches)  of  cross- 
section  of  any  member ; 

the  length  (usually  in  inches)  of  any  member ; 

the  stress  (total)  in  any  member  due  to  load 
unity  acting  downward  at  B,  supposing  the 
truss  to  be  simply  supported  at  A  and  D 
only ; 

the  stress  (total)  in  any  member  due  to  load 
unity  acting  downward  at  ^,  supposing  the 
truss  to  be  simply  supported  at  A  and  D 
only.  In  finding  the  stresses^  zb  and  zc, 
therefore,  the  truss  is  assumed',  to  be  non- 


E 
a 

I 
Zb 


1 1 


1 1 


1 1 


t  i 


zc 


continuous  with  the  span  AD\ 


\ 
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5  be  the  stress  (total)  in  any  member  produced  by 
a  load  P  acting  at  any  point  as  if  the  truss 
were  non-continuous  with  the  span  AD; 

i?2  *  *  the  reaction  at  B; 

Rz  *  *  the  reaction  at  C 
The  stress  5  may  then  be  given  the  value 

S=^S'-zbR2-\-zcRz (i) 

The  deflection  of  B  due  to  the  stress  5  will  be 


^B-X 


^     sl 

ZbtFT- (2) 

A    Ea  ^ 

Similarly,  the  expression  for  the  deflection  of  C  will  be 

^     SI 

A 


^c=2 


^^ (3) 


As  indicated,  the  summations  must  extend  throughout 
the  entire  length  of  the  trusses,  i.e.,  from  A  to  D. 

In  the  case  of  a  swing-bridge  the  deflections  at  the 
points  of  support  B  and  C,  Fig.  39,  are  each  equal  to  zero. 

By  substituting  the  value  of  5  from  eq.  (i)  in  eqs.  (2) 
and  (3),  therefore, 


\r\^ZBsl  yr^^ZE^l  \r\^ZBZcl  .  . 

2.^-£5^-^^2.^£5"+^^2.^-£^=^;    •  (4) 


The  stresses  5,  Zsy  and  zc  appearing  in  these  equations 
due  to  the  loads  P  and  unit  loads,  respectively,  are  easily 
foimd  by  treating  the  trusses  as  non-continuous  and  having 
the  span'.4D.  Trial  values  of  the  areas  of  cross-section, 
a,  of  the  members  must,  however,  be  assumed  before  an 
application  of  the  formulae  can  be  made,  and  that  con- 
stitutes one  of  the  imsatisfactory  features  of  the  method. 
After  the  computations  are  complete  and  the  areas  are 
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determined  from  them,  if  the  difference  between  the  latter 
and  those  assumed  are  too  great  the  computations  must 
be  revised  with  new  values  of  a. 

Equations  (4)  and  (5)  constitute  two  of  the  four  equa- 
tions of  condition  required  to  find  the  reactions  i?i,  i?2,  ^3, 
and  i?4.     The  other  two  are 

i?i+/?2-fi?3+i?4=P,        ....     (6) 

-P'X^R,h=RS2^h)-Rzl2\     ...     (7) 

X  indicates  the  distance  between  the  load  and  the  center 

* 

of  moments  B. 

When  eqs.  (4)  and  (5)  are  applied  to  an  actual  case 
all  the  summations  I  will  take  numerical  values  and  two 
equations  each  expressing  -R2  in  terms  of  i?3,  or  R^  in  terms 
of  i?2,  will  at  once  result. 

The  preceding  equations  may  also  be  applied  in  the 
case  of  a  swing-bridge  continuous  over  one  central  point 
of  support.  In  that  case  -R3  disappears  from  eq.  (4)  and 
that  equation  becomes 

^5  =  2  -|^-'^22^f:^=o.  .    .    .    (8) 

The  ends  of  the  span  are  indicated  by  A  and  C,  There- 
fore 


2 


E-a 


R2  = c — TT (9) 

•^     Ea 

If  these  formulae  be  applied  to  an  actual  swing-bridge 
design,  it  will  almost  certainly  be  foimd  that  erratic  values 
for  the  reactions  result.  This  will  necessitate  a  revision 
of  the  assumed  cross-sections  a.  As  the  results  of  the 
applications  of  the  formulae  are  highly  sensitive  to  varia- 
tions  in   their  assumed   sectfional   areas,    this   process   of 
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successive  revisions  and  applications  of  formulae  will  be 
found  laborious  and,  on  the  whole,  unsatisfactory. 

As  a  working  method  in  the  design  of  swing-bridges 
the  use  of  the  theorem  of  three  moments  possesses  many 
substantial  advantages  and  is  as  neariy  accurate  as  any 
yet  developed. 

Art.  112. — Determining  the  Uplift  Required  at  the  End    of   a 

Swing-bridge  to  Prevent  Hammering. 

In  Fig.  40  there  is  shown  in  outline  one  arm  of  the 
draw-span  of  the  145th  Street  bridge  over  the  Harlem 
River,  'New  York  City,*  for  which  it  is  desired  to  deter- 
mine the  amoimt  of  deflection  of  the  free  end  Lo  caused 
by  a  load  of  100,000  pounds  hanging  at  that  point.  In 
Fig.  40  there  is  shown  in  detail  on  each  member  the  length 
of  that  member  in  inches,  the  area  of  its  cross-section  in 
square  inches,  and  the  stress  z  caused  by  a  load  of  one  pound 
hanging  at  the  point  Lq.  There  are  also  shown  in  the 
figure,  although  those  quantities  are  not  required  in  the 
following  demonstration,  the  fixed-panel  loads  found  from 
the  following  estimated  weights.  The  concrete  and  asphalt 
was  estimated  to  weigh  50  poimds  per  square  foot  of  road- 
way and  33 J  pounds  per  square  foot  of  sidewalk.  The 
machinery  at  each  end  was  assumed  to  weigh  16,000  pounds 
for  the  three  trusses,  the  bridge  having  three  parallel  trusses. 
The  hand  railing  was  assumed  to  weigh  40  poimds  per 
linear  foot  and  the  grating  was  assumed  at  60  pounds  per 
linear  foot  of  each  truss.  Finally,  the  weight  of  the  steel 
work  included  in  the  fixed  load  was  taken  from  the  esti- 
mates of  the  design.  The  weights  indicated  in  Fig.  40 
are  for  one  truss  only. 

*  The   authors  acknowledge  their  indebtedness  for  the  detailed  stress  and . 
deformation  sheets  of  this  bridge  to  Mr.  O.  E.  Hovey,  Engineer  in  Charge  of  Design, 
American  Bridge  Co.,  and  Mr.  H.  S.  Prichard. 
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The  coefficient  of  elasticity  E  has  been  taken  at  30,- 
000,000  pounds  per  square  inch,  which  is  a  little  higher  than 
ordinarily  assiuned,  in  order  to  allow  for  the  influence 
of  lattice  bars  whose  areas  are  not  included  in  the  cross- 
sections  of  the  members.     The  formula  which  will  deter- 


FiG.  40. 

mine  the  vertical  deflection  of  the  point  Lq  when  any  load 
P  is  hanging  from  that  point  is,  as  before, 

where  z  is  the  stress  in  any  member  due  to  the  unit  load 
at  Lo,  5  the  intensity  of  stress  in  any  member  due  to  the 
loading  of  100,000  poimds  hanging  at  Lo  and  /  the  length 

of  any  member.     As  is  evident  in  this  case  5= '- , 

a  being  the  area  of  cross-section.  Consequently  the  for- 
mula for  the  deflection  takes  the  following  form: 


^r^^  100,000 -^^-Z 


^zH 

L.        E-a         ~ loo^i^  a 


(I) 


It  is  assumed  that  the  truss  is  sjmmxetrically  loaded 
about  the  center  line  Lc,  there  being  also  a  load  of  100,000 
poimds  at  the  right  end  Lq. 
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By  substituting  the  quantities  shown  in  Fig.  40  in  Eq. 
(i)  the  following  tabulation  and  summation  may  be  found. 


TABLE   I. 


Member. 

3oo.a 

Member. 

zH 
300  .a 

U.Uc 
Sum  = 

.068 
.022 
.065 

.114 
.142 

.147 
.064 

•073 
.049 

.027 

.018 

•013 
.021 

.019 

.016 

.014 

.010 

•03s 
0.917 

Sum« 
JSum  — 

.027 
.082 

.143 
.204 

.178 

.142 

.074 

0.850 
0.425 

Resultant =0.91 74-0.425"  1.342  inches. 

It  is  to  be  noted  that  in  this  bridge  the  lower  chord  is 
practically  continuous  ^ath  a  solid  buckle-plate  floor;  it 
was  therefore  assumed  that  half  of  the  stress  5  in  the 
bottom  chord  was  taken  by  the  solid  floor  and  half  by 
the  bottom  chord  proper.  For  this  reason  only  one  half 
of  the  deflections  due  to  the  lower  chord  have  been  included 
in  the  summation  of  the  quantities  in  Table  I. 

The  deflection  is  found  to  be  1.342  inches.  If  it  is 
desired  that  the  end  of  the  bridge  be  subjected  to  an  uplift 
of  44,300  potmds,  in-order  to  provide  against  hammering 
at  the  ends,  the  distance  through  which  the  lifting  arrange- 
ments must  raise  the  end  of  the  truss  is  then 


44>30Q 
100,000 


X  1.342  =0.59  inch. 
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Art.  ii3«  Deflection  of  the  End  of  an  Open  Swing-bridge. 

By  the  Analytical  Method, 

The  swing-bridge  of  the  previous  article  will  be  con- 
sidered. The  only  stresses  needed  are  those  due  to  the 
fixed  load.      Table  I  furnishes  the  stresses  z  caused  by  a 

TABLE  I. 


e* 

■ 

SI 

s.S,l 

S.S/ 

M 

s 

a 

/ 

Ea 

E.a 

£.a 

Member. 

In 
Pounds. 

In  Pounds. 

In  Square 
Inches. 

In 
Inches. 

In  Inches. 

+ 

— 

+  1.36 

+    63,600 

37 

408 

+  0.023 

+  •0313 

+  0.93 

+    44»30O 

37 

280 

+  0.011 

.oioa 

V,Ut 

-f  1.61 

+  137.300 

37 

280 

+  0.035 

.0564 

VtU, 

+  2.13 

+  263,300 

37 

280 

+  0.067 

.1427 

u,u. 

+  2.53 

+  418,000 

42 

280 

+  0.093 

•2353 

• 

u,u. 

+  2.86 

+  593»ooo 

52 

280 

+  0.106 

.3032 

U»Uc 

+  3-07 

+  768,000 

70.5 

144 

+  0.051 

.1566 

UL, 

-0.915 

-  '43,300 

28 

276 

*— 0.009 

.0082 

L,L, 

-1.58 

-135,000 

28 

276 

*— 0.030 

.0474 

L,L, 

—  2.09 

-  259,000 

28 

276 

♦-0.057 

.1191 

L^, 

-2.49 

—  411,000 

28 

276 

♦—0.090 

.2241 

iA 

-2.81 

—  586,000 

40.8 

276 

♦—0.089 

.2501 

L,L, 

-"307 

—  768,000 

61 

276 

♦-O.177 

.2364 

L,U 

-3.07 

—  768,000 

61 

144 

♦—0.041 
Sum  = 

•1259 

I  9369 

L^Ut 

+  1.08 

+ 147,000 

23-5 

444.5 

+0,093 

0.1004 

L^U, 

+0.89 

+  218,700 

257 

483 

+0.137 

.1219 

L,U, 

+  0.76 

+  286,700 

36.8 

522.5 

+0.137 

.1041 

L,U, 

+0.655 

+  350,000 

44.6 

563 -5 

+0.148 

.0969 

r.,u. 

+0.58 

+  403,300 

51.6 

605.5 

+0.158 

.0916 

U,L, 

-0.843 

-  55,000 

33 

300 

—0.016 

.0135 

UJ^ 

-0.73 

-117,300  • 

33 

348 

—0.041 

.0299 

U,L, 

—0.64 

-^76,700 

33-6 

396 

—0.069 

.0442 

U,L, 

-0.57 

-  237,000 

33-6 

444 

—0.105 

•0599 

U.L.- 

-0.513 
—  1.0 

-295,300 
-488,300 

42 
512 

492 
540 

+0.115 
—0.172 

Sum  = 

-.0590 

.1720 

+  .8342 

-.0590 

+0.7754 

inch 

*  In  determining  these  deformations  of  the  lower  chord,  two-thirds  of  the  stress  was 
assumed  as  taken  by  the  chord  members  proper  and  one  third  by  the  solid  floor,  the  bridffe 
having  a  buckle-plate  floor  covered  with  asphalt. 


Art.  114.]  DEFLECTION  OF  THE  END,  39S 

load  of  I  pound  hanging  from  the  open  end  Lq  ;  the  fixed- 
load  stresses  5,  the  areas  of  cross-section  a,  and  the  lengths 
/  of  all  the  members  and  the  necessary  products  required 
by  the  following  equation: 

.^  =  X^£:^-   ......     (I) 

Thg  total  deflection  at  the  end  will  therefore  be 
1.9369  +0.7754  =  2.7123  inches,  the  first  part  indicating  the 
deflection  due  to  the  chords,  and  the  second  that  due  to 
the  web  members. 

Art.  114.  Deflection  of  the  End  of  an  Open  Swing-bridge. 

By  the  Graphical  Method, 

The  Williot  diagram  *  is  peculiarly  adopted  to  finding 
the  deflections  of  the  open  end  of  a  swing-bridge  and 
the  diagram  for  the  truss  of  Art.  113  is  shown  in  Figs.  41 
and  42. 

In  the  upper  figure,  there  is  shown  along  each  member 
the  deformation  X,  whether  tension  or  compression,  to 
which  that  member  is  subjected  by  the  fixed  load.  This 
quantity  is  obtained  from  the  usual  stress-strain  relation 

S'l 
jE=  "—u  E  being  the  coefficient  of  elasticity  and  5  the  fixed- 
load  stress  in  the  member  whose  length  is  /  and  whose  area 
is  a.  The  lower  figure  is  begun  by  assuming  the  point  Lc  as 
fixed,  and  determining  the  displacements  of  L%  and  U%,  L% 
is  moved  a  distance  0.081  inch  to  the  right,  and  C/e  the  dis- 
tance 0.102  to  the  left,  and  0.172  inch  downward.  Hav- 
ing determined  these  displacements,  L5  may  be  located 
by  drawing  lines  through  the  new  positions  of  Uq  and  L% 

*  See  the   authors*   "Influence  Lines,"  pages    i6o   to  175,  for  the   detailed 
explanation. 
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parallel  to  U^Lb  and  LqLs  with  lengths  equal  to  the  dis- 
tortions of  those   members   and   erecting    perpendictilars 


FlG.  41. 

at  their  ends.  The  intersection  of 
these  perpendiculars  will  locate  Ls, 
In  the  ■  same  manner,  C/s,  L4,  f/4, 
etc.,  are  located.  The  final  vertical 
deflection  of  Lq  is  then  foimd  to 
be  2.81  inches,  which  furnishes  a 
satisfactory  check  on-  the  value 
foimd  analytically.  The  graphical 
method  also  shows  a  horizontal  dis- 
placement of  0.4  inch. 

Art.  115.  Turntables. 

The  drums  of  rim-bearing  turn- 
tables should  be  of  sufficient  depth 
to   prevent  upward  deflection  from 

materially  disturbing  a  tmiform  dis IJssfes? 

tribution   of   load   over   the   rollers. 

The  upward   pressure   of  the  latter  '  ^^' 

constitutes    an    upward    loading  on 

the    lower    flange     of     the    drum,    and    the    points    on 

the  upper  flange  of  the  latter,  at  which  the  truss  load  is 
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applied,  form  the  supporting  points  of  the  continuous-drum 
girder.  The  loading  on  the  lower  drum  flange  should  be 
as  nearly  uniform  as  possible,  and  in  order  to  secure  that 
result  the  drum  depth  should  be  as  great  as  practicable. 
It  is  also  necessary  that  the  truss  load  should  be  carried 
to  the  upper  drum  flange  at  as  many  equidistant  points  as 
may  be  found  practicable.  In  long  and  heavy  draw-spans 
it  will  be  necessaty  to  carry  the  truss  loads  to  the  drum 
through  a  combination  of  transverse  and  longitudinal 
girders,  in  order  to  secure  the  requisite  number  of  points 
of  application  on  the  upper  flange.  A  calculation  of  the 
girder  strength  of  the  drum  can  be  made  by  assuming 
that  its  segments  are  beams  with  a  span  length  equal  to 
the  distance  between  points  of  application  of  the  truss 
loads  on  the  upper  flange,  and  that  they  are  loaded  with 
the  uniform  roller  pressure.  Although  the  drum  is  con- 
tinuous, these  beams  should  be  considered  non-continuous, 
for  they  are  not  straight,  and  a  failure  to  secure  the 
assumed  imiformity  of  loading  may  essentially  destroy 
the  advantages  of  continuity.  The  results  of  all  such 
computations  must,  however,  be  strongly  tempered  by 
the  experience  and  judgment  of  the  engineer.  The  drum 
section  must  be  such  as  to  avoid  any  appreciable  deflec- 
tion; its  depth  should  never  be  less  than  one  third  the 
distance  between  adjacent  points  of  support  on  the  upper 
flange,  and  one  half  is  better  practice.  If  the  total  truss 
load  does  not  require  nearly  all  the  rollers  which  the  cir- 
cumference of  the  drum  affords  room  for  the  rule  may  be 
proportionately  modified,  but  not  otherwise. 

The  Thames  River  bridge,  carrying  about  2,400,000 
pounds  dead  load  on  the  rollers,  has  eight  equidistant 
points  of  support  on  its  drum,  with  32  feet  diameter  and 
5  feet  depth. 

The  500  feet  single-track  Arthur  Kill  draw-span  has 
about    1,450,000   potmds   of  dead   load   resting   at   eight 
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equidistant  points  on  a  drum  27^  feet  in  diameter  and  3 J 
feet  deep. 

The  Central  bridge  across  the  Harlem  River  at  New 
York  has  two  concentric  drums  44  feet  and  36  feet  in 
diameter  with  sixteen  points  of  support  on  each.  The 
totfl  truss  weight  is  about  3,800,000  potinds,  and  the 
depth  of  the  drum  is  5  feet.  The  total  truss  weight  of 
the  Kingsbridge  Road  bridge  across  the  Harlem  Ship  Canal 
at  New  York  is  about  1,500,000  poimds,  and  it  is  carried 
at  twelve  equidistant  points  of  support  on  a  drum  39  feet 
in  diameter  and  5  feet  deep. 

It  is  usually  easy  to  secure  eight  equidistant  points  of 
support  on  the  drum  of  an  ordinary  single-track  draw- 
span,  with  a  depth  of  drum  of  at  least  30  to  36  inches, 
and  such  an  arrangement  should  be  required.  The  result- 
ing distribution  of  load  on  the  rollers  will  be  foimd  satis- 
factory. 

Art.  116.  Power  Required  to  Turn  a  Drawbridge. 

The  power  required  to  be  exerted  by  an  engine  to  turn 
a  drawbridge  is  expended  in  three  parts.  One  portion 
is  used,  at  the  beginning  of  the  operation  of  opening  or 
closing,  in  developing  the  maximum  velocity  possible,  and 
is  stored  for  a  short  time  as  the  actual  energy  of  the  struc- 
ture in  motion;  it  subsequently  performs  work  against 
some  brake  arrangement  by  which  the  bridge  is  brought 
to  rest.  A  second  portion  is  used  in  performing  work 
against  the  entire  frictional  resistance  of  the  moving  parts 
of  the  structure  and  machinery;  while  the  third  and  last 
portion  is  required  to  overcome  the  wind  resistance  when 
the  wind  blows  against  one  arm  with  a  total  pressure  which 
is  not  balanced  by  that  against  the  other. 

The  rolling  friction,  or,  rather,  the  entire  friction,  of  a 
drawbridge  in  motion,  has  been  determined  by  Mr.  Theo- 
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dore  Cooper  for  the  Second  Avenue  double-track  railroad 
bridge  over  the  Harlem  River  at  New  York;  and  for  the 
Thames  River  double-track  railroad  bridge  at  New  London, 
Conn.,  tjy  Messrs.  Boiler  and  Schumacher;  and  the  results 
of  these  investigations  can  be  found  in  the  Transactions 
of  the  American  Society  of  Civil  Engineers  for  December, 
1 89 1.  The  total  moving  weight  of  the  Second  Avenue 
bridge  was  880,000  potinds,  and  that  pf  the  Thames  River 

• 

bridge  2,500,000  potmds.  The  length  of  the  latter  is 
500  feet,  and  the  diameter  of  the  drum  32  feet.  Mr. 
Cooper  found  the  coefficient  of  frictional  resistance  for  the 
Second  Avenue  bridge  to  be  0.0038 — i.e.,  a  force  of  3.8 
pounds  per  1,000  potmds  of  total  weight  moved  would  have 
to  be  applied  tangentially  at  the  center  line  of  the  track 
(or  to  the  drum)  in  order  to  overcome  the  total  friction. 

Messrs.  Boiler  and  Schumacher  fotmd  a  coefficient  of 
about  0.004  for  the  Thames  River  bridge,  or  4  potmds 
per  1000  potinds  moved.  The  greater  part  of  the  **  total 
friction  "  is  the  rolling  friction  at  the  drum.  These  two 
instances  are  the  most  valuable  rim-bearing  drawbridge 
investigations  of  the  kind  ever  made  in  this  country,  and  as 
the  workmanship,  fitting  of  track,  etc.,  were  of  an  unusually 
excellent  character,  it  is  probably  advisable  to  take  the 
coefficient  of  friction  for  ordinary  draw-spans  at  o.oi,  or  10 
pounds  per  1,000  pounds  of  weight  moved. 

In  the  Transactions  of  the  American  Society  of  Civil 
Engineers  for  1874,  Mr.  C.  Shaler  Smith  gave  the  results 
of  a  number  of  less  complete  but  very  interesting  tests 
of  rim-bearing  draw-spans  in  about  the  ordinary  condi- 
tions of  workmanship  and. running  order.  He  found  the 
total  friction  to  vary  from  4  to  8  pounds  per  1,000  pounds 
of  weight  moved. 

The  power  required  to  give  the  desired  velocity  of  rota- 
tion to  a  drawbridge  will  depend  upon  the  time  allowed  for 
opening  or  closing.     Draws  operated  by  power  are  usually 
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Opened  or  closed  in  one  to  three  minutes.  Small  draws 
operated  by  hand  will  consume  three  to  eight  minutes. 

If  drawbridges  are  operated  against  an  unbalanced 
wind  pressure,  the  necessary  power  increases  very  .rapidly. 
Seven  eighths,  or  even  nine  tenths,  of  the  total  capacity 
of  a  well-proportioned  drawbridge  engine  may  be  exerted 
against  a  wind  pressure  when  the  structure  is  moved  in  a 
moderately  high  wind.  A  comparatively  small  amoimt 
of  power  is  required  to  overcome  the  friction. 

In  the  SCO  feet  double-track  Thames  River  bridge, 
with  moving  parts  weighing  about  2,500,000  pounds,  not 
more  than  5  or  6  horse-power  at  most  was  expended  in 
developing  the  acceleration  and  overcoming  the  total 
friction.  An  unbalanced  wind  pressure  of  5  pounds  per 
square  foot  on  one  arm  would  have  required  only  a  little 
less  than  30  horse-power  to  turn  the  draw  against  it,  or 
double  that  amotint  for  lo-pound  wind. 

The  computation  of  the  work  required  to  turn  a  draw- 
bridge will  require  its  moment  of  inertia  to  be  taken  about 
a  vertical  axis  through  the  center  of  the  drum.  It  will 
be  sufficient  for  this  purpose  to  consider  the  trusses,  lateral 
bracing,  floor  system,  and  track  as  a  homogeneous  prism 
with  length  /  and  width  w.  This  portion  of  the  weight  is, 
for  all .  practical  purposes,  five  sixths  the  total  moving 
weight  W  for  single- trac"k  railroad  spans,  and  seven  eighths 
the  same  total  weight  for  double-track  spans.  Hence 
the  moment  of  inertia  /'  of  this  portion  of  the  weight  will 
be — if  g  is  the  approximate  constant,  32.2,  for  gravity — 
for  single-track  spans: 

Or  for  double-track  spans, 

^^        96g (^) 


Art.  II 6.]  POIVER  REQUIRED  TO  TURN  A  DRAWBRIDGE,  401 

The  moment  of  inertia  of  the  drum,  rollers,  etc.,  can 
be  considered  concentrated  at  the  distance  /?=  radius 
of  the  drum  from  the  axis.  Hence  the  moment  of  inertia, 
/",  of  this  portion  of  the  weight  will  be  for  single-track 
spans: 

Or  for  double-track  spans : 


^"=^ •  •  (4) 


Hence  the  total  moment  of  inertia  will  be 

I-^I'^I" (5) 

General. 

The  circumstances  under  which  a  swing  or  draw  bridge 
is  turned  involve  the  variable  motion  of  the  moving  mass, 
the  friction  of  the  machinery,  rolling  friction  in  the  case 
of  a  rim-bearing  turntable,  and  the  action  of  the  wind  as 
well  as  other  resisting  agencies.  It  is  therefore  impossible 
to  write  an  exact  expression  for  the  entire  work  expended 
in  turning  the  bridge,  but  the  following  analysis  gives 
a  correct  general  idea  of  the  problem  and  it  is  probably 
as  accurate  as  anything  that  can  be  written. 

It  will  be  assumed  that  the  total  period  of  the  turning 
motion  is  divided  into  three  parts,  one  of  acceleration, 
one  of  tmiform  motion,  and  one  (the  last)  of  retardation. 
This  involves  no  essential  error. 

The  following  notation  will  be  employed : 
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Notation. 

retime  required  to  ttim  the  bridge  from  beginning 
to  end  of  motion ; 
cT  «  period  of  acceleration ; 
dT  «     *  *      "  constant  velocity ; 
eT  ^     *  *      *  *  retardation ; 
W  =»  total  weight  of  the  moving  structure ; 

)9= total  angle  through  which  the  bridge  is  turned; 

^=» radius  of  gyration  of  the  total  moving  mass; 

r      Wf? 

I  = =  moment  of  inertia  of  the  total  moving  mass ; 

o 

f  =  radius  of  the  pitch  circle  of  the  circular  rack; 
f  0  *=     ' '       * '    *  *    center  of  wind  pressure ; 
a  =  greatest  angular  velocity; 
V  =      *  *        velocity  at  distance  p  from  center ; 
a  « tmiform  acceleration  during  the  period  cT. 

••  ""^^^^ ^^^ 

R  «radius  of  the  drum ; 

jR'=     **       **    **    pin  of  a  center-bearing  swing-span. 

Work  of  Acceleration. 

It  is  known  from  an  elementary  demonstration  in  me- 
chanics that  the  actual  or  kinetic  energy,  or  simply  work 
stored  in  the  rotating  bridge  moving  with  the  velocity 
v^pa,  is 

_    WiJ^    Id?     ^     ^  pa 

£=— -= Fo'cT'^,     ....     (7) 

where  -F©  is  the  force  which,  if  applied  at  the  center  of 
inertia  located  by  p,  will  produce  the  acceleration  a.     Hence 

'^°~pcT~  cTg  ~  g ^"^ 
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The  force  F  assumed  to  be  acting  at  the  pitch  circle  is 

p  la      pWa 

r         rcT    r    g  ^^■ 

The  work  performed  by  either  the  force  F  or  F©  in 
accelerating  the  motion  of  the  bridge  and  giving  to  the 
latter  its  greatest  velocity  is  shown  by  eq.  (7).  The  dis- 
tance turned  through  on  the  pitch  circle  of  the  circular  rack 
is 

r  pa     rcTa 

-cT — = (10) 

p  2         2 

» 

Work  Performed  Against  Friction, 

If  /  is  the  amount  of  frictional  resistance  in  pounds 
per  1 ,000  potmds  of  total  moving  weight  of  the  structure, 
supposed  applied  at  the  drum,  and  if  P  is  the  number  of 
thousand  poimds  in  that  total  moving  weight,  then  the 
work  performed  against  friction  in  the  whole  operation  of 
opening  or  closing  the  draw-span  will  be 

E'^fPj-r^^fPRp (II) 

The  frictional  resistance  may  without  sensible  error  be 
assumed  to  be  constant  throughout  the  motion  of  either 
opening  or  closing  the  bridge.  As  has  already  been  stated, 
/  may  be  taken  at  10  potmds  per  1,000  potmds  of  total 
weight  of  structure  where  the  latter  is  properly  cared  for, 
although  it  may  sometimes  fall  as  low  as  5  potmds. 

If  a  swing-span  is  center-bearing,  the  total  load  being 
carried  on  a  center  pin  whose  radius  is  R\  the  work  per- 
formed against  the  friction  of  the  pivot  in  ttiming  the 
bridge  is  the  same  as  if  the  entire  friction  were  concen- 
trated at  f/?'  from  the  center  of  the  pivot  or  pin.     If  f 


404  SIVING-BRJDGES.  [Ch.  VIL 

be  the  coefficient  of  friction  for  the  pivot,  W  being  the 
total   supported   load,   the   frictional   work  performed  at 

the  pivot  in  opening  or  closing  the  bridge  will  be 

« 

/W.|/?'/?  =  |/W/?'^ (12) 

To  this  must  be  added,  however,  the  friction  of  the 
machinery.  If  /i  represent  the  total  frictional  resistance 
as  a  single  force  in  pounds  per  1,000  poimds  of  total  turn- 
ing weight  applied  tangentially  to  the  circumference  of  the 
pin,  the  expression  for  the  work  performed  will  be  found 
by  simply  writing  /i  for  §/'  and  P  for  PV  in  eq.  (12).  That 
total  frictional  work  will  be 

E"^hPR'p (13) 

In  eq.  (13),  as  in  eq.  (11),  P  is  the  number  of  thousand 
poimds  in  the  total  weight  W.  According  to  the  investiga- 
tions of  C.  Shaler  Smith,  f\  may  be  taken  at  90  pounds. 

Work  Performed  Against  Wind  Pressure. 

If  p  is  the  intensity  of  unbalanced  wind  pressure  agamst 
the  total  exposed  surface.  A,  of  one  arm  of  the  structure, 
the  total  tmbalanced  wind  pressure  will  be  pA,  and  as  its 
center  is  r^  from  the  center  of  rotation,  the  work  performed 
will  be 

E'^'^pA-rop (14) 

It  is  implicitly  assumed  in  this  equation  that  the  wind 
pressure  acts  normally  to  the  exposed  surface  throughout 
the  entire  motion  of  opening  or  closing.  While  this  is 
probably  never  exactly  true,  the  assumption  is  as  good 
as  any  that  can  be  made. 
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Total  Work  Performed  for  Rim-bearing  Bridge, 

The  total  work  performed  in  opening  or  closing  a  swing- 
bridge  supported  on  a  rim-bearing  turntable  is  given  by 
eqs.   (7),   (11),  and   (14). 

Work -^-fPRp  +pA  -rofi.      .     .     .     (15) 

With  the  units  ordinarily  employed  this  expression 
for  the  work  will  be  fotind  in  foot-pounds.  If  the  time  T 
is  given  in  seconds,  remembering  that  a  horse-power  is 
550  foot-pounds  of  work  performed  per  second,  the  greatest 
horse-power  required  will  be 

This  horse-power  is  required  only  during  the  period 
of  acceleration.  During  the  period  of  retardation  all 
power  is  shut  off  and  the  brakes  are  applied.  While 
the  motion  is  uniform  the  H.P.  is  that  required  to  over- 
come friction  and  the  wind,  and  it  is  expressed  by  the  last 
two  terms  of  the  second  member  of  eq.  (16) 

Total  Work  Performed  for  a  Center-bearing  Bridge. 

Both  the  total  work  performed  and  the  greatest  horse- 
power required  are  the  same  in  this  case  as  in  the  preced- 
ing except  that  the  second  term  of  the  second  member  is 
taken  from  eq.  (13)  instead  of  eq.  (11).     Hence 


and 


Work^—^fiPR'p^pAroP      .     .     .     (17) 


H.P.=[^+^(/iP/?'+M^o)]^.  .     .     (18) 
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Greatest  Force  at  Pitch  Line  of  Circular  Rack. 

This  force  is  easily  fotind  by  dividing  eax^h  part  of  the 
expressions  for  work  in  eqs.  (15)  and  (17)  by  its  proper 

path.     That  path  for  —  is  — cT  and  r^  for  the  remaining 

twQ  terms  of  the  second  member  of  each  eqtiation.     Hence 
the  greatest  force  desired  for  rim-hearing  turntable  is 

Greatest  force  ^—Y'^-fP—^'pA'^.  .     .     .     (19) 
For  center-bearing  turntable: 

Greatest  force  =^—f  +fiP —  -h/>i4— .     .     .     (20) 

It  is  possible  that  the  brakes  may  be  applied  so  strongly 
as  to  produce  a  force  at  the  pitch  circle  greater  than  that 
given  by  eq.  (19)  or  (20),  although  that  is  not  probable. 
The  path  passed  over  on  the  pitch  circle  during  the  period 

rot 

of  retardation  will  be  — eT.    Again,  the  force  of  friction 

2 

shown  in  the  second  members  of  eqs.  (19)  and  (20)  will 

aid  retardation.     Hence  the  greatest  brake  force  at  the 

pitch  circle  will  be  for  a  rim-bearing  turntable: 

Greatest  brake  force  =  —y  +/>A—  —fP—,     .     (21) 

And  for  a  center-bearing  turntable: 

la           ro  /?' 

Greatest  brake  force  ^—f  -^-pA fiP — .  .     (22) 

The  gear-teeth  of  the  circular  rack  and  driving  pinion 
must  be  designed  to  resist  the  greatest  force  given  by 
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eqs.  (19),  (20),  (21),  and  (22).  The  shafting,  gear,  and 
other  parts  of  the  turning  machinery  must  be  so  arranged 
and  designed  also  as  to  transmit  stresses  corresponding 
to  the  greatest  forces  and  horse-power  expressed  by  the 
preceding  equations. 

Periods  of  Acceleration  and  Retardation, 

The  periods  into  which  the  whole  period  of  turning 
may  be  divided  may  obviously  vary.  There  is  no  neces- 
sary relation  among  them.  The  period  of  acceleration 
may  continue  far  enough  to  be  followed  immediately  by 
the  period  of  retardation  or,  as  is  frequently  the  case, 
a  period  of  tmiform  motion  may  intervene. 

Ordinarily  the  total  angle  of  turning  of  a  swing-span 
is  900,  but  if  it  is  a  skew-bridge  that  total  angle  will  depend 
on  the  angle  of  skew. 

Art.  117.  Motors  for  Moving  Swing-bridges; 


The  motive  power  for  turning  all  the  early  swing- 
bridges  not  ttimed  by  hand  was  derived  from  small  steam- 
engines  housed  either  in  the  drum  below  the  bridge  floor 
or  preferably  in  a  small  building  or  room  supported  between 
the  truss,  over  the  center,  at  a  sufficient  elevation  to  afford 
the  reqtiisite  head  room  for  traffic.  This  power,  although 
satisfactory  for  the  purpose,  had  the  disadvantages  of 
occupying  considerable  space  and  requiring  care  and 
disposition  of  fuel  and  ashes.  Gas-  and  oil-engines  were 
next  used  and  in  many  locations  they  were  material  im- 
provements over  the  steam-engine.  Where  electric  power 
is  available  at  reasonable  cost  it  is  now  the  best  type  of 
power  and  is  much  used.  It  reqtdres  the  least  space  and 
is  the  most  convenient  to  manipulate.  Nor  is  any  care  for 
fuel  or  ashes  needed.  If  electric  power  is  not  available 
gas-  or  oil-engines  may  advantageously  be  employed. 
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Art.  ii8.  Application  of  Formulae  to  Thames  River  Bridge. 

The  total  weight  moved  in  this  double-track  railway 
bridge  (at  New  London,  Connecticut)  has  already  been 
stated  to  be  2,500,000  poiinds.  Of  this  total  weight  308,000 
pounds  may  be  considered  to  rotate  with  or  as  a  part  of  the 
turntable,  leaving  2,192,000  potmds  as  the  weight  of  the 
trusses,  lateral  bracing,  track,  and  similar  parts.  The 
data  of  this  bridge  to  be  used  in  the  preceding  equations 
are: 

Extreme  length  ==  /  =  500  feet ; 

**        width  =!£;  =  30     ** 
Diameter  of  drum  =  2/?  =  32  feet ; 

*  *         *  *  pitch  circle  of  rack  =  34  feet  4  inches ; 

i9  =  9o°  =  1.5709. 
Assume  r  =  2  minutes  =  120  seconds.     There  will  then 

be  assumed 

c=o.25,    rf=o.45,     and    ^=0.3. 

The  following  equation  can  then  be  written: 

I0.25  X120X-)  -f  (0.45  Xi2oXa  j  +fo.3Xi2oX-y=i.S709. 

/.  a  =0.01806. 

This  value  of  a  is  the  greatest  angular  velocity  reached 
in  turning. 

Eqs.  (2)  and  (4)  adapted  to  this  case  then  give: 

,,     2,102,000(000  -1-250,000) 

^ FIxill 1.423.390.000 ; 

„,    308,000X256 

I"=- — 2,464,000; 


/.   /=/'+/"  =  1,425.854.000; 

=  135.5  feet. 


11,425,854.000X32.2 


2,500,000 
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An  unbalanced  wind  pressure  of  4  pounds  per  square 
foot  over  an  exposed  surface  of  8  sqtiare  feet  per  linear 
foot  will  be  assumed.     Hence 

A  =8  X250  =  2,000  sqtiare  feet    and    tq  =  125  feet. 

The  value  of  /  will  be  taken  at  10  pounds  and  P  will 
be  2,500.     Substituting  the  preceding  quantities  in  eq.  (15), 

Worfe  =  232,557 +628,360 -hi, 570,900 
=  2,431,817  ft. -lbs. 

Eq.  (16)  then  gives  the  greatest  horse-power: 

66,000       ^'  ^ 

During  the  period  of  iiniform  motion  the  horse-power 
becomes 

2,199,260 
66,ooo~"'^^*^* 

The  greatest  force  at  the  pitch  circle  is  at  once  foimd 
by  substituting  the  preceding  quantities  in  eq.  (19) : 

(7r^a^5^ /or^^  =  50,000 +23,255  +58,160  =  131,415  pounds. 

If  for  any  stifficient  reason  the  period  of  retardation 
should  be  as  small  as  0.1257,  eq.  (21)  shows  that  the 
greatest  brake  force  at  the  pitch  circle  of  the  rack  would  be 

Greatest  brake  /or^e  =  100,000 +58,160— 23,255 

=  134,905  potmds. 

This  is  a  little  larger  than  the  above  ''Greatest  Force,'' 
The  brakes  would  be  applied  so  strongly  only  to  meet  some 
emergency. 
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Art  119.  Examples  of  Power. 

The  nominal  horse-powers  of  steam-engines  fitted  to  a 
number  of  railroad  and  heavy  city  draw-spans  which  have 
proved  to  be  very  satisfactorily  operated  are  given  in  the 
tabulation  below: 


Bridge. 


500  feet  double-track  railway, 

400  feet  dty  bridge 

370  feet  dty  bridge 

400  feet  double-track  railway. 
300  feet  double-track  railway. 
362  feet  single-track  railway. . 
217  feet  double-track  railway. 


Weight  of 
Moving  Parts. 


Pounds. 

2,500,000 
4,200,000 
1,800,000 
2,000,000 
1,250,000 
684,000 
600,000 


Engines. 


H.P. 
40 

40 

35 
20 

20 

20 


The  tendency  has  been  toward  an  increase  of  engine 
power,  in  consequence  of  some  of  the  earlier  and  smaller 
engines  having  shown  insufficient  capacity  in  winds* and 
othf^r  contingencies  of  drawbridge  operation. 

The  preceding  considerations  apply  to  rim-bearing  turn- 
tables only,  which  were  at  one  time  exclusively  used  for 
all  draw-spans  over  a  length  sufficiently  great  to  reqtiire 
the  structure  to  be  of  the  through  type. 

The  center-  or  pin-bearing  type,  in  which  the  entire 
moving  weight  of  the  structure  is  carried  on  a  center  pin 
or  pivot,  was  formerly  used  for  short  spans  only,  but  it  is 
now  employed  for  heavy  swing-bridges.  This  center  pin 
or  pivot  may  vary  from  eight  to  twenty-four  or  more 
inches  in  diameter,  so  that  the  pressure  per  square  inch  of 
bearing  surface  will  not  take  greater  values  than  about 
two  thousand  potmds  to  twenty-five  htmdred  potmds. 
The  center  pin,  usually  steel,  generally  rests  upon  flat 
disks  of  phosphor-bronze  in  order  to  reduce  friction  and 
wear.     The  bearing  faces  of  the  pin   and  disks  should 
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be  channeled  or  grooved  to  allow  entrance  for  a  heavy- 
lubricant. 

In  the  Transactions  of  the  American  Society  of  Civil 
Engineers  for  1874,  Mr.  C.  Shaler  Smith  gave,  as  the  result 
of  a  number  of  tests  of  center-bearing  draw-spans,  the 
frictional  resistance,  if  eocerted  at  the  circumference  of  the 
center  pin,  at  t^tt  of  the  total  weight  turned.  If  W  is  that 
weight  in  pounds,  and  F  the  force  of  friction  supposed 
exerted  in  the  circumference  of  the  pin,  then 

F  =  o,o^W (6) 

Man-power  .for  Small  Spans, 

If,  again,  t  is  the  time  in  minutes  required  by  one  man 
to  open  the  draw  or  close  it,  and  if  d  is  the  diameter  of  the 
center  pin  in  feet,  Mr.  Smith  gave 

___       nd  .  ^ 

^=o.o9>v-— (7) 

^     4X10,000  ^'^ 

The  time  given  by  eq.  (7)  will  usually  be  insufficient 
for  the  reqtdrements  of  one  man,  even  if  no  other  considera- 
tion than  that  of  friction  be  involved. 

In  the  contingency  of  an  tmbalanced  wind  pressure  on 
one  arm  of  the  draw,  one  man  may  not  be  able  to  put  the 
bridge  in  motion,  nor  to  hold  it  against  the  wind.  Hence 
none  but  the  smallest  draws  in  unimportant  situations  are 
made  dependent  on  one  man-power. 


CHAPTER  VIII. 

DEFLECTION  OF  FRAMED  STRUCTURES  AND   OUTLINE   OF 

THE  THEOREM  OF  LEAST  WORK. 

Art.  120.  General  Method. 

The  elastic  deflection  of  a  bridge  or  roof-truss  depends 
upon  the  stretching  or  compression  of  its  variotis  members 
in  consequence  of  the  tensile  or  compressive  forces  to 
which  they  are  subjected.  Any  method  by  which  the 
deflection  is  foimd,  therefore,  must  involve  these  elastic 
changes  of  length.  There  are  a  number  of  methods  which 
give  the  desired  expressions,  but  probably  the  simplest 
as  well  as  the  most  elegant  procedure  is  that  which  reaches 
^  the  results  sought  throtigh  the  consideration  of  the  work 
performed  in  the  truss  members  in  producing  their  elastic 
lengthenings  and  shortenings. 

The  general  features  of  this  method  can  readily  be 
shown  by  reference  to  Fig.  i.  It  may  be  desired  to  find 
the  deflection  of  any  point,  as  /,  of  the  lower  chord,  pro- 
duced both  by  the  dead  and  live  load  which  the  truss 
carries.  It  is  known  from  what  has  preceded  that  every 
member  of  the  upper  chord  will  be  shortened  and  that 
every  member  of  the  lower  chord  will  be  lengthened ;  and 
also  that  generally  the  vertical  web  members  will  be  short- 
ened and  the  inclined  web  members  lengthened.  If  there 
can  be  obtained  an  expression  giving  that  part  of  the 
deflection  of  J  which  is  due  to  the  change  of  length  of 

any  one  member  of  the  truss  independently  of  the  others, 
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then  that  expression  may  be  applied  to  every  other  mem- 
ber in  the  entire  truss,  and  by  taking  the  sum  of  all  these 
effects,  the  desired  deflection  will  at  once  result.  While 
this  expression  will  be  found  for  some  one  partictilar  mem- 
ber, it  will  be  of  such  a  general  form  that  it  may  be  used 
for  any  truss  whatever;  it  will  be  written  for  the  upper- 
chord  member  BC  in  Fig.  i. 

Ut     D     Us     E     ^4 


Fig.  I. 

The  general  problem  is  to  determine  the  deflection  of 
the  point  /  when  the  bridge  carries  both  dead  and  moving 
load  over  the  entire  span.  The  general  plan  of  procedure  , 
is.  first  to  find  the  stresses  due  to  this  combined  load  in 
every  member  of  the  truss,  so  that  the  corresponding  length- 
ening or  shortening  is  at  once  shown.  The  effect  of  this 
lengthening  and  shortening  for  any  single  member  BC 
in  producing  deflection  at  J  is  then  determined;  the  sum 
of  all  such  effects  for  every  member  of  the  truss  is  next 
taken,  and  that  sum  is  the  deflection  sought.  In  this  case 
the  vertical  deflection  will  be  found,  because  that  is  gen- 
erally desired  in  connection  with  bridge  structures,  but 
precisely  the  same  method  and  essentially  the  same  for- 
mulae are  used  to  find  the  deflection  in  any  direction  what- 
ever.    The  following  notation  will  be  employed: 

Let  It; = deflection  in  inches  at  any  panel-point  or  joint 
of  the  truss ; 
P  =  any  arbitrary  load  or  weight  in  pounds  sup- 
posed to  be  himg  at  the  point  where  the  de- 
flection is  desired  and  acting  as  if  gradually 
applied.     This  load  may  be  taken  as  unity ; 
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Z=  stress  in  pounds  produced  in  any  member  of 

the  truss  by  P ; 
5=  stress  in  pounds  produced  in  any  member  of 
the  truss  by  the  combined  dead  and  moving 
loads; 
/  =  length  in  inches  of  any  member  of  the  truss  in 

which  Z  or  5  is  fotmd ; 
A  =  area  of  cross-section  of  the  same  member  in 

square  inches ; 
E  =  coefficient  of  elasticity  in  poimds  per  square  inch. 
5  or  Z  may  be  either  tension  or  compression,  and  the 
formulae  will  be  so  expressed  that  tension  will  be  made 
positive  and  compression  negative. 

The  change  of  length  of  the  chord  member  BC  pro- 
duced by  a  stress  gradually  increasing  from  zero  ,to  S 

5 
is  -jpl'     If  it  be  supposed  that  BC  is  a  spring  of  such 

stiffness  that  it  will  be  compressed  by  the  gradtial  appli- 
cation of  Z  exactly  as  much  as  the  shortening  of  the  actual 
member  by  the  stress  5,  the  deflection  of  the  point  4  with 
the  weight  P  hung  from  it,  and  due  to  that  compression 
alone,  will  be  precisely  the  same  as  that  due  to  the  actual 
shortening  of  BC  by  the  combined  dead  and  moving  loads. 
It  is  known  by  one  of  the  elementary  principles  of 
mechanics  that,  since  P  acts  along  the  direction  of  the 
vertical  deflection  w,  the  work  performed  by  the  weight  P 
over  that  deflection  is  equal  to  the  work  performed  by 
Z  over  the  change  of  length  /.     Hence 

—P-w=—-Z- 


2  2    '  AE' 

or 


Z   51  .  . 

'^'=PAE ^'^ 
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The  quantity  Z-^Pis  the  stress  prcxiuced  in  the  member 
by  a  unit  load  applied  at  a  joint  or  point  where  the  deflec- 
tion is  desired.  Again,  S-^A  is  the  stress  per  unit  of 
area,  i.e.,  intensity  of  stress,  in  the  member  considered 
due  to  the  actual  dead  and  moving  loads.  For  brevity 
let  these  be  written 


"p—z    and    "7=^;    then    w—s^. 


(2) 


If  the  influence  of  every  member  of  the  truss  is  simi- 
larly expressed,  the  value  of  the  total  deflection  pro- 
duced by  the  dead  and  moving  loads  will  be 


w 


-2 


zsl 


(3) 


The  sign  of  summation  2  indicates  that  the  summation 
is  to  extend  over  all  the  web  and  chord  members  of  the 
truss. 


Art.  121.   Application  of  Method  for  Deflection  to  Triangular 

Frame. 

Before  applying  those  equations  to  the  case  of  Fig.  i, 
it  is  best  to  consider  a  simple  case,  i.e.,  that  of  the  tri* 


Fio.  3. 


angluar  frame  shown  in  Fig.  2.    The  reactions  are 


R-^^W    and    R'^jW. 


(4) 
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The  stresses  in  the  various  members  are: 
In  CB,  5=yW^-sec  a; 

"  AS,5=jW^tani9=yW^.tana. 

Also,  CB  =h  sec  a ;  area  of  section  «i4i. 
CA=^h'Secfi;  "  '*  '*  «.42. 
AB=/;  *'      '*     **       =^8. 

In  this  instance  it  is  simplest  to  take  P^W.    Eq.  (3) 
then  gives 


w 


(h^  h  sec3  a    l^  h  sec»  /9    /g^  /tan«^\iy 


Let  it  be  supposed  that 

/  =  2  5  feet  =  300  inches ; 
/t  =8  feet  4  inches  =  100  inches ; 
/2  =  i6  feet  8  inches  =  200  inches  and  h  =100  inches; 
tan/?==i;  sec  ^  =  1.414; 
sec  a  =2.24; 

W  =  10,000  pounds. 

If  the  bars  are  all  supposed  to  be  of  yellow-pine  timber, 
there  may  be  taken 

£  =  1 ,000,000  pounds ; 
A 1  =  10''  X 1 2"  =  1 20  square  inches ; 
A2  — 10"  X 10"  =  100  square  inches ; 
A^  =  io"x  12"  =  120  square  inches. 

The  insertion  of  these  quantities  in  eq.  (5)  gives  the 
deflection 

w =0.01042  +0.01253  +0.01111  =0.034".       .     (6) 
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Eq.  (6)  is  so  written  as  to  show  the  portion  of  the 
deflection  due  to  each  member  of  the  frame. 

In  applying  either  eq.  (2)  or  (3)  care  must  be  taken 
to  give  each  stress  and  its  corresponding  strain  (lengthen- 
ing or  shortening)  the  proper  sign.  As  the  formulae  have 
been  writfen  and  used,  a  tensile  stress  and  its  resulting 
stretch  must  each  be  written  positive,  while  a  compressive 
stress  must  be  written  negative.  This  holds  true  for 
both  the  stresses  Z  and  5  (or  z  arid  s) .  The  magnitude  of 
the  assumed  load  P  is  a  matter  of  indifference,  since  the 
stress  Z  will  always  be  proportionate  to  it  and  the  ratio 
P-5-Z  will  therefore  be  constant.  P  is  frequently  taken 
as  unity;  or,  as  in  the  case  just  given,  it  may  have  any 
value  that  the  conditions  of  the  problem  make  most  C041- 
venient. 


Art.  122.  Application  of  Method  for  Deflection  to  Truss. 

In  making  application  of  the  deflection  formuke  to 
any  steel  railroad  truss  similar  to  that  shown  in  Fig.  i, 
it  will  be  first  necessary  to  determine  the  stresses  in  all 
its  members  due  to  the  dead  and  moving  loads,  since  the 
deflection  under  the  moving  load  is  sought.  These  loads^ 
will  be  considered  uniform,  and  that  is  sufficiently  accu- 
rate for  any  railroad  bridge.  The  moving  train  load  will 
be  taken  as  covering  the  entire  span,  assumed,  for  a  single- 
track  railroad,  240  feet  in  length  between  centers  of  end 
pins.  There  are  eight  panels  of  30  feet  each,  smd  the 
depth  of  truss  at  center  is  40  feet.  Other  truss  dimen- 
sions are  as  shown  in  Fig.  i.  The  dead  loads,  or  own 
weight,  are  taken  at  400  pounds  per  linear  foot  of  span 
for  the  rails  and  other"  pieces  that  constitute  the  track; 
at  400  poimds  per  linear  foot  for  the  steel  floor-beams  and 
stringers,  and  1,600  pounds  per  linear  foot  for  the  weight 
of  trusses  and  bracing.      The  moving  train  load  will  be 
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taken  at  4,000  pounds  per  linear   foot.    This   will  make 
the  panel  loads  for  each  truss  as  follows : 


Lower-chord  dead  load.  .  .    30  X  800  ==  24,000  lbs.  per  panel 
Lower-chord  moving  load.    30  X  2000  =  60,000 
Total  load  on  lower 

chord 84,000 

Upper-chord  dead  load.  .     30  X  400  =  12,000 


<  < 


<  f 


<  { 


{ { 

( ( 

( ( 


The  structure  is  a  through-bridge,  hence  all  naoving 
loads  rest  on  the  lower  chord. 
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Fig.  3. 

The  stresses  in  the  truss  members  due  to  the  com- 
bined uniform  dead  and  moving  loads  are  best  fotmd  by 
the  graphical  method.  One  diagram  only  .is  needed  to  de- 
termine all  the  stresses,  and  it  is  shown  in  Fig.  3.  This 
diagram  is  drawn  accurately  to  scale,  and  the  stresses 
measured  from  it  are  shown  in  Table  L 

The  stresses  in  all  the  truss  members  due  to  the  unit 
load  hung  at  /  are  readily  found  by  the  single  diagram 
shown  in  Fig.  4,  also  carefully  drawn  to  scale.  These 
stresses  measured  from  the  diagram  are  given  in  Table  I 
as  indicated  by  the  column  z\  they  are  also  represented 
in  eq.  (3)  by  the  letter  z.     The  quantity  5  in  eq.  (3)  is  the 
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intensity  of  the  stress  (pounds  per  square  inch  of  cross- 
section  of  member)  produced  by  the  combined  dead  and 
moving  loads  in  each  member.     As  shown,  these  stresses 


TABLE  I. 


S 

5 

z 

/ 

fV 

A 

+  373»3oo 

-h  12,000 

+^0.555 

360 

-1-0.08563 

L, 

+  373,300 

-f- 12,000 

+0.555 

360 

+0.08563 

Lz 

+480,000 

-h  12,000 

+0.833 

360 

+0.1284 

L, 

-1-540,000 

4- 12,000 

+  1.125 

360 

+0,1736 

P^ 

-502,300 

-  9,000 

-0.748 

472 

+O.II32 

u. 

-501,000 

-  9,500 

—0,870 

376 

+0.1108 

V, 

-  544,800 

—  10,000 

-1135 

363 

+0.1472 

u. 

-576,000 

-10,000 

-1.50 

360 

+0.1928 

T, 

-h  84,000 

+  9,000 

0 

324 

T, 

+ 143,500 

-|- 10,000 

+0.3738 

472 

+0.0629 

P. 

—   12,000 

—   1,000 

—  0.250 

432 

-j- 0.00  386 

T, 

-1-  93,720 

+   7,400 

+0.456 

562 

+0.0677 

Pz 

+   12,000 

-h   1,000 

-0.35 

480 

—0.0060 

T, 

+  60,000 

+  4,800 

+0.625 

6co 

+0.0643 

P. 

—   12,000 

—   1,000 

0 

480 

Deflection  for  J  truss  members*'  i .  2300  inches. 
Deflection  at  / = 2  X  i .  2300  «=  2 .  4600  inches. 

are  least  in  the  web  members  near  the  center  of  the  span, 
and  greatest  in  chord  members.  The  lengths  in  inches 
of  the  truss  members  are  shown  in  the  proper  column  of 
the  table.     It  will  be  observed  that  all  coimter  web  mem- 


u. 

f\ 

K^ 

.     *■' 

L<                                                 >) 

Fig.  4. 


bers  are  omitted,  as  they  are  not  needed  for  the  uniform 
load.  The  coefficient  of  elasticity  {E)  is  taken  at  28,000,000 
pounds.     The  quantities  represented  by  the  second  mem- 
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ber  of  eq.  (3)  axe  computed  from  these  data,  and  they 
appear  in  the  last  column  of  the  table,  the  sum  of  which 
gives  the  desired  deflection  in  inches.  The  elements  of 
the  table  indicate  how  much  of  the  deflection  is  due 
to  the  chords  and  to  the  web  members,  and  they  show 
that  disregarding  the  latter  would  lead  to  a  considerable 
error. 

As  the  deflection  is  usually  desired  in  inches,  the  lengths 
of  members  must  be  taken  in  the  same  unit. 


Art.  123.  Method  of  Least  Work. 

The  so-called  theorem  or  principle  of  "Least  Work*' 
is  closely  related  to  the  subject  of  elastic  deflection  just 
considered  in  its  availabilty  for  furnishing  equations  of 
condition,  in  addition  to  those  of  a  purely  statical  charac- 
ter, in  cases  where  indetermination  would  result  without 
them.  This  principle  of  least  work  is  expressed  in  the 
simple  statement  that  when  any  structure  supports  ex- 
ternal loading,  the  work  performed  in  producing  elastic 
deformation  of  all.  the  members  will  be  the  least  possible. 
Although  this  principle  may  not  be  susceptible  of  a  complete 
and  general  demonstration,  it  may  be  shown  to  hold  true 
in  many  cases  if  not  all.  The  hypothesis  is  entirely 
reasonable  and  furnishes  elegant  solutions  in  many  useful 
problems. 

The  application  of  this  principle  requires  the  deter- 
mination of  expressions  for  the  work  performed  in  the 
elastic  lengthening  and  shortening  of  pieces  subjected 
either  to  tension  or  compression,  and  for  the  work  per- 
formed in  the  elastic  bending  of  beams  carrying  loads  at 
right  angles  to  their  axes.  Both  of  these  expressions  can 
be  simply  foimd. 

Let  it  be  supposed  that  a  piece  of  material  whose 
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length  is  L  and  the  area  of  whose  cross-section  is  A  is 

either  stretched  or  compressed  by  the  weight  or  load  5 

applied  so  as  to  increase  gradually  from  zero  to  its  full 

SL 
value.     The  elastic  change  of  length  will  be  -j^,  E  being 

the  coefficient  of  elasticity.  The  average  force  acting 
will  be  ^5,  hence  the  work  performed  in  producing  the 
strain  will  be 

ITE (7) 

It  will  generally  be  best,  although  not  necessary,  to 
take  L  in  inches.  The  expression  (7)  applies  either  to 
tension  or  compression  precisely  as  it  stands. 

To  obtain  the  expression  for  the  work  performed  by 
the  stresses  in  a  beahi  bent  by  loads  acting  at  right  angles 
to  its  axis,  a  differential  length  {dL)  of  the  beam  is  con- 
sidered at  any  normal  section  in  which  the  bending  moment 
is  M,  the  total  length  being  L.  Let  I  be  the  moment  of 
inertia  of  the  normal  section,  A,  about  an  axis  passing 
through  the  center  of  gravity  of  the  latter,  aixd  let  k  be 
the  intensity  of  stress  (usually  the  stress  per  square  inch) 
at  any  point  distant  d  from  the  axis  about  which  I  is 
taken.     The  elastic  change  produced  in  the  indefinitely 

k 
short  length  dL  when  the  intensity  k  exists  is  -piL,     If 

dA  IS  an  indefinitely  small  portion  of  the  normal  section, 
the  average  force  or  stress,  either  of  tension  or  compression, 

acting  through  the  small  elastic  change  of  length  just 

/ 
given,  can  be  written,  by  the  aid  of  the  equation  M=fe-j, 

as 

\k'dA=^-j'dA (8) 
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Hence  the  work  performed  in  any  normal  section  of  the 
member,  for  which  M  remains  unchanged,  will  be,   since 


/ 


k-dA-d=M, 


/M                      Af2 
-j^d.dA.dL=j^jdL (9) 


The  work  performed  throughout  the  entire  piece  will 
then  be 


/ 


Each  of  the  expressions  (7)  and  (10)  belongs  to  a  single 
piece  or  member  of  the  structure.  The  total  work  per- 
formed in  all  the  pieces  subjected  either  to  direct  stress 
or  to  bending,  and  which,  according  to  the  principle  of 
least  work,  must  be  a  minimum,  is  fbimd  by  taking  the 
summation  of  the  two  preceding  expressions, 

In  making  an  application  of  eq.  (11)  it  is  to  be  remem- 
bered that  S  is  the  direct  stress  of  tension  or  compression 
in  any  member,  and  that  M  is  the  general  value  of  the 
bending  moment  in  any  bent  member  expressed  in  terms 
of  the  length  L. 

Art.  124.  Application  of  Method  of  Least  Work  to  a  General 

Problem. 

The  problem  which  generally  presents  itself  in  the  tise 
of  eq.  (11)  is  the  finding  of  an  equation  which  expresses 
the  condition  that  the  work  expended  in  producing  elastic 
deformation  shall  be  a  minimum,  some  particular  stress 
in  the  structure  or  some  external  load  or  force  being  the 
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variable.  If  t  represent .  that  variable,  then  the  desired 
equation  of  condition  will  be  found  by  simply  placing  the 
first  differential  coefficient  of  e  in  eq.  (11)  equal  to  zero: 

The  solution  of  eq.  (12)  will  give  a  value  of  /  which 
will  make  the  work  performed  as  expressed  in  eq.  (11)  a 
minimum.  This  method  is  not  a  difficult  one  to  employ 
in  such  cases  as  those  of  drawbridges  and  stiffened  sus- 
pension bridges.  In  the  latter  case  particularly  it  is  of 
great  practical  value. 


Art.  125.  Application   of  Method   of  Least  Work   to  Trussed 

Beam. 

The  method  of  least  work  may  be  illustrated  by  the 
application  of  the  preceding  equations  to  the  simple  truss 
shown  in  Fig.  5.     The  pieces  BC  and  GD  are  supposed  to 


Fig.  5. 

be  of  yellow-pine  timber,  the  former  10  inches  by  14 
inches  (vertical)  in  section  and  the  latter  8  inches  by  10 
inches,  while  each  of  the  pieces  BD  and  DC  are  two  if- 
inch  round  steel  bars^  The  coefficient  of  elasticity  E 
will  be  taken  at  1,000,000  pottnds  for  the  timber  and 
28,000,000  for  the  steel.  The  length  of  BC  is  360  inches; 
GD,  96  inches;  5^=96X2.13  =204.5  inches. 

tan  a  =  1.875     ^^d    seca=»2.i3. 


424  OUTLINE  OF  THE  THEOREM  OF  LEAST  IVORK,  [Ch.  VIIL 

•  The  weight  W  resting  at  G  is  20,000  pounds.  A  part 
of  this  weight  is  carried  by  BC  as  a  simple  timber  beam, 
while  the  remainder  of  the  load  will  be  carried  on  the 
triangular  frame  BCD  acting  as  a  truss,  the  elastic  deflec- 
tion of  the  latter  throwing  a  part  of  the  load  on  BC  acting 
as  a  beam.  According  to  the  principle  of  least  work  the 
division  of  the  load  will  be  such  as  to  make  the  work 
performed  in  straining  the  different  members  of  the  system 
a  minimum. 

That  part  of  W  which  rests  on  BC  as  a  simple  beam 
may  be  represented  by  M^i,  while  W2  represents  the  re- 
maining portion  carried  by  the  triangular  frame.  As  G 
is  the  center  of  the  span,  the  beam  reaction  at  either  B 
or  C  is  iWi.  Hence  the  general  value  of  the  bending  mo- 
ment in  either  half  of  the  beam  at  any  distance  x  from 
either  5  or  C  is 

Lipn^G 

As  there  is  but  one  member  acting  as  a  beam,  whose 
moment  of  inertia  /  is  constant,  the  second  term  of  the 
second  member  of  eq.  (11)  becomes,  by  the  aid  of  the 
preceding  equation, 

_y  M^ .dL  =^,/  « - W  x^ -dx^^^  -^.     (13) 

The  numerical  elements  of  the  expression  for  the  work 
done  in  the  members  of  the  triangular  frame  are : 

Member.            Stress.  Length.  Area  of  Section. 

BC }I^2't*^  ^  3^      inches—/  140        square  inches 

DC W^'seca  '204.5      ''  4.14      *' 

DG W^  96          '*  80            '*         " 

I  = = =2,200.7. 

12  12 
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The  substitution  of  those  quantities  in  the  first  term 
of  the  second  member  of  eq.  (11)  will  give 


k 


I  \rsS^L  I         /W^'tSin^  a'z6o     W^ - 96\ 

2E^  A   ~  2,000,000 \         4X140  8d     / 

2  H^2^-sec2a-204.5  ___\ 

+— — =o.ooooo373ly  2^. 

56,000,000  4X4.14  ^'^ 

The  substitution  of  numerical  quantities  m  eq.    (13) 
gives 

I    WiH^ 


EI    96 


=0.0002 1 3  Wi^.  \  ^^ 


Or,  since  W^-W^2  =  W^i,  '*^' 

^=0.000003731^2^  +  0.0002 13  (W  —  W2)^.       .     (14) 

Hence 

de 


^  ' 


dWi 


=0.00000746^^2—0.000426(^^  —  ^^2)  =0.      (15) 


The  solution  of  this  equation  gives  V  , 


\ 


\ 


W^2=o.893iy  =  19,660  pounds.  '• 

Wi  =340  pounds. 

It  is  interestihg  to  observe  that  the  first  term  of  the 
second  member  of  eq.  (15)  is  the  deflection  of  the  point 
of  application  of  W2  as  a  point  in  the  frame,  while  the 
second  term  is  the  deflection  of  the  point  of  application 
of  Wi  considered  as  a  point  of  the  beam.  In  other  words, 
the  condition  restdting  from  the  application  of  the  prin- 
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ciple  of  least  work  is  eqtdvalent  to  making  the  elastic 
deflections  of  Wi  and  W2  equal.  Indeed,  eq.  (12)  ex- 
presses the  eqtiivalence  of  deflections  whenever  the  featttres 
of  the  problem  are  such  as  to  involve  concurrent  deflec- 
tions of  two  different  parts  of  the  structure. 

Art.   126.   Removal  of  Indetermination  by  Methods  of  Least 

Work  and  Deflection. 

The  indetermination  existing  in  connection  with  the 
computations  for  such  trusses  as  those  shown  in  Figs.  6 
and   7   can  be  removed  by  finding  equations  of  condi- 


i       8       8   j   4       6       8       T 


Fig.  6. 

tion  by  the  aid  of  the  method  of  deflections.  It  is  evident 
that  the  component  systems  of  bracing  of  which  such  trusses 
are  composed  must  all  deflect  equally.  Hence  expressions 
may  be  found  for  the  deflection  of  those  component  trusses, 
each  tinder  its  own  load.  Since  these  deflections  must 
be  equal,  equations  of  condition  at  once  restilt.  A  suffi- 
cient number  of  such  equations,  taken  with  those  required 
by  statical  equilibrium,  can  be  found  to  solve  completely 


abed     e    f  g  \h     i 


Fig.  7. 


;  the  problem.    Such  methods,  however,  are  laborious,  and 
\  the  ordinary  assimiption  of  each  system  carrying  wholly 


Art.  126]  REMOyAL  OF  INDETERMINATION.  4^7 

the  loads  resting  at  its  panel-points  is  sufficiently  near  / 
for  all  ordinary  purposes. 

The  method  of  least  work  can  be  conveniently  tised  for 
the  solution  of  a  great  number  of  simple  problems,  like 
that  which  requires  the  determination  of  the  four  reac- 
tions under  the  four  legs  of  a  table  carrying  a  single  weight 
or  a  number  of  weights,  and  many  others  of  the  same  char- 
acter. 


CHAPTER  IX. 

STRESSES  CAUSED  BY  WIND. 

Art.  127.  Stresses  in  the  Sway-bracing  of  a  Throtigh-bridge. 

The  construction  of  the  upper  and  lower  sway-bracing 
of  a  bridge  must,  as  far  as  the  jar  and  oscillation  of  a  mov- 
ing load  are  concerned,  be  a  matter  of  judgment ;  but  the 
stresses  due  to  the  action  of  the  wind  may  be  determined 
with  sufficient  acci^acy. 

Although  a  moving  train  will  partially  shelter  one  truss, 
it  seems  no  more  than  prudent,  with  the  ordinary  open 
style  of  American  bridge,  to  consider  the  action  of  the 
wind  as  existing  constantly,  during  the  passing  of  a  train, 
over  the  whole  of  the  projection  of  each  truss  in  the  bridge 
on  a  plane  normal  to  the  direction  of  the  wind.  If  this 
is  considered  e3^cessive,  however,  for  low  tnisses,  that 
portion  of  the  windward  truss  sheltered  by  the  train  may 
be  omitted.  In  any  case,  the  intensity  of  the  wind,  and 
the  surface  against  which  it  acts,  are  determined  by  the 
specifications  under  which  the  bridge  will  be  designed. 

Example, 

Let  Fig.  I  and  Fig.  2  represent  a  single  cancellation 

railway  truss-bridge  with   vertical  and  diagonal   bracing, 

and  let  the  wind  be  supposed  to  blow  in  the  direction 

shown  by  the  arrow,  which  is  normal  to  the  planes  of  the 

trusses.     Primed  letters  belong  to  the  truss  DC'N'0\  but 

all  are  not  shown. 
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As  the  truss  is  a  "through"  one,  all  wind  pressure 
against  the  floor  system  will  act  in  the  lower  chord. 
With    the   wind    pressure   between    thirty   and   forty 
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Fig.  I. — Elevation  of  Trusses. 
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Fio.  a. — ^Plan  of  Trusses. 

pounds  per  square  foot,  the  following  loads  may  be  taken 
at  the  various  panel-points: 

At  C,  G',  K\  L\  M\  iV',  C,  G,  K,L,M,N 0.53  ton 

D  and  O' 0.27 

intermediate  points 0.53 

B  and  0 0.27 

intermediate  points 4.52  tons 


( ( 


<t 


(( 


(t 


(( 


ti 


n 


The  amount  4.52  tons  *  includes  the  pressure  against  the 
train,  which  is  taken  at  300  poimds  per  foot  of  track.  The 
panel  length  is  21  feet,  hence  the  panel  train  load  is 
2 1  X  300  =  6,300  potmds  =  3.15  tons.  The  wind  pressiu-e 
against  the  floor  system  is  assumed  to  be  0.84  ton  per 
panel,  while  the  panel  pressure  against  each  truss  is  0.53 
ton.     The  sum  of  the  three  quantities  is  4.52  tons. 

The  panel  train  loads  (3.15  tons)  constitute  a  continuous, 
moving  load;  the  wind  pressure  against  the  trusses  and 
floor  system,  however,  forms  a  fixed  load, 

*  The  loads  and  stresses  in  this  example  are  expressed  in  tons  to  illustrate  a 
variation  in  units. 
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The  following  are  the  truss  dimensions,  including  the 
lengths  of  the  braces  AF  and  A'F': 

Panel  length  =  21  feet.  Height  of  truss  =  24.00  feet. 

Width,     BD^i4   "  BC  =  31.89    '* 

CF=   7    "  AC^  4.04   " 

FA  =8.08  feet. 
Normal  from  C  on  FA  =CF Xsin  30^  =  3.5  feet. 

Let  H  represent  half  the  total  wind  pressure  concen- 
trated in  the  two  upper  chords;  this  will  be  resisted  (if 
the  bridge  is  not  blown  bodily  off  the  abutments  or  piers) 
by  an  eqtial  force  of  friction  developed,  at  the  feet  B  and 
D,  or  O  and  6>'  of  the  end  posts.  Let  H'  and  H"  be  the 
forces  developed  at  D  and  -B,  respectively.  These  hori- 
zontal forces  will  tend  to  overturn  the  trusses  in  a  vertical 
plane  normal  to  the  axis  of  the  bridge.  A  vertically 
upward  reaction,  F,  will  be  developed  at  B,  and  an  equal 
downward  one  (a  portion  of  the  weight  of  the  truss 
DCN'Cy)  at  C  Considering  the  left  end  of  the  truss, 
the  following  three  equations  of  equilibrium  must  be  ful- 
filled: 

/f'+//"-hH=o .     (i) 

F+F'=o (2) 

(H'+i/")X24+FX2i-o "(3) 

The  vertical  force  acting  at  C  is  represented  by  V. 

These  three  equations  are  not  sufficient  for  the  deter- 
mination of  the  four  quantities  H\  if",  V.  and  V.  The 
forces  H'  and  //"  are  therefore  indeterminate  in  magnitude, 
except  in  this  respect,  their  sum  must  be  equal  and  opposite 
to  H. 

With  the  form  of  portal  bracing  shown  in  Fig.  i,  it 
will  be  assumed  in  this  article  that  H"  =  o  and  H'  ^  —H. 
Other  and  better  forms  of  portal,   together  with  other 


Art.  127.]        SH^ AY-BRACING  OF  A  THROUGH-BRIDGE.  43 ^ 

assumptions  in  regard  to  the  horizontal  reactions  H'  and 
H'\  will  be  given  in  succeeding  articles. 
From  the  data  already  given, 

i/  =  6  X0.S25  =3.15  tons. 

Hence  by  eqs.  (3)  and  (2) 

F  =  3.6  tons  =  -F'. 

The  vertical  force  V  is  an  increase  of  the  upward  reac- 
tion at  By  but  it  is  a  downward  reaction  at  D,  i.e.,  a  decrease 
of  the  upward  reaction  at  the  latter  point.  The  wind 
therefore- may  be  taken  as  holding  the  trusses  in  equilib- 
rium against  the  upward  vertical  force,  V,  acting  at  B 
and  an  eqtial  downward  force,  V,  at  D,  The  force  V, 
therefore,  produces  tension  throughout  BO,  and  com- 
pression throughout  CN,  while  V  produces  equal  com* 
pression  in  DO'  and  tension  in  CW.     Hence 

BO-CW=  -i)(7-  -CA/'  =  3.6x|}=3.is  tons. 

This  'stress  neutralizes  an  equal  amotmt  of  each  chord 
stress  due  to  the  vertical  loading  in  the  leeward  truss,  but 
it  adds  to  those  stresses  in  the  windward  truss. 

The  following  stresses  in  the  members  of  the  portal  of 
the  bridge  may  now  be  written : 

{A'F')  =H  X31.89  -f-  3.5  =  +19.2    tons 
{A'O  =  -19.2  Xsin  30°  «  -  9.6       " 
{F'C)  =  -19.2  Xcos  30^=  -16.65     " 

The  greatest  bending  moment  in  DC  exists  at  F\ 
and  is 

M2«3.i5  X(3i.89  —  7.00)  =78.41  ft.-tons. 
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The  stress  in  BC  is 

{BO  =  -^i^xH=  -^^xF=  -4.79  tons. 

21  24  '^ 

The  compressive  stress  in  DC,  due  to  the  vertical  loading, 
is  relieved  by  the  same  amount. 

The  greatest  bending  moment  in  CO  exists  at  A\  and 
has  for  its  value,  as  there  is  a  point  of  contraflexure  *  half- 
way between  A  and  A\ 

--  31-80,  .  - 

-^3  =3- 1 5 — ' — (7  -4.04)  =42.43  foot-tons. 

Both  moments  M2  cind  Mz  produce  bending  in  the  plane 
of  the  portal. 

The  end  post  DC  must  be  able  to  resist  with  a  proper 
safety  factor,  at  F\  the  bending  moment  -71^2.  The  sway- 
brace  CC  must  be  able  to  resist  the  moment  M3  at  both 
the  points  A  and  A\ 

The  ordinary  truss  stresses  in  the  sway-bracing  remain 
to  be  foimd. 

In  both  upper  and  lower  sway-bracing  the  inclined 
members  are  in  tension  only,  while  those  normal  to  the 
planes  of  the  trusses  (in  the  direction  of  the  wind)  sustain 
compression  only. 

Upper  Sway-bracing, 

In  the  upper  chord  the  truss  CGMN'  has  the  two  points 
of  support  C  and  N\  The  following  trigonometric  quan- 
tities will  be  required : 

Angle  G^'ATAT'  =  56^  20'  =a;    tan  a  =  1.5 ; 
sec  a.  =  1.8. 


*  See  the  authors'  '*  Influence  Lines,"  page  54,  for  the  determination  of  the 
location  of  the  point  of  contraflexure. 
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The  upper  web  stresses  are  the  following: 

{KK')  -  -  -O.S3  ton 

{G'K)  =  +2  X0.53  Xsec  a  «  +1.91  tons 
(6:'G0  = -3X0.53  --I.S9 

{GC)  =  +4  XO.S3  Xsec  a  -  +3.82 
{CQ  -  -  +0.53  ton 

The  resultant  upper-chord  stresses  are  the  following: 

{CG')  =  -4  X0.53  Xtan  a  =  -3.18  tons 

((7'M0  =  -2X0.53  Xtan  a -3.18=  -4.77    *' 


-r  ^Kx  y  =  —2  X0.53  Xtan  a— 3.18=  -4.//- 
{GK)  =  +4  X0.53  Xtan  a  =  +3.18 

(/CL)  «  +2  X0.53  Xtan  a  +3.18  =  +4-77 


<  ( 


Lower  Sway-bracing. 

The  resultant   lower  web   stresses  are  the  following, 

remembering  that  the  train*  pressure  is  a  moving  load, 

and  that  D  and  0'  are  the  supporting  points  for  the  lower 
sway-truss : 

(Q'R)  -  +  6  X0.45  Xsec  a  -  +  4.86  tons 

(QGO  =  -  6x0.45  -0.53  --•3.23 

(P'Q)  =  +10X0.45  Xsec  a  +1.90  Xsec  a=  +11.52 
{PP')  =  - 10  X0.45  -  2.43  =  -  6.93 

(£'P)  =»  +15  X0.45  xsec  a  +3.80  xsec  «=  +18.99 
(££')  -  -15  X0.4S  -4.33  =  -11.08 

(DE)  =  +21  X0.45  Xsec  a  +5.70  Xsec  a  =  +27.27 

The  quantity  0.45  will  be  at  once  recognized  as 
3.15-5-7.  The  counters  ST  and  R'S  are  not  required 
to  resist  wind  stresses,  but  should  never  be  omitted,  in 
order  that  the  general  stiffness  of  the  bridge  may  be 
increased;  their  cross-sections  may  be  the  same  as  that 
of  Q'R. 


*  The  train  is  taken  as  passing  from  right  to  left. 
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The  lower  resultant  chord  stresses  are  the  following: 

(Z?£')~ -(3X1.90+3X3.15)  tana  - -22.73  tons 

(E'P')  =  -(2X1.90 +2X3.15)  tan  a -22.73=  -37-89 
{P'S')~-       (1.90+       3.15)  tan  a -37.89 --45.47 

(EP)  =  -(DE')  +3.15  -  +25.88  tons 

(F<3)--(£'P') +315 -+41.04 
{QR)  -  -  (P'S')  +3.15  -  +4862 


(  I 


<  ( 
(  I 


If  the  wind  blows  in  the  opposite  direction  to  that 
assumed,  the  chord  stresses  which  have  been  determined 
for  C^N^  will  be  fotmd  in  CN,  and  vice  versa.  Precisely 
corresponding  changes  are  to  be  made  in  the  lower  chords. 
The  stresses  in  the  sway-struts  would  not  be  changed. 
That  diagonal  in  each  panel  which  is  not  stressed  in  the 
preceding  instance  would  sustain  a  tensile  stress  exactly 
equal  to  that  already  fotmd  in  the  other  diagonal. 

It  is  therefore  necessary  to  make  calculations  for  but 
one  direction  of  the  wind. 

So  far  as  equilibrium  is  concerned,  in  the  preceding 
investigation,  there  might  be  taken  H"=  —H  and  //'=o. 
In  such  a  case  BC  would  be  subjected  to  a  bending  moment 
at  F  equal  to  —  M2,  and  the  bending  moment  in  CC\  at  .4, 
would  be  —  M3,  while  the  stresses  in  FA,  AC,  and  CF 
would  be  respectively  -(F'AO,  -(A'C),  and  -(CF'). 
For  these  reasons  all  parts  of  the  portal  should  be  built  to 
sustain  the  stresses  and  moments  which  have  been  foimd 
when  affected  by  opposite  signs. 

It  should  be  remembered  that  the  strut  CC  is  subjected 
to  combined  direct  stress  and  bending  to  the  respective 
amounts  that  have  been  fotmd. 

Those  portions  of  the  lower  sway-struts  EE\  PP\  etc., 
extending  from  the  windward  rail  to  the  lower  chord  BO 
(with  the  direction  of  the  wind  first  assumed)  are  each 
subjected  to  a  compressive  stress,   in  addition  to  those 
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already  found,  nearly  equal  to  an  amount  to  be  deter- 
mined in  the  following  manner:  Let  N  represent  the 
number  of  panels  in  the  sway-truss  and  n  the  number  of 
any  strut,  from  the  farther  end  of  the  truss,  cotmting  the 
end  itself  zero;  i.e.,  for  PP\  n  will  be  5.  In  the  case  takea 
iV-7.    The  amotmt  desired  will  then  be  the  panel  train 

n 
wind  load  multiplied  by  -rv,  added  to  the  panel  wind  pressure 

against  ike  "floor  system;  or,  in  the  example, 

3.15  X- +0.84  =0.45  Xn+0.84. 

This  compression  in  the  struts  arises  from  the  fact  that 
the  wind  pressure  against  train  and  floor  system  is  not 
applied  at  panel-points,  but  on  the  struts  (floor-beams  in 
through-spans)  between  their  ends,  and  that  a  panel  load 
of  the  former  must  be  added  to  the  ordinary  strut  stress 
which  exists  with  the  head  of  the  train  at  the  strut  con- 
sidered. 

This  involves,  however,  a  very  small  error  on  the  side 
of  safety,  since  the  pressure  is  divided  between  the  two 
rails.  Considering  both  directions  of  the  wind,  it  will  be 
seen  that  these  struts  are  subjected  to  this  amount  of 
compression  from  end  to  end  in  addition  to  the  regular 
truss  stresses. 

All  the  preceding  wind  stresses  are  to  be  combined  with 
those  due  to  the  vertical  loading,  wherever  they  act  in  the 
same  piece,  in  the  manner  prescribed  in  the  specifications 
for  any  particular  structure. 

If  the  portals  are  vertical,  the  stresses  {BO)  and  {C'N')^ 
due  to  the  moment  Mi,  will  be  zero;  also  the  span  of  the 
upper  sway-truss  will  be  equal  to  that  of  the  lower.  No 
other  changes  will  occur. 

If  the  bridge  is  a  deck  structure,  when  practicable  the 
ends  of  the  chords  should  be  secured  directly  to  the  piers 
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or  abutments,  as  no  bending  will  then  take  place  in  the 
end  posts.  If  this  is  not  feasible,  the  calciilations  will 
be  precisely  the  same  as  those  already  indicated,  with 
possible  changes  of  signs  in  some  of  the  stresses  in  the 
end  posts  or  braces.  In  deck-bridges,  however,  the  wind 
presstire  against  floor  system  and  train  will  be  foxmd  in 
the  upper  chord. 

The  method  of  treatment  which  has  been  exemplified 
is,  therefore,  perfectly  general  and  sufficient  for  all  cases. 

It  is  now  frequently  specified  that  all  wind  pressure 
against  a  bridge  shall*  be  treated  as  moving  load.  This 
treatment  is  necessary  with  the  train  wind  load,  and  as 
all  wind  pressure  over  extended  areas  is  exceedingly 
variable,  it  is  not  unreasonable  to  treat  the  entire  wind 
load  as  moving.  The  resulting  error  is  small  and  on  the 
side  of  safety.     The  practice  is  to  be  commended. 

Art.  I28,  Transverse  Sway-braces  in  Deck-bridges. 

In  deck-bridges,  tension  sway-braces  (contained  in 
planes  normal  to  the  trusses)  are  introduced,  extending 
from  either  chord  of  one  truss  to  the  diagonally  opposite 
one  in  the  adjacent  truss.  So  far  as  pure  equilibrium  is 
concerned,  when  horizontal  sway-trusses  are  present,  these 
are  superfluous;  but  they  are  highly  efficient  in  their 
influence  on  lateral  stability.  The  actual  stresses  in  these 
members  in  any  given  case  are  indeterminate,  but  their 
greatest  possible  values  are  easily  fixed.  Let  the  total 
wind  pressure  exerted  at  a  pair  of  opposite  panel-points 
in  the  two  upper  chords  be  represented  by  P',  and  let  a 
represent  the  angle  between  a  horizontal  line  and  the 
tension  brace  in  question.  Then  the  greatest  possible 
stress  which  is  required  will  be 

T^  =P'  sec  a. 
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This  assumes  that  all  the  wind  pressure  is  carried  to  the 
lower  chords  and  resisted  by  the  lower  sway-truss. 

In  the  case  of  vertical  end  posts,  where  the  upper- 
chord  ends  are  not  secured  directly  to  piers  or  abutments 
the  stresses  in  the  end  lateral  diagonals  become  perfectly 
determinate.  In  fact,  in  such  a  case,  the  braces  AF, 
A'F\  Figs.  I  and  2,  become  the  diagonals  in  question. 
Let  P  represent  half  the  total  wind  pressure  in  the  two 
upper  chords.  The  tensile  stress  in  either  one  of  these 
diagonals  (if  a  retains  its  preceding  signification)  will  then 
be 

r=Pi  sec  a. 

Let  P  represent  the  total  wind  pressure  against  the 
bridge,  and  P"  the  total  wind  pressure  against  the  train 
when  it  covers  the  whole  span.  Then  let  W  and  W  repre- 
sent the  total  weight  of  bridge  and  train  respectively; 
also  let  /be  the  coefficient  of  friction  between  the  foot 
of  end  post  and  the  supporting  stirface  tmdemeath.  In 
order  that  neither  truss  shall  possibly  be  moved  bodily 
by  the  wind,  with  the  bridge  empty  or  covered  by  a  train, 
there  must  exist  the  following  relations: 

P<S{^-,V).    or    p+p..<,(2±E:.,^.). 

In  the  cases  of  through-bridges,  or  of  deck-bridges  with 
upper  chords  not  secured  to  abutments,  Vi  is  to  be  found 
by  applying  the  general  form  of  eq.  (3)  to  both  bridges  and 
train. 

If  the  ends  of  the  chords  are  secured  to  the  piers  or 
abutments,  the  resistances  of  these  fastenings  will  take 
the  place  of  the  frictional  resistances. 
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Art.  129.  Transference  of 


Load  by  Wind  Pressure. 


One  other  effect  of  the  wind  pressure  against  the  train 
remains  to  be  noticed.*  The  normal  action  of  this  pressure 
will  not  permit  the  train's  weight  to  be  distributed  be- 
tween the  two  chords  which  carry  it,  according  to  the  law 
of  the  lever.     Let  p"  (Fig.  3)  represent  a  panel  wind  pres- 


sure against  the  train,  and  let  h  represent  the  height  of 
its  center  of  action  above  the  points  of  support.  Also  let 
b  represent  the  horizontal  distance  between  centers  of 
trusses;  then 


t^ 


p"h 


(4) 


will  be  the  amount  of  load  which  is  transferred  from  the 
windward  to  the  leeward  truss.  In  other  words,  the  panel 
leeward  load  will  exceed  the  panel  windward  one  by  2/. 
If,  therefore,  w'  is  a  panel  moving  load,  the  action  of  the 
wind  will  cause  all  moving-load  truss  stresses  to  be  in- 
creased by  an  amount  found  by  multipljring  the  stresses, 
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determined  without  regard  to  the  wind,  by  —;.    Also,  if 

s  is  the  distance  (normal)  between  two  adjacent  parallel 
stringers,  the  increase  of  load  on  one,  and  decrease  of  that 
on  the  other,  will  be 

'^-— ^5) 

EQ-  (S)  gives  the  variation  of  load  on  the  floor-beam  also. 
Without  essential  error,  h  may  be  measured  downward 
from  the  center  of  the  body  of  the  car. 

Specifications  sometimes  require  calculations  to  be 
made  with  an  xmloaded  bridge.  In  such  a  case  the  methods 
are  precisely  the  same  as  the  preceding,  with  the  train 
wind  pressure  omitted. 


Art.  Z30.  Transverse  Bracing  for  Transferring  Wind  Stresses 
from  One  Chord  to  Another — Concentrated  Reaction. 

In  Art.  127  it  has  been  supposed  that  the  wind  pressure 
is  resisted  by  sway -trusses  in  the  horizontal  planes  of  both 
upper  and  lower  chord.  It  may  sometimes  be  desirable 
to  transfer  wind  pressure  to  the  lower  chord,  or  to  the 
upper. 

Through-trusses, 

The  section  of  a  through-truss  bridge  in  which  it  is 
desired  to  carry  all  the  wind  pressure  to  the  tower  chord 
is  represented  in  Fig.  4.  AC  and  ND  are  posts  directly 
opposite  to  each  other  in  the  two  trusses.  AN  and  OB 
are  lateral  struts,  while  AO  and  BN  are  lateral  ties.  Let 
the  wind  be  supposed  to  blow  from  right  to  left,  as  shown 
by  the  arrow.  According  to  the  principles  of  the  pre- 
ceding article,  in  consequence  of  its  direction,  the  wind 
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will  relieve  the  truss  AC  of  a  part  of  the  weight  which  it 
carries  and  add  the  same  amount  to  that  carried  by  the 
truss  DN. 

If  the  direction  of  the  wind  were  reversed,  the  truss 
DN  would  be  relieved,  and  AC  would  receive  the  increase 
of  loading. 


-<^-T-  6 


tB^r  <--    -  F 


^MU 


Fig.  4. 


"\J 


V  v^ 


Let  this  relief  (or  increase)  of  truss  load,  per  panel, 
be  denoted  by  w ;  it  will  act  as  though  htmg  from  B. 
The  following  notation,  also^  will  be  used : 

AB^d^ON,  BC^a^OD. 

DC^AN^b. 


F"» total  wind  pressure,  per  panel  (for  one  truss),  on 

i(AB+BC). 
F'« total  wind  pressure,  per  panel  (for  one  truss),  on 
^AB. 

With  the  assumed  direction  of  the  wind,  the  tie  AO 
will  not  be  stressed. 

In  this  article,  the  total  horizontal  reaction  equal  to 
2{F  +F0  will  be  taken  as  concentrated  at  D. 

There  will  then  result: 


Relief  in  truss  AC 


(F'ia 


+rf)  +Fa\ 


/    •     (I) 
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Compression  in  A  A/"  = -F'.   .     .^ (2) 

Tension  in  BN         =  -\-w  sec  ABI^ (3) 

Compression  in  BO  «  -  (F  +w  tan  ABN) 

-=-(F+2F'+[F-fF']^) 

=F-2(F^-F0(^).     .     (4) 
Compression  in  iVD= —It; (5) 

The  horizontal  force  2(F+F0  acts  at  D  toward  C, 
producing  a  bending  in  DN  which  has  its  greatest  moment 
M  at  0.     Hence 

M  =  2(F+F0a (6) 

If  K  is  the  greatest  intensity  of  compressive  stress  (due 
to  flexure)  in  the  cross-section  of  the  post  DN,  at  0,  di 
the  greatest  distance  of  any  compressed  fiber  from  the 
neutral  axis  of  the  cross-section,  and  /  the  moment  of 
mertia  of  the  section  about  an  axis  passing  through  its 
center  of  gravity  and  lying  in  the  plane  of  the  truss ;  then, 
by  the  well-known  formula, 

^ — 7~ (7) 

At  0  there  will  then  exist  the  intensity  of  compression : 
—  (■-+-K'),   in  which  q  is   the  area  of  cross-section    of 

the  column.     The  intensity  of  compression    —  (~~  +-K')  is 

in  addition  to  the  regular  truss  stresses  arising  from  vertical 
and  wind  loads. 

If,  for  lack  of  head  room,  a  flanged  beam  only  is  used, 
as  shown  in  Fig.  5,  instead  of  the  lateral  bracing  of  Fig.  4, 
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then  that  beam  will  be  subjected  to  combined  compres- 
sion and  bending.  Let  +F  represent  the  total  wind  pres- 
sure, per  panel,  for  hoik  trusses,  on  J-AB,  and  let  w  represent 
the  release  of  weight  in  AB  and  increase  in  CD. 


F 

2^ 


60  t     Fig.  5.   I  ^ 

Also,  let  AB^a  and  BD'^b.  ^F  is  to  be  taken  as 
applied  at  A  and  w  at  the  same  point.  Eqtial  and  oppo- 
site forces  are  also  to  be  supposed  to  act  at  D. 

The  moment  M '^Fa^^wb  exists  at  C  and  gives 


w 


Fa 

b  ' 


With  the  direction  of  wind  shown  by  the  arrow,  the 
bending  caused  by  w  will  increase  imiformly  from  nothing 
aX  A  to  M  =wb  at  C,  The  bending  moment,  therefore, 
to  be  resisted  by  this  beam  AC,  and  by  the  joints  between 
it  and  the  chords  A  and  C,  is 


M  =Fa^wb. 


(8) 


The  direct  compression  in  AC  is 

AC^-^F, 


(9) 


Hence,  if  q  is  the  area  of  cross-section  of  the  beam,  and 
if  K,  /,  and  di  retain  the  same  general  signification  as  in 
eq.  (7),  the  greatest  intensity  of  compression  in  the  beam 
(at  its  ends)  will  be 

nF    dxM\  ,     . 
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The  direct  compression  in  CD  is 
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CD^-w. 


("J 


The  bending  moment  in  CD  at  C  is 


M^Fa.       ......     (12^ 

The  greatest  compressive  intensity  is  found  at  once  by 
eq.  (10),  after  writing  w  for  JF,  and  giving  to  the  remaining 
notation  its  general  signification. 


Deck'trusses. 

The  two  preceding  cases  are  those  of  through-trusses. 
In  the  case  of  a  deck-truss  the  lateral  bracing  is  of  much 
more  simple  character;  it^  shown  in  Fig.  6.    At  C  and  A 


i 


--.  P 


Fig.  6. 


are  the  two  lower  chords.  CA  is  a  lateral  strut,  while  BC 
and  DA  are  lateral  ties.  No  parts  are  subjected  to  bending. 
If  F  is  the  panel  wind  pressure  (for  both  trusses)  acting 
along  AC,  there  will  result,  if  all  wind  pressure  in  the 
panel  is  carried  to  the  upper  chord: 

CA=-iF. (13) 


w 


rPC 
=^- 


(130) 


BA=-w (14) 

BC " -k-VWTv^. ds) 
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The  horizontal  component  of  BC  is  equal  to  F,  and 
acts  at  B.  Thus  all  wind  pressure  is  carried  to  the  upper 
chord. 

The  compression  BA  is  in  addition  to  the  regular  truss 
stresses  induced  by  the  vertical  and  wind  loads.  Similarly 
the  stress  in  BD  is  increased  by  F. 

By  these  methods  all  the  wind  pressure  may  be  carried 
to  either  chord.  The  truss  stresses  of  the  sway-truss  in  the 
horizontal  plane  of  that  chord  have  ah*eady  been  found  in 
the  preceding  article,  or  rather  the  methods  for  finding 
them  and  the  effect  of  zt;  on  the  stresses  in  the  vertical 
trusses  have  there  been  completely  given. 

The  wind  has  been  taken  in  one  direction  only;  with 
the  other  direction,  opposite  but  symmetrically  located 
parts  wotild  be  stressed  by  the  amoimts  found. 


Art.  131.  Transverse  Bracing  with  Distributed  Reactions. 

In  the  preceding  articles  it  has  been  assumed  that  the 
horizontal  reactions  of  the  wind  pressure  were  concentrated 
at  the  extremity  (top  or  bottom,  as  the  case  may  be)  of 


Fig.  7. 

one  post  in  the  transverse  panel  considered.  This  assump- 
tion, however,  may  not  be  admitted,  or  some  other  may 
be  substituted  in  its  place. 

Let  Fig.  7  represent  a  transverse  panel,  with  the  wind 
blowing  in  the  direction  shown  by  the  arrow. 
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As  before,  the  following  notation  will  be  used : 

AB^ON^d,  BC^OD^a. 

DC^AN^b. 

F«=  total  wind  pressure,  per  panel,  for  one  truss  on 

F'«  total   wind  presstire,  per  panel,  for  one  truss  on 

hAB. 
tt'=  relief  of  load  in  truss  AC. 

Instead  of  concentrating  the  entire  horizontal  reaction 
at  Z?,  if  n  is  a  quantity  less  than  \uiity,  there  will  be  as- 
sumed: 

Horizontal  reaction  at  Z?  «=  2n{F  +F'). 

C«2(i-w)(F+F0. 


( (        < (    II 


The  wind  pressures  on  liBC  —  isOD  act  directly  at  C 
and  D  in  the  horizontal  sway-tniss,  and  consequently 
will  be  omitted  from  consideration. 

As  in  the  preceding  article, 

2iF'{a  +d)  +Fa) 
^ 1 (i) 

Taking  moments  about  B, 


AN 


= -[f' +2(1 -n)(F+F')^].      .    .     (3) 


Taking  moments  about  N, 


OB 


r2n(F+F0(a+rf)     _.-|  ^^ 

Taking  moments  about  the  intfOrrioctJQn  of  iiitanri  OB 
at  the  distance  infinity  (00 )  from  the  figure,  ,  . 

BN  00  cos  ABN=  +[z£;  00  -h2n(F+F0a]; 

A 
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/.  BN  =  +w  s^c  ABN  =  ^(^Ofl+^(+^a)  ^^  j^^j^      ^^^ 


The  stress  in  BN,  therefore,  remains  the  same  whatever 
may  be  the  assumptions  in  regard  to  the  horizontal  re- 
actions. 

The  bending  moment  at  0,  about  an  axis  l3mig  in  the 
plane  of  the  vertical  truss,  will  be 


M^2n{F+F')a. 


.     .     (S) 


Since  the  windward  truss  is  always  relieved  of  a  part 
of  its  weight  the  bending  moment  2(1 -n)(F  4- F')  a,  at 
5,  will  seldom  or  never  be  needed. 


Fig.  8. 


The  value  of  M,  from  eq.  (5),  put  in  eq.  (7)  of  the  pre- 
ceding article,  and  in  the  expression  following  that  equa- 
tion, will  enable  the  greatest  compressive  intensity  in  the 
post  to  be  found. 

If  the  transverse  panel,  Fig.  7,  represents  the  portal 
of  a  bridge,  the  distances  AB  and  BC,  or  d  and  a,  repre- 
sent inclined  distances  in  the  plane  of  the  portal.  F' 
will  (or  may)  then  include,  also,  the  reaction  of  the  hori- 
zontal sway-truss  whose  plane  contains  AN,  while  F  will 
include  the  reaction  of  the  horizontal  sway-truss  whose 
plane  contains  OB,  if  there  is  such  a  sway-truss. 
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If  n  — J,  as  is  sometimes  assumed, 

.4iV--[F'+(F+F0|] (6) 

0B=-[F'+(F+F')^]=i4iV.     ...     (7) 

If  n  =  i  in  the  formulae  of  this  article,  those  of  the 
corresponding  cases  in  the  preceding  article  at  once  follow. 
In  Fig.  8  let  the  notation  be  as  follows : 

AB^CD-^a.  BD^CA^b, 

Total  wind  presstu'e  for  both  trusses,  per  panel,  along 

AC^F. 
Horizontal  reaction  at  Z) = nF ;      ....     (8) 

£-(i-n)F.  .     .     .     (9) 


( <  i  <        I  < 


If  Fig.  8  represents  a  portal,  F  will  or  may  include 
the  reaction  of  a  horizontal  sway-truss. 

The  bending  moment  on  both  DC  and  CA,  at  C,  also 
on  the  joint  at  the  same  point,  is 

Ml  ^nFa (10) 

This  is  the  greatest  bending  in  DC  and  CA  of  that  kind 
which  produces  compression  in  the  lower  flange  of  the 
beam  CA, 

The  relief  of  panel  load  in  the  truss  AB  and  increase 
of  that  in  CD  is 

Fa 
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Let  X,  measured  from  A,  represent  any  variable  portion 
of  CA ;  then  the  bending  moment  at  any  point  of  CA  is 

Fa 
M  =  (i  — n)F-a— 'Z£;:r  =  (i  — «)F-a  — -T-%.       .     (ii) 

If  w  =  i»  and  if  the  mid-point  of  AC  be  considered, 
X  —  ^b.     Hence 

M=o (no) 

This  indicates  a  point  of  contrafiexure. 
For  the  point  or  joint  A,  x  becomes  equal  to  o,  while 
the  expression  for  the  moment  is 

Mi'«-(i -n)Fa (12) 

This  is  the  greatest  bending  of  the  kind  opposite  to 
Ml,  in  CA.  It  is  also  the  greatest  bending  in  AB,  The 
connections  at  C  must  resist  the  moment  Mi,  while  those 
at  A  must  resist  M/. 

The  direct  compression  in  CA  is  ^F\ 

If  n=i  Mi=Mi'=iFa (13) 

These  various  bending  moments,  substituted  in  eq.  (10) 
of  the  preceding  article  for  M,  will  enable  the  greatest 
intensities  of  stress  in  the  members  CA,  CD,  and  AB  to 
be  at  once  found. 

Art.  132.  Stresses  in  Braced  Piers. 

The  general  treatment  of  stresses  in  braced  piers  may 
be  exemplified  by  that  of  a  single  **bent  "  represented 
by  a  skeleton  diagram  in  Fig.  9,  in  which  the  horizontal 
web  members  are  in  compression.  The  plane  of  the  **bent" 
is  vertical  and  normal  to  the  center  line  of  the  truss  whose 
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end  rests  upon  it;  or  if  the  track  is  curved,  this  plane 
is  normal  to  it.  The  bent  shown  in  Fig.  9  may  be  con- 
sidered one  of  a  pair,  in  parallel  planes,  which,  being  braced 
together,  compose  the  complete  braced  pier.     The  rect- 


FiG.  9. 

angle  JMNQ  represents  a  skeleton  section  of  ■  the  truss 
supported  by  the  piers,  the  lower  chords  of  which  rest 
upon  the  top  of  the  pier  at  A  and  B,  A  skeleton  section 
'Of  the  train  is.  also  shown. 

The  direction  of  the  wind  is  supposed  to  be  shown  by 
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the  arrow  a,  normal  to  the  track  at  the  top  of  the  pier. 
If  the  trusses  are  loaded  with  a  train,  the  wind  pressure 
against  them  and  the  train  will  be  carried  to  the  top  of 
the  piers  in  the  manner  shown  in  Art.  129.  The  wind  will 
also  act  against  the  pier  itself. 

Wind  Stresses  in  Loaded  Structure, 

Let  the  train  be  supposed  to  cover  the  whole  of  the  two 
spans  adjacent  to  the  top  of  the  bent  (in  all  ordinary  cases 
one  of  these  spans  will  be  the  distance  between  two  ad- 
jacent bents) ;  then  let  H  represent  half  the  total  wind 
pressure  against  trusses,  and  P/'  half  that  on  the  train 
covering  the  two  spans. 

The  height  of  the  center  of  action  of  Pi"  above  AB, 
Fig.  9,  is  h.  Also  let  b=AB.  The  pressure  Pi"  will 
decrease  the  train  reaction  at  A  and  increase  that  at  B 
by  the  amoimt 

^' — r ^'> 

Let  A'  represent  the  vertical  distance  of  the  center  of 
action  of  H  from  the  horizontal  line  AB, 

The  wind  pressvire  on  the  trusses  JMNQ  willalsa 
cause  a  decrease  of  truss  reaction  at  A,  and  an  equal  in- 
crease of  that  at  J?,  which  will  be  denoted  by  V,  and  its 
value  will  be 

Consequently  if 

f^Vi+V 5-+^.       ....     (2> 

the  total  horizontal  force  to  be  taken  as  acting  at  A,  and 
with  the  wind,  will  be  (H+Pi"-2t'  tan  a)  added  to  the 
wind  pressure  acting  directly  at  A. 
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It  is  implicitly  supposed  that  two  eqiial  and  opposite 
forces,  equal  in  magnitude  and  parallel  to  P/',  act  along 
AB.  One  of  these  forms,  with  Pi"  itself,  the  couple  P/'A ; 
the  other  is  the  wind  presstire  which,  combined  with  the 
half -panel  pressure  at  A,  and  {H  —  2V  tan  a),  is  represented 
by  cd  in  Fig.  12. 

The  quantity  f  (Fig.  10)  is  the  force  of  a  couple  whose 
lever-arm  is  b.    One  force  f  is  therefore  supposed  to  act 


tCtaxi^il^         BvVunua 


Fig.  10. 


at  A,  and  the  other  at  B.  Vi  will  be  considered  *  larger 
than  V;  f  will  act  upward  at  A  and  downward  at  B.  If 
a  is  the  angle  between  AK  or  BL  and  a  vertical  line, 
the  f  at  B  will  cause  a  compression  in  AB  equal  to  f  tan  a, 
while  the  f  at  A  will  pull  to  the  left  by  the  same  amount. 
Consequently  the  force  2f  tan  a  will  act  on  the  point  A 
and  toward  the  left. 

In  Fig.  11,  cd  represents  the  force  (i/+Pi"-2^'  tan  a) 
laid  down  to  any  desired  scale.  The  small  segments 
measured  to  the  right  of  d  represent  the  panel  wind  pressures 
against  the  pier  at  the  points  C,  £,  G,  and  K,  while  those 
shown  on  the  left  of  c  represent  the  panel  pressures  at 
£>,  B,  F,  H,  and  L.  The  panel  pressures  oX  A,  B,  K,  and  L 
are  half  those  at  the  other  points. 


I 


452 


STRESSES  CAUSED  BY  fVIND. 


[Ch.  IX. 


Stresses  Dice  to  Vertical  Loading. 

These  stresses,  due  to  the  horizontal  wind  pressures 
against  structure  and  train,  may  be  at  once  scaled  from 
the  diagram  of   Fig.    11    and   tabulated.     The   mode  of 

fnrSr  ^^^ 


Fig.  II. 

combination  with  the  stresses  due  to  the  vertical  loading 
will  be  prescribed  in  the  specifications  governing  the 
design  of  the  structure. 

If  the  girders  on  trusses  rest  at  the  tops  of  the  viaduct 
towers  in  the  manner  shown  in  Fig.  12,  there  will  be  no 
change  whatever  in  the  preceding  methods  or  diagram. 
In  this  case,  however,  the  wind  pressure  against  the  girders 
or  trusses  AMNB,  Fig.  12,  will  increase  the  reaction  at  A 
and  equally  decrease  that  at  B,  The  only  result  different 
from  the  preceding  will  be  a  change  in  the  sign  of  V  from 
plus  to  minus,  so  that 

t  =Vx-V r--- L- (3) 
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This  value  of  t'  is  to  be  used  in  the  expression  for  the  total 
horizontal  force  acting  at  A,  i.e.  {H  +Pi"  -2^'  tan  a). 

Wind  Stresses  on  Unloaded  Striicture, 

If  the  structure  carries  no  train  load,  the  train  pressure 
Pi"=o,  and 

,        HW 


H- 


c*^- 

~7v 

fiL^ 

kL*^""^^ 

^""^^ 

Fig.  12. 


The  plus  sign  is  to  be  used  in  the  case  shown  by  Fig.  9, 
and  the  minus  sign  for  Fig.  12. 

The  total  horizontal  force  acting  at  A  then  becomes 


H  —  2f  tan  a. 


(5) 


These  various  values  for  the  total  horizontal  force  at 
A  for  the  different  cases  are  to  be  represented  by  cd  in 
the  diagram  of  Fig.  11. 
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Let  W  represent  the  total  dead  weight  of  adjacent 
girders  or  trusses  and  tracks,  and  W  the  total  moving 
load  resting  at  the  top  of  the  bent. 

Let  Wi  represent  the  panel  weight  of  the  pier  itself 
resting  at  the  points  C,  E,  G,  D,  F,  H,  ^Wi  will  be  taken 
as  applied  at  the  pdints  A,  B,  K,  and  L;  then  the  resultant 
reactions  at  A  and  B,  with  the  wind  blowing,  will  be, 
respectively, 

2  2  ^ 

when  the  structure  carries  no  moving  load,  or 
f    and -\-f 

2  2 

when  the  moving  load  is  carried  by  the  structure. 

In  the  diagrams  and  in  the  equations  which  follow, 
positive  and  negative  signs  indicate  tensile  and  compressive 
stresses  respectively. 

Dead-load  Stresses: 

The  stresses  due  to  the  dead  loads  at  A  and  B  and  the 
other  panel-points  and  to  the  vertical  effects  at  A  and 
B  of  the  wind  pressure  will  be  the  following : 


AC  =  -  (—  - ^  +-7^)  sec  a ; 
EG''^-l''     "+^')     *' 
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BD" ^^r-j-^f  +i^j  sec  a; 


/     .  -W/  V  I 


-( 


DF"'-\"     "  + 


,.•     ..  .  iW\\    u 


2 


) 


HL"--l"     "+^')    " 
AB"  -  -  (^  +^)  tan  a. 

EF" -  —  "       " 

\2  2     / 

The  difference  between  the  horizontal  component  in 
HL  and  KU^  is  2/^  tan  a,  and  it  acts  toward  the  right. 

Moving-had  Stresses, 

The  stresses  due  to  the  moving  loads  at  A  and  B  are 
uniform  throughout  AK  and  5L ;  they  are 

W 
AK'^BU^—SGca, 

2 

Also  the  moving-load  stresses  in  AB  and  KL  are 

AB^ « tan  a. 

2 

J^L  «  H — -  tan  a. 
2 
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Resultant  Stresses. 

In  all  casps  /'  is  to  include  wind  effects  on  the  train 
only  if  the  moving  load  is  considered. 

The  stresses  caused  by  the  horizontal  wind  pressure 
acting  through  i4,  B,  C,  Z),  etc.,  are  shown  in  Fig.  ii,  as 
has  already  been  noticed.  The  diagonals  sloping  simi- 
larly to  AD  are  assumed  not  to  be  stressed.  The  dia- 
gram explains  itself. 

The  resultant  stresses,  finally,  are  to  be  foimd  by  com- 
bining the  results  of  the  diagram  in  Fig.  ii  with  those 
expressed  by  the  equations  already  written.  They  are 
the  following : 


AC^- 


CE^- 


EG^- 


GK^ 


BD^- 


DF^- 


FH^- 


HL=- 


W+W* 


-/'H- 


Wi 


j  sec  a; 


(< 


a 


It 


„  ,  7Wi\    ,. 


+ 


) 


+GK; 


W+W 


<( 


11 


+f^ I  sec  a 

2  / 


-BD\ 


-DF; 


') 


ti 


»  .  7Ei\    « 


+— ; 


-FH; 


-HL\ 


AB  =  -i(T^  +W  +  Wi)  tan  a  -AB; 
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CD^-WitSLQa-CD; 
EF=-"      "     -EF\ 


GH"-"      "     -GH; 

The  resultant  stresses,  however,  will  not  ordinarily  be 
combined  by  simply  adding  as  in  the  above  series  of  equa- 
tions, but  the  specifications  for  each  case  will  indicate- 
the  mode  of  combination.* 

It  is  not  necessary  to  reproduce  the  stresses  in  the 
oblique  web  members,  since  they  can  be  scaled  directly 
from  Fig.  ii. 

All  the  stresses  may  be  checked  by  the  method  of 
moments  in  the  usual  manner,  and  such  checks  should 
always  be  applied. 

The  two  reactions  R  and  /?'  are  the  following: 

R  =^(W  +W' -2f  +SWi)  -{-Ri; 

It  is  to  be  remembered  that  /?i'  is  to  be  taken  as  positive 
in  these  expressions;  also  that  /?i'=— /?i,  as  shown  in 
Fig.  II. 

Friction  at  Foot  of  Bent  and  Other  Special  Matters, 

The  lateral  force  Fi  to  be  resisted  at  the  foot  of  the 
bent  by  friction  or  some  special  device  is  the  total  wind 
pressure  against  the  train,  truss,  and  bent. 

If  /'  is  the  coefficient  of  friction  at  K  and  L,  Figs.  9  and 
12,  the  lateral  resistance  of  friction  offered  at  K  is  /'/?, 

*  See  the  specifications  of  Arts.  49  and  51. 
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and  that  at  L,  fR!,  It  is  supposed  that  both  the  reactions 
R  and  R'  are  upward,  also  that  both  coefficients  of  friction 
are  the  same. 

The  expression  for  stress  KL  has  been  written  on 
the  assumption  that  all  frictional  resistance  is  exerted  at  L, 
Strictly,  however,  the  stressin  KL  may  be  taken  as   , 


KLi^KL-fR, 


always  supposing,  numerically,  KL>fR. 

The  circumstances  of  partictilar  cases  frequently  require 
calculations  to  be  made  with  the  structure  free  of  moving 
load,  as  well  as  covered  with  it. 

The  wind  has  been  taken  in  but  one  direction  only,  but 
the  pier  is  to  be  designed  for  both  directions. 


2  Cab)- 


tlG,  13. 


It  should  be  stated  that  2^'  tan  a  may  be  treated  as  a 
single  force  acting  toward  the  left  and  along  AB,  Figs.  9 
and  12.     It  will  then  give  rise  to  the  diagram  in  Fig.  13, 
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which  shows  all  the  stresses  produced  by  its  action.  In 
that  figttre  ad  represents  2f  tan  a.  In  such  a  treatment  of 
the  question,  cd,  Fig.  11,  would  represent  H +Pi"  added 
to  the  half -panel  pressure  at  A.  The  resultant  stresses 
would  then  be  found  by  combining  the  results  of  the  two 
diagrams  with  those  of  the  equations.  All  the  results  of 
these  two  methods  will  not  agree;  the  latter  will  give  the 
greatest.  This  ambiguity  cannot  be  avoided,  for  it  results 
from  the  fact  that  a  section  through  the  bent  cannot  be 
taken  so  as  to  sever  three  members  only. 


Art.  133.  Double-track  Viaducts. 

Mr.  J.  A.  Powers,  C.E.,  has  called  attention  to  the 
fact  that  the  web  members  of  a  braced  tower  carrying  a 
double-track  railway  similar  to  that  shown   in    Fig.   14 


Fig.  14. 

will  receive  their  greatest  stresses  with  the  windward  track 
only  loaded. 

The  vertical  member  GH  may  be  supposed  to  carry 
its  proper  proportion  of  the  load  which  rests  on  each 
track.  This  supposition,  however,  does  not  affect  the 
statement  made  above. 
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Let  the  wind  have  the  direction  shown  by  the  arrow, 
and  let  W,  as  before,  represent  the  moving  weight  resting 
on  GB,  while  te/  is  that  part  of  W  which  is  carried  to  B. 
If  GH  acts, 


If  GH  does  not  act, 


CF 


DF 
In  the  latter  case  the  beam  AB  will   carry  tt^i'=*^^^' 

to  A, 

If  the  angle  FBN-^CAM^a,  the  force 

H'  =t£/  tan  a  —W\  tan  a 

will  act  along  A  B  as  an  unbalanced  horizontal  one.  If 
GH  acts,  w\   tan  a  becomes  equal  to  zero. 

Then  in  the  preceding  investigation,  there  is  to  be  put 
(H +H^)  for  H,  while  le/  is  to  be  taken  as  acting  verti- 
cally down  at  J5,  and  «//  or  o  (as  the  case  may  be)  at  A. 
The  preceding  methods  and  diagrams  remain  exactly 
the  same  as  before. 

In  the  formulae,  however,  wi'  or  o  is  to  be  put  for  the 

—  at  A,  Fig.  12,  and  u/  for  that  at  B  in  the  same  figure. 

mm 

Nothing  else  is  changed. 

If  W  rests  on  AG  and  GB  at  the  same  time,  a  hori- 
zontal force  equal  and  opposite  to  H'  is  developed  at  A^ 
Fig.  14.     Hence  H'  will  be  balanced  and  disappear. 

If  W  rests  on  AG  alone,  with  the  direction  of  the  wind 
remaining  the  same,  //'  will  change  its  direction,  thus 
giving  much  smaller  web  stresses  than  those  existing  with 
W  on  GB  alone. 
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If,  for  any  reason,  the  load  on  a  single-track  bent  does 
not  rest  over  its  center,  H'  will  have  a  definite  value,  and 
the  above  considerations  must  govern  the  determination 
of  the  web  stresses.  This  condition  may  exist  if  it  becomes 
necessary  to  place  braced  piers  under  a  single-track  rail- 
way curve. 


Art.  134.  Stresses  Caused  by  Tractive  Force. 

The  stresses  caused  by  the  traction,  or  pull,  of  the 
locomotive,  in  the  members  of  a  braced  pier,  are  simple 
in  character  and  easily  determined. 
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FiO.  15. 

In  such  a  case,  the  tower,  as  shown  in  Pig.  15,  is  simply 
a  cantilever  with  the  traction,  or  ptiU,  as  a  single  force 
acting  at  its  extremity.  The  traction  acts  along  the  line 
of  the  rails,  and  the  length  of  the  cantilever  is  the  height 
of  the  pier.  The  stresses  thus  determined  are  to  be  com- 
bined with  those  already  found. 


CHAPTER  X. 

DETAILS  OF  CONSTRUCTION. 

Art.  13$.  Classes  of  Bridges — ^Fonns  of  Compression  Members- 
Chords  Continuous  or  Non-continuous. 

Truss-bridge  structures  are  divided  into  two  classes^ 
those  with  '* pin-connections "  and  those  with  ''riveted 
connections/*  In  the  former  class  the  connection  of  web 
members  with  the  chords  or  with  each  other  is  made  by 
a  single  pin  only,  as  in  Fig.  i  (the  figure   shows   simply 


Fig.  I. 


the  upper-chord  and  tension  web  members  together  with 

one  end  post).     The  pins  are  shown  at  i,  2,  3,  4,  and   5 

where  the  tension  members  join  the  chord.     In  the  latter 

class  the  connections  mentioned  are  made  by  means  of 

rivets,  as  shown  in  Fig.  2.     In  that  figure  A  is  a  tension^ 

and  B  a  compression  web  member,  while  CDE  is  a  portion 

of  the  lower  chord. 

Screw  connections  for  tension  web  members  and  simple 

abutting  connections  for  compression  ends  have  been  used, 

but  are  not  usually  employed  at  present.     A  screw  con- 
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nection  is  formed  by  passing  a  tension  member  throtigh 
the  chord  at  one  of  the  joints  and  placing  a  nut  upon 


Fig.  2. 

the  end  of  it;  or  again,  as  in  Fig.  3.  The  method  can  only 
be  conveniently  used  when  the  tension  members  are  of 
circular  cross-section. 

An  abutting  connection  for  a  compression  web  member 
is  formed  by  simply  abutting  either  end  against  the  chord. 


which  is  properly  formed  for  the  purpose  at  the  joint. 
The  end  of  the  post  or  strut  may  be  inserted  in  the  chord, 
or  else  a  projection  of  the  chord  passes  into  the  end  of 
the  post;  or,  again,  some  simple  device  is  employed  for 
the  ptirpose  of  keeping  the  ends  of  the  post  in  position, 
and  for  nothing  else,  as  the  entire  compressive  stress  in 
the  post  or  strut  is  transmitted  through  the  abutting  sur- 
faces. 

Occasionally  screw,  abutting,  and  pin  connections  have 
been  combined  in  a  single  bridge. 

The  various  forms  of  cross-sections  which  have  been 
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used  for  upper  chords  and  posts,  and  compression  members 
generally,  are  almost  innumerable.  The  result  always  to 
be  kept  in  view  is  to  place  the  material  as  far  as  practicable 
from  the  neutral  axis.  Figs.  4,  5,  6,  and  7  show  methods 
of  building  up  the  upper  chord,  consisting  of  riveting  an 
upper  cover-plate  to  a  pair  of  channel  bars,  or  to  other 
plates  and  angles. 


Fig.  4-  Fk>-  5-  Fic  6.  Fig.  7. 

Chords  are  continuous  or  non-continuous  according  as 
they  are  built  up  in  a  continuous  manner  from  end  to  end, 
or  built  up  of  panels  abutting  against  each  other  at  the 
panel-points.     The  former  are  principally  used. 

Tfension  members  are  always  of  rectangular  or  circular 
section.  Fig.  16  is  a  lower-chord  "eye-bar."  In  writing 
of  channel  bars,  I  beams,  Z  bars,  angles,  square  or  round 
bars  and  rods,  they  are  indicated  as  follows:  c,  1,  z,  l, 
D ,  O  ;  that  is,  by  skeletons  of  their  sections. 


Art.  136.  Cumulative  Stresses. 

Stresses  are^  said  to  be  cumulative  in  any  part  of  a 
structure  when  they  are  transmitted  through  that  part 
to  other  parts,  whose  whole  duty  is  to  sustain  them,  the 
part  in  question  being  subject  at  the  same  time  to  its  own 
stress.  The  member  in  which  the  stresses  are  cumulative 
is,  therefore,  overstrained  to  some  extent  in  some  one  or 
more  portions  of  it.  The  two  channel  bars  in  Fig.  i  are 
the  portions  of  that  upper  chord  which  are  subjected  to 
cumulative  stresses.  If  CC  is  supposed  to  be  the  center 
line  of  the  span,  the  compressive  stress  in  the  chord  in- 
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creases  as  CC  is  approached  from  either  end  in  conse- 
quence of  the  components  in  the  direction  of  the  center 
line  of  the  chord  of  the  stresses  in  the  inclined  ties  A,  J5, 
C,  etc.  If  this  increase  of  stress  were  provided  for  by 
riveting  plates  to  the  upper  flanges  of  the  two  channels, 
it  is  evident  that  those  plates  wotild  receive  their  stresses 
indirectly  through  the  channels.  Since  the  latter  are 
supposed  to  sustain  their  own  share  of  direct  compressive 
stress,  it  is  plain  that  the  material  in  the  vicinity  of  the 
front  of  the  pin  (looking  from  the  center  of  the  pin  toward 
the  center  of  the  bridge)  wovdd  be  subjected  to  a  much 
greater  intensity  of  compressive  stress  than  shotild  exist 
in  the  structure.  This  relates  only  to  the  material  in  front 
of  the  pin,  and  that  is  the  only  vicinity  in  which  cumu- 
lative stresses  would  exist  if  the  plates  could  be  so  securely 
riveted  to  the  cs  that  the  whole  chord  could  be  depended 
upon  to  act  as  one  piece.  In  practice,  however,  no  such 
riveted  work  exists.  The  cs  must  inevitably  yield  to 
some  extent  before  they  wotild  bear  sufficiently  on  the 
rivets  to  give  to  the  plates  their  proper  share  of  the  stress. 
The  result  would  be  that  not  only  the  material  in  front 
of  the  pin  but  the  whole  of  the  cs,  would  be  overstrained 
by  these  cumulative  stresses.  The  only  remedy  is  so 
to  proportion  the  chord  that  those  parts  which  are  de- 
signed to  sustain  stress  shall  receive  it  immediately,  and 
not  indirectly  through  some  other  part. 

Fig.  12,  page  472,  shows  a  method  of  accomplishing 
this  object.  The  plate  ab  is  a  light  one  riveted  to  the 
top  flanges  of  the  cs,  and  extends  throughout  the  whole 
length  of  the  chord.  The  increase  of  the  areas  of  cross- 
sections  are  obtained  by  riveting  plates  to  the  flat  sides 
of  the  cs,  and  by  adding  an  i,  if  necessary,  as  shown. 
The  parts  of  the  chord  thus  receive  stresses  directly  from 
the  pins,  and  cumulative  stresses  are  obviated. 

It  is  also  evident  that  if  the  stresses  are  applied  to  the 
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centers  of  gravity  of  the  cross-sections,  or  parts  of  the 
cross-section,  no  cumulative  stresses  will  exist. 

Cumulative  stresses  are  as  liable  to  occur  in  riveted 
connections  as  in  pin-connections;  in  fact,  more  so.  It 
may  be  said  to  be  impracticable  so  to  construct  riveted 
work  that  cumulative  stresses  will  not  exist,  and  in  this 
respect  pin-connections  'have  the  advanatge  of  riveted 
connections.  Fig.  2  illustrates  the  matter  for  a  riveted 
chord,  although  the  advantage  is  not  material.  The 
plate  C  is  common  to  the  whole  chord,  and  all  web  mem- 
bers are  riveted  to  it,  as  shown  by  A  and  J5,  so  that  before 
the  rivets  can  take  their  share  of  the  stress  in  transferring 
it  to  the  plate  and  Ls  E  and  D,  it  (the  plate  Q  will  neces- 
sarily yield  to  such  an  extent  that  cumulative  stresses  will 
exist  throughout  its  whole  length  to  a  greater  or  less  degree. 


Art.  137.  Direct  Stress  Combined  with  Bending  in  Chords. 

If  direct  stress  is  not  applied  to  the  centers  of  gravity 
of  the  ends  of  a  piece  subjected  to  compression,  it  is  clear 
that  bending  must  take  place. 

In  Figs.  I  and  8  the  horizontal  components  of  the  oblique 


Fig.  8. 

forces  in  the  ties  A,  B,  etc.,  do  not  act  through  the  centers 
of  gravity  of  the  sections  of  the  chord,  hence  there  must 
be  bending  in  those  chords.  If  the  chords  were  perfectly 
straight,  and  if  the  centers  of  the  pin-holes  were  all  at 
the  same  distance  from  the  centers  of  gravity  of  the  differ- 
ent cross-sections,'  as  well  as  in  the  same  straight  line, 
the  total  direct  stress  to  which  the  chord  is  subject  at  any 
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section  would  produce  bending  at  that  section,  and  the 
lever-arm  wotild  be  the  same  for  all  sections.  Camber 
and  deflection  from  loading,  however,  so  complicate  the 
matter  that  it  is  quite  impossible  to  make  even  a  satis- 
factory approximate  computation  of  the  chord  bending 
arising  in  this  manner.  All  chords  in  compression,  there- 
fore, should  be  so  designed  that  the  axes  of  the  pins  may- 
traverse  the  centers. of  gravity  of  their  sections,  or  very 
nearly  so,  even  though  the  ties  rest  directly  on  the  upper 
chord.  It  is  clear  that  when  this  bending  exists  to  a  ma- 
terial extent,  the  proper  distribution  of  direct-  stress  is 
greater  disturbed,  though  to  an  indeterminate  extent,  and 
is,  except  in  rare  cases,  faulty  construction. 

It  is  evident  that  if  cumulative  stresses  occur,  flexure 
must  necessarily  exist,'  for  the  simple  reason  that  the 
direct  stress  is  not  uniformly  distributed  over  the  cross- 
section  of  the  chord. 

Although  this  flexure  is  indeterminate  in  amoimt  and 
shows  a  faulty  design,  the  attempt  to  utilize  it  has  some- 
times been  made,  and  the  analysis  on  which  the  practice 
was  based  will  now  be  given,  it  being  premised  that  the 
ties  are  supposed  to  rest  directly  on  the  chords,  as  shown 
in  Figs.  8  and  9. 


a^-Ao^^^^^ 


_A_>i 


Fig.  9. 

Suppose  Fig.  10  to  be  an  enlarged  cross-section  of  the 
chord  in  Fig.  8,  and  let  fg  pass  through  the  center  of  gravity 
of  the  cross-section  parallel  to  ba  and  mn.  Since  the  in- 
crement of  the  chord  stress  transmitted  through  the  pin 
from  the  ties  ^4^4  is  applied  to  the  cross-section  of  the 
chord  at  a  distance  h  below  the  center  of  gravity,  there 
will  be  an  excess  over  the  mean  intensity  of  stress  in  the 
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cross-section  at  the  lower  side  EE,  and  a  deficiency  at  the 
upper  side  ab. 

Let  P  be  the  increment  of  direct  compressive  stress 
given  to  the  chord  by  the  ties  A  A,  and  let  P\  be  the  total 
direct  compressive  stress  in  the  section,  and  let  5  repre- 
sent the  area  of  the  cross-section.         * 

The  variation  of  the  intensity  of  stress  from  the  mean 
is  due  to  the  moment  Ph,  and  since  this  moment  is  con- 
stant for  all  points  between  any  two  pins,  as  ir-2  or  2 — 3, 


-i 


Fig.  10. 


Fig.  8,  the  variation  in  intensity  is  also  constant  between 

these  points. 

KI 
The  moment  Ph='-r--,  in  which  di  is  the  distance  from 

fg  to  EE,  and  K  the  intensity  of  stress  at  EE  due  to  bend- 
ing, gives,  therefore, 

K  =' — r-. 


The  intensity  of  stress  at  ab  due  to  bending  is 


d  —d\ 
~dr 


K. 


The  total  intensity  of  stress  at  EE,  Fig.  7,  is  equal  to 

Pi  ^  ,       Pi     T^d--di       ^ 

-^+/v,    and  that  at  6a,  -^—K—i — ;    the  mtensity  at 

p 
fg  =  -^,  whatever  may  be  the  figure  of  the  cross-section. 
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The  intensity  at  any  point  of  the  section  may  easily  be 

found  from  K  hy  a,  simple  proportion,  and  the  total  in- 

p 

tensity  by  adding  that  to  -^. 


Deck-bridge  with  Load  Directly  on  Upper  Chord, 

If  the  load  rests  directly  on  the  upper  chord,  supposed 
to  be  non-continuous  at  the  panel-points,  although  not  so 
shown  in  Fig.  8,  it  will  produce  tension  at  the  lower 
side  of  the  chord  and  compression  at  the  upper  by 
simple  flexure,  an  opposite  tendency  to  that  exerted  by 
the  moment  Ph, 

The  moments  due  to  the  moving  load  on  any  panel 
vary  (that  is,  increase)  from  the  joints  to  the  middle  point 
of  the  panel,  where  the  moment  is  a  maximum.  Denote 
by  K'  the  greatest  intensity  of  the  tensile  stress  caused 
by  the  moment  of  the  moving  load,  then 

r^,    diM 

in  which  M  expresses  the  greatest  moment  of  the  applied 
load. 

For  a  uniform  load 

wP 


M 


8  * 


and  it  exists  at  the  center  of  the  panel.  •  Ordinarily,  the 
chord  would  be  required  to'  resist  the  bending  moment 
expressed  by  M,  but  h  may  be  so  chosen  that  for  its  maxi- 
mum value  K=K\  and  then  no  extra  metal  will  be  re- 
quired on  account  of  the  flexure  produced  by  the  moving 
load.     This  value  of  h  is  found  as  follows : 

Phdi_diM^       .    u-M. 
I     ~    I     '•    •'■"'-  p- 
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The  value  of  A,  therefore,  is  independent  of  the  form 
of  cross-sections.  If  K<K\  additional  material  i^-ill  be 
needed  in  order  to  prevent  an  excess  of  compressive  stress 
at  the  upper  part  of  the  chord  and  a  deficiency  at  the 
lower  side.  When  K>K\  there  is  an  excess  of  com- 
pressive stress  at  EE,  Fig.  lo. 

This  method  of  neutralizing  the  flexure  produced  by  the 
direct  application  of  the  moving  load  to  the  chords  is 
imsatisfactory  in  many  ways  and  should  never  be  used. 
At  all  places  in  the  panel  except  the  center  the  metal  is 
still  overstrained  by  the  flexure  due  to  its  own  stress, 
and  in  the  vicinity  of  the  panel-points  this  condition  exists 
to  a  serious  extent. 

If  the  chord  is  continuous,  the  objections  to  the  method 
already  mentioned  gather  increased  force.  At  and  near 
the  ends  of  the  panels  the  fixed  and  mo\4ng  load  produce 
flexure  in  the  same  direction  as  the  direct-chord  stress, 
and  to  twice  the  amount  found  at  the  center.  It  is  not 
necessary,  therefore,  to  consider  this  case  farther. 

A  considerable  saving  of  material  can  be  effected  by 
placing  the  ties  directly  on  the  upper  chord  of  a  deck- 
bridge,  and  with  a  proper  design  it  in  no  manner  con- 
flicts with  the  best  practice.  In  all  cases  the  axis  of  the  pin 
should  traverse  the  center  of  gravity  of  the  chord  section,  or 
as  nearly  so  as  practicable,  in  order,  if  possible,  to  elimi- 
nate all  flexure  due  to  the  direct-chord  stress.  The  chord 
section  shotild  then  be  so  formed  that  the  combined  stresses 
due  to  flexiu'e  in  the  exterior  fibers,  and  the  direct-chord 
stress  shall  at  no  point  exceed  a  proper  value  per  square 
imit.  This  value  may  be  taken  at  10,000  to  12,000  pounds 
per  square  inch  for  mild-steel  upper  chords.  These  values 
may  be  taken  comparatively  high  for  the  reason  that  a 
small  portion  only  of  the  material  is  subjected  to  these 
intensities,  and  that  small  portion  is  well  supported  against 
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fatigue  by  the  material  about  it,  which  is  considerably 
imderstrained. 

If  the  notation  previously  used  in  this  article  be  still 
maintained,  the  maximum  external  moment  M  will  develop 
in  the  most  remote  fibers  at  the  distance  rfi  from  the  neutral 
axis  the  intensity 

K'J^ (I). 

If,  on  the  other  hand,  Pi  is  the  total  direct  stress  in 
the  chord  and  5  the  area  of  cross-section,  while  p  is  the 
greatest  allowable  combined  stress,  then  there  will  result 


-§ 


(2) 


Eq.  (2)  shows  that  in  the  most  efficient  design  the 
moment  of  inertia  /  of  the  section  must  be  the  greatest 
possible.  At  the  same  time  considerations  affecting  the 
joint  details  render  it  advisable  that  the  center  of  gravity 
should  lie  not  far  from  the  mid-depth  of  the  section.  These 
two  conditions  are  fulfilled  by  placing  large  portions  of 
the  material,  and  as  nearly  as  possible  in  equal  amounts, 
at  the  top  and  bottom  of  the  chords,  as  shown  in  Fig.  1 1 . 


J 


S 


p 


—a 


,  ^QQ^J 


Fig.  II 


The  cover-plate  be  and  angles  dd  are  made  as  light  as  the 
circumstances  of  proper  design  will  permit,  but  the  angles 
aa  are  made  as  heavy  as  possible.  An  unequal-legged 
angle  is  a  good  one  for  aa  with  the  longest  leg  horizontal. 
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and  it  is  sometimes  necessary  to  rivet  a  narrow  plate  to 
those  horizontal  legs  in  order  to  properly  balance  the 
section.  The  center  of  gravity  line  fg  will  usually  lie  a 
little  above  the  center  of  figure^ 

As  the  center  of  the  span  is  approached  from  the  end 
the  chord  section  must  be  increased,  but  in  no  case  should 
that  increase  be  made  by  thickening  the  cover-plates  or  in- 
creasing their  number^  as  such  an  operation  inevitably 
means  cumulative  stresses  or  flexure  by  direct  stress.  In 
rare  cases  it  may  be  admissible  to  slightly  thicken  the  cover- 
plate,  if  there  is  but  one,  but,  as  a  rule.  Fig.  lo  shows  a 
design  to  be  carefully  avoided.  All  increase  of  section 
should  be  obtained  by  thickening  the  side  of  the  web 
plates,  or  increasing  their  number;  or,  again,  by  increas- 
ing the  angles,  or,  finally,  by  introducing  an  interior  I 
beam,  as  shown  in  Figs.  6  and  12 


Fig.  12. 

If  the  chord  is  non-continuous,  M  is  simply  the  bend- 
ing for  a  span  equal  in  length  to  a  panel  and  due  to  the 
track  load,  own  weight,  and  superimposed  moving  load, 
and  is  easily  determined.  If  the  chord  is  continuous,  on 
the  contrary,  the  analysis  for  the  moving-load  bending 
is  not  simple.  The  greatest  bending  moment  for  this 
case,  however,  may  properly  and  safely  be  taken  at  three 
fotirths  its  value  for  a  non-continuous  chord. 

The  upper-chord  section  required  in  the  case  of  com- 
bined bending  and  direct  stress  is  readily  foimd  by  the 
aid  of  eq.  (2).  The  radius  of  gyration  r  can  be  easily  and 
with  sufficient  acctiracy  predetermined;    so  that  Sr^  can 
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be  put  for  7  in  that  equation.     After  that  substitution  is 
made,  there  at  once  results 

S'^i^-f^P) (3) 

This  is  a  convenient  formtila  for  practical  use.  It  will 
generally  be  found  with  the  sections  of  upper  chords 
ordinarily  employed  that  the  radius  of  gyration  r  will  vary 
nearly  from  one  third  to  three  eighths  of  the  depth  of  the 
chord.  If,  therefore,  as  in  Fig.  12,  rf  is  that  depth,  there 
may  be  taken  approximately 

r  =  o.3srf. 

This  is  sufficiently  close  for  a  tentative  value,  and  it  will 
frequently  be  close  enough  for  a  final  value. 

Art.  138.  Combined  Bending  and  Direct  Stress  in  General. 

There  are  a  number  of  practical  problems  of  combined 
flexure  and  direct  stress  of  sufficient  importance  to  merit 
careful  examination  of  their  general  theory,  and  among 
them  is  the  flexure  of  long  columns  or  posts.  In  this 
place  the  particular  cases  to  be  considered  are  those  in 
which  the  bending  is  produced  by  a  tiniform  load  at  right  ' 
angles  to  the  axis  of  the  member,  or  by  eccentricity  of 
longitudinal  loading,  the  direct  stress  (or  external  force) 
being  applied  in  a  direction  parallel  to  the  same  axis. 
Lower-chord  eye-bars  and  other  horizontal  or  inclined 
members  of  either  upper  or  lower  chords  of  bridges  belong 
to  this  class. 

Let  M\  represent  the  bending  moment  in  the  member 
at  that  section  where  the  deflection  is  greatest,  produced 
by  loading  at  right  angles  to  the  member's  axis  or  by 
eccentricity  in  the  application  of  the  longitudinal  loading, 
or  by  any  other  means;  let  te/  represent  the  greatest  de- 
flection  resulting   from  the   total   bending   moment   and 
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direct  stress;  also,  let  P  be  the  total  direct  stress  acting 
upon  the  member  whose  length  is  /,  while  k  represents 
the  greatest  intensity  of  the  stress  due  to  bending  alone 
and  at  a  distance  di  o£  the  most  remote  fiber  from  the 
neutral  axis  of  the  section  at  which  the  deflection  w'  is 
found.  Finally,  let  A  be  the  area  of  cross-section  of  the 
member  which,  together  with  the  moment  of  inertia  /, 

is  supposed  to  be  constant  throughout  the  entire  length; 

p 
and  let  ?=-j,  the  intensity  of  imiform  stress  in  the  mem- 
ber due  to  the  direct  stress  or  force  P. 

The  resultant  maximum  bending  moment  in  the  mem- 
ber will  then  be 

M=Mi±Ptt/ (i) 

If  P  is  tension,  it  will  tend  to  pull  the  member  straight, 
thus  producing  a  moment  opposite  to  Mi.  In  the  second 
member  of  eq.  (i),  therefore,  the  negative  sign  is  to  be 
used  for  a  member  in  tension  and  the  positive  sign  for  a 
member  in  compression. 

The  greatest  resultant  intensity  of  stress,  t,  in  the 
member  will  then  take  the  value 

P    Mdi      I  /       Mdi\ 

The  quantity  r  is  the  radius  of  gyration,  so  that  / = Ar^. 
When  the  intensity  t  is  prescribed,  the  required  area 
of  section  A  is 

^-K^^^) (3) 

These  equations  are  perfectly  general  and  applicable  to 
all  cases  of  combined  bending  and  direct  stress.  They 
will  be  applied  in  subsequent  articles  to  compression 
members  and  eye-bars. 


Art.  139.]       COMBINED  BENDING  AND  DIRECT  STRESS.  475 

Art.  139.  Usual  Approximate  Method  Employed  for  Combined 
Bending  and  Direct  Stress  in  Columns  or  Posts. 

If  the  ordinary  approximate  method  demonstrated  in 
Art.  145  be  employed,  eq.  (4)  of  that  article  is  immediately 
applicable,  using  the  minus  sign  m  the  denominator,  P 
being  the  total  direct  stress  of  compression  and  Mi  the 
bending  moment  due  to  a  uniform  transverse  load  or  to 
eccentricity  of  the  line  of  action  of  P,  if  there  be  any.  The 
greatest  intensity  of  bending  stress  as  represented  by  that 
formula  would  then  be 

K-f%^ (.) 

loE 

In  this  equation,  di  is  the  distance  from  the  neutral 
axis  of  the  section  to  the  extreme  fiber  in  which  the  in- 
tensity k  exists. 

If  ^be  the  eccentricity  of  the  line  of  action  of  P,  and 
if  W  be  the  weight  of  the  compression  member  whose 
length  is  /, 

Wl 
Mi^Y±Pe (2) 

When  the  moment  of  P  produces  bending  of  the  same 
sign  with  the  transverse  load  W,  the  j^lus  sign  is  to  be 
used  in  eq.  (2),  and  the  minus  sign  when  those  moments 
are  opposite.  If  the  line  of  action  of  P  coincides  with  the 
axis  of  the  member,  the  moment  Pe  disappears  from 
eq.  (2).  Again,  if  the  member  is  vertical,  so  that  there 
is  no  transverse  bending  due  to  the  load  W,  when  the  line 
of  action  of  P  has  the  eccentricity  e, 

Mi^Pe. (3) 
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This  latter  case  exists  very  frequently  in  the  columns 
of  the  buildings. 

Eq,  (i)  is  thus  seen  to  represent  the  greatest  intensity 
of  bending  stress  with  Mi  taken  from  either  eq.  (2)  or 
eq.  (3)  for  the  cases  of  transverse  loading,  no  transverse 
loading,  eccentric  longitudinal  loading,  or  any  combina- 
tion of  those  cases. 

The  resultant  intensity  of  stress,  i.e.,  the  greatest  in- 
tensity of  compressive  stress  in  the  entire  compression 
member,  will  be 

a"^        PP -^4^ 

loE 

As  A  is  the  area  of  cross-section,  I  =  Ar^,  r  being  the 
radius  of  gyration  of  the  cross-section  of  the  compression 

P 
member.     li  q  =  -j,  eq.  (4)  will  take  the  form 


P        Midi  Midi 

*  ■"  4     '  p/2    ~9  "•  P/2  •     •       •       •        '5/ 


In  the  use  of  this  equation  the  intensity  q  must  ob- 
viously never  exceed  the  working  value  given  by  the 
column  formula  employed.  Indeed,  if  there  is  suitable 
eccentricity  q  may  be  much  less  than  that  working  long- 
column  value. 

In  practical  operation  the  principal  use  of  eq.  (5)  may 
be  the  determination  of  the  area  of  cross-section  A  with 
some  prescribed  value  of  t. 

It  is  usually  feasible  to  assign  general  outside  dimen- 
sions of  the  proposed  column  section  and  that  will  enable  a 
close   approximate  value  of  r  to  be  assigned.     If,  at  the 
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same  time,  an  approximate  value  of  q  may  also  be  taken, 
the  resolution  of  the  first  and  third  members  of  eq.  (5)  will 
at  once  give 

^       P   P     Ml   di 

If,  on  the  other  hand,  such  an  assignment  of  g  may 
not  be  made,  it  will  be  necessary  to  solve  the  first  and 
second  members  of  eq.  (5),  as  a  quadratic  equation,  for 
A.  Bringing  both  terms  of  the  second  member  of  eq.  (5) 
over  a  common  denominator  and  solving  the  resulting 
equation  of  the  second  degree  in  the  usual  manner,  the 
following  general  value  of  A  will  be  foimd: 

li(  P   P    P    MidiY     ~T~P 
'^y^KioEr^'^t'^    tr^  )      loEtr^-     '     ^^^ 

P.«,uently  .here  ^y  be  written  i,-'-  and  r-,.4*. 


Hence 


^1      3  /        IX 
-^^h  (nearly) 


If,  again,  rfi --    and    r  =  o.3s/t, 

^-|  (nearly). 

The  preceding  values  of  the  radius  of  gyration  r  repre- 
sented in  terms  of  the  depth  h  of  the  compression  member 
are  closely  approximate  for  practical  design  work. 

Eqs.  (6)  and  (7)  will  give  the  desired  area  of  section 
of  the  compression  member  carrying  both  direct  stress 
and  bending  produced  by  transverse  loading  under  the 
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assumptions  of  the  method  ordinarily  employed.  Those 
formulae  are  stifficiently  accurate  for  their  purposes,  but 
it  may  be  desirable  to  use  the  more  exact  formulae  given  in 
the  next  article. 


Art.   140.   Exact  Method   for   Combined  Compression   and 

Bending. 

The  exact  procedure  for  combined  compression  and 
bending  is  identical  with  that  demonstrated  in  Art.  146, 
the  formulae  determined  there  simply  being  adapted  to  a 
compressive  longitudinal  force  instead  of  a  force  of  ten- 
sion. It  is  to  be  observed,  as  in  the  case  of  the  tension 
member,  that  the  compression  member  may  be  horizontal 
or  inclined,  so  as  to  be  subjected  to  bending  either  from 
its  own  weight  or  from  some  other  form  of  loading  in 
addition  to  its  own  weight.  The  member  may  also  be  sub- 
jected to  xmiform  bending  throughout  its  length  by  the 
eccentric  application  of  the  longitudinal  force  P  con- 
currently with  the  preceding  cross-bending,  or,  as  in  the 
case  of  a  vertical  column  carrying  eccentric  loading,  by 
that  force  P  alone. 

It  is  essential  to  recognize  in  this  connection  that 
while  the  columns  may  occasionally  be  in  the  pin-end 
condition,  usually  their  ends  are  essentially  in  a  condi- 
tion of  at  least  partial  fixedness,  although  the  degree  of 
fixedness  is  indeterminate.  It  will  conduce  to  simplicity 
of  treatment  if  the  transverse  bending,  either  from  dis- 
tributed loading  or  by  the  eccentricity  of  application  of  the 
column  load,  be  treated  as  if  the  ends  of  columns  are 
hinged.  It  may  readily  be  shown,  that  the  center  deflec- 
tion of  a  beam  of  given  length  and  cross-section  with  ends 
simply  supported  and  with  the  loading  uniformly  dis- 
tributed is  five  times  as  great  as  when  the  ends  of  the  same 
beam  are  fixed.     In  the  following  analysis,  therefore,  the 
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bending  from  both  the  sotirces  named  may  be  considered 
as  produced  in  a  column  with  hinged  ends  by  a  total  uni- 
formly distributed  load  W,  sufficient  in  amount  to  cause 
one  fifth  of  the  actual  bending  moment  acting  on  the 
column  with  ends  fixed.  In  this  manner  the  fixed  or 
constrained  end  condition  of  the  actual  colimin  is  provided 
for,  while  the  simplicity  of  the  hinged-end  computations 
is  retained.  The  bending  moment  produced  by  P,  acting 
with  the  lever-arm  of  the  greatest  deflection,  will  concur 
with  the  bending  moment  produced  by  the  own  weight 
of  the  member  or  other  vertical  xmiform  loading  instead 
of  being  opposed  to  it,  as  in  the  case  of  the  tension 
member  of  Art.  146.  The  work  performed,  therefore,  by 
P  and  the  tmiform  loading  W  will  be  equal  to  the  resilience 
or  elastic  work  performed  in  the  member  in  changing  the 
deflection  from  W\  to  v/,  it  being  remembered,  in  this 
case,  that  xi/  may  be  less  than  W\.  Under  these  condi- 
tions, then,  eq.  (10)  of  Art.  146,  expressing  the  work  done 
on  the  beam  in  changing  the  deflection  from  the  Wi  to 
w\  will  become  the  following,  the  second  member  repre- 
senting the  resilience  or  the  work  done  by  the  elastic 
stresses  throughout  its  volume: 


SP/u/^-wi^ 


32  \     / 

Dividing  both  members  of  this  equation  by  (w'—Wi), 
then  solving  for  zc;',  the  following  value  of  the  latter  will 
immediately  result: 

"^  °    A    WJ    . (2) 


in  which 


25  P  Wi 
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Having  found  the  deflection  u/,  the  general  equation 
for  the  resultant  maximum  bending  moment,  eq.  (i)  of 
Art.  138,  will  take  the  following  form,  in  which  the  coeffi- 
cient c  is  introduced  to  provide  for  the  end  conditions. 
If  the  ends  are  hinged,  corresponding  to  the  end  condi- 
tion of  a  beam  simply  supported,  c  =  i,  but  if  the  ends 
are  fixed,  c  may  be  taken  as  0.5. 

M=c(^±P{e±u/)^, (4) 

In  this  equation  care  must  be  exercised  in  using  the 
double  signs,  observing  that  both  plus  signs  are  to  be 
taken  together  as  are  both  minus  signs;  also,  that  the 
eccentricity  ^  in  a  vertical  column  is  taken  in  a  direction 
opposite  to  the  deflection  w',  in  which  case  e  is  to  be  con- 
sidered positive  and  the  lever-arm  of  P  is  {e+v/).  In 
the  upper  chord  of  bridges  e  may  be  given  such  value  that 

Wl 
M=-g--P(^~«;0  =0  (nearly).      .     •     .     (s) 

For  reasons  already  explained  it  is  usually  not  advisable 

to  resort  to  this  procedure. 

In  the  case  of  vertical  columns  like  those  in  buildings, 

Wl 
ordinarily  the  term   -g-   disappears,  leaving  the  bending 

moment  in  the  column. 

M=P(^+z£/) (6)  ^ 

In  the  great  majority  of  cases  xi/  is  so  small  in  com- 
parison with  e  as  to  make  it  negligible,  so  that 

M^^Pe (7) 
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These  various  values  of  the  bending  moment  M  cover 
all  that  usually  occur  in  practical  operations. 

If,  in  accordance  with  the  preceding  notation,  i  is  the 
maximum  resultant  intensity  of  stress  in  the  member, 
there  will  result 


Evidently  the  tmiform  intensity  of  compressive  stress 

P 

-J  must  not  exceed  the  intensity  of  working  stress  given 

by  a  suitable  long-colunm  formula.  When  the  greatest 
working  intensity  t  is  prescribed,  the  desired  area  of  cross- 
section  of  the  compression  member  will  be 


i(p.^) 


a=t\p+-^) (9) 

The  closely  approximate  values  of  -j  given  imme- 
diately following  eq.  (7)  of  Art.  139,  may  be  used  in  a  pre- 
cisely similar  manner  in  the  above  eq.  (9) ,  so  as  to  simplify 
the  practical  use  of  that  equation. 


Art.  141.  Riveted  Joints  and  Pressure  on  Rivets. 

In  riveted  bridge  work  the  pitch  of  rivets  (i.e.,  the 
distance  from  center  to  center)  should  not  be  less  than 
about  three  diameters;  if  possible  it  should  be  from  four 
to  eight  diameters  of  the  rivet,  provided  that  value  does 
not  exceed  about  fourteen  to  sixteen  times  the  plate  thick- 
ness. The  diameter  of  the  rivet  is  determined  by  the 
amount  of  stress  which  the  joint  is  to  carry,  so  that  the 
intensity  of  pressure  against  the  stirface  of  the  rivet  in 
contact  with  the  plate  shall  not  exceed  a  given  value.  If 
the  rivet  and  hole  were  in  perfect  contact,  this  intensity 
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coiild  easily  be  found,  having  given  the  amount  of  stress 
which  the  rivet  is  to  carry,  but  such  is  never  the  case.  The 
only  resort  left,  therefore,  is  to  assume  that  the  rivet  does 
fit  perfectly,  and  fix  a  low  enough  value  for  the  intensity 
of  pressure  against  its  surface  to  lyiake  the  joint  safe. 

In  Fig.  13  suppose  EF  to  be  a  part  of  a  plate  in  which 
is  drilled  or  punched  the  rivet-hole  ADBK,  and  suppose 
the  stress  to  be  exerted  on  the  plate  in  the  direction  of 
the  arrow  at  Kj  then  the  surface  of  contact  between  the 
plate  and  rivet  will  be  projected  in  ADB,  Contact  will 
not  take  place  throughout  the  whole  .  semi-circumference 


E  A 

5 lE!K?!«Kf       C  W 

B 


jy 


Fig.  13. 

when  the  plate  is  not  subjected  to  stress,  xmless  the  rivet 
fits  the  hole  with  absolute  accuracy. 

Since  all  material  is  elastic  to  some  degree,  there  will 
be  a  surface  of  contact  when  the  plate  is  subject  to  stress, 
even  when  the  rivet  does  not  accurately  fit  thehole,  and  this 
surface  will  evidently  increase  with  the  stress  in  the  plate. 

If  it  be  supposed  that  the  rivet  exactly  fits  the  hole, 
the  pressure  on  the  surface  of  contact,  ADB,  will  be  of 
uniform  intensity,  and  the  case  will  be  similar  to  that  of 
fluid  pressure  on  a  cylinder.  Let  p  denote  this  intensity 
whose  direction  is  normal  to  ADB  at  every  point  (friction 
is  omitted  from  consideration),  then  the  total  pressure 
in  the  direction  of  the  arrow  at  K  exerted  by  the  plate 
on  the  rivet  for  each  unit  of  length  of  the  latter  is  equal 
to  pAB, 
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4S3 


Let  t  be  the  thickness  of  the  plate,  as  shown,  and  let  d 
be  the  diameter  4-B,  then  the  total  pressure  against  the 
rivet  in  the  direction  of  the  arrow  is 

P^ptd. 

The  quantity  p  is  the  greatest  mean  value  of  the  in-  ' 
tensity  of  compressive  stress  which  it  is  desirable  to  put 
upon  the  material  under  the  given  circumstances.  It  is 
usually  taken  as  15,000  to  20,000  poiinds  per  square  inch 
for  steel.  The  actual  maximtun  value  of  the  intensity 
immediately  in  front  of  the  center,  C,  is  much  greater  than 
either  15,000  pounds  or  20,000  potmds.  If  T'  is  the  amotmt 
of  stress  which  the  joint  is  required  to  carry,  the  number 
of  rivets,  so  far  as  the  previous  consideration  is  concerned, 
is  equal  to 

T 


ptd 


=«. 


The  riveted  joint  itself,  as  shown  in  Fig.  14,  may  now 
be  examined.     The  distance  c  should  be  at  least  i^  to  2 
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Fig.  14. 

diameters  of  the  rivet.  By  the  arrangement  of  the  rivets 
shown,  when  the  pitch  is  from  four  to  eight  diameters, 
the  strength  of  the  plate  of  the  width  w  may  be  decreased 
only  by  about  the  amotmt  of  metal  taken  out  in  one  rivet- 
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hole,  although  experiments  to  settle  this  point  definitely 
are  wanting. 

After  having  determined  the  pitch  and  distance  of  c, 
as  above,  there  are  five  methods  of  nipttire  of  the  joint 
only  which  need  serious  attention.  These  five  are:  (i) 
^  tearing  of  the  plate  through  the  rivet-hole  E\  {2)  tearing 
of  the  cover-plates  through  the  rivet-holes  at  the  middle 
of  the  joint,  two  in  the  figure,  (3)  shearing  of  the  rivets, 
(4)  and  (s)  ruptiu-e  by  compression  at  the  surface  of  the 
contact  between  the  rivets  and  the  plates.  The  safe  shear- 
ing stress  to  which  rivets  are  subjected  in  bridge  structures 
is  usually  taken  at  9,000  to  10,000  poimds  per  square  inch. 
This  gives  a  safety  factor  of  from  5  to  6. 

If  5  is  the  intensity  of  the  maximum  safe  shearing  stress 
on  rivets  (10,000  poimds  for  steel),  p  the  intensity  of  the 
maximtmi  compressive  stress  (15,000  to  20,000  for  steel), 
and  T  the  maximum  working  tensile  stress;  also,  n'  the 
number  of  rivets  on  the  line  through  the  middle  of  the 
joint  (two  in  the  figiu"e),  while  t  arid  f  represent  the  thick- 
ness of  the  plate  and  covers  as  shown,  then  equal  liability 
to  rupture  in  the  five  ways  mentioned  is  expressed  as  follows : 

KflCP 

Ti{w -d)  ^2Ti'{w -nfd) 2  -S ^nidp  =  2nt'dp ^T\ 

4  • 

It  almost  always  happens  that  these  quantities  are  not 
each  equal  to  7',  but  none  of  these  should  be  less.  If 
only  one  cover-plate  is  used,  the  2Tt'  should  be  replaced 
by  Tt',  2S  by  5,  and  2nt'  by  nt'.  The  form  of  this  equa- 
tion of  condition  may  be  somewhat  changed  by  piling 
of  the  plates,  etc.,  but  it  will  remain  essentially  the  same 
and  serves  to  illustrate  the  principle  which  must  govern 
in  all  cases. 

It  is  seen,  therefore,  that  in  obtaining  the  amount  of 
pressure  which  should  be  put  upon  a  rivet,  p  must  be 
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multiplied  by  its  diameter,  and  not  by  the  semi-circum- 
ference ADBy  Fig.  13. 


Art.  142.  Riveted  Connections  between  Web  Members  and 

Chords. 

When  web  members,  as  A  and  B,  Fig.  15,  are  riveted 
to  the  chord,  the  center  line  (i.e.,  the  line  joining  the  centers 
of  gravity  of  the  sections  of  the  members)  should  pass 
through  the  center  of  gravity  of  a  system  of  points  situated 
at  the  centers  of  the  rivet-holes;  otherwise  the  intensity 
of  stress  in  any  section  of  the  member  will  not  be  uniform, 
and  it  (the  web  member)  will  be  subjected  to  flexure.  It 
is  supposed  that  each  rivet  carries  the  same  amount  of 


Fig.  15. 

stress.  This  is  probably  seldom  true,  but  it  is  the  best 
assumption  that  can  be  made.  Fig.  15  represents  a  proper 
distribution  of  rivets  in  reference  to  the  center  lines  Ac 
and  Be. 

It  will*  be  observed  that  the  strut,  composed  of  two 
unequal-legged  angles,  has  its  connection  with  the  chord 
through  both  legs  by  means  of  angle  lugs.  This  should 
always  be  done  in  similar  cases,  for  in  no  other  way  can 
an  angle-brace  develop  its  full  strength.  The  practice 
of  riveting  single  legs,  only,  of  angle-braces  to  chords  is 
highly  objectionable,  for  the  reason  that  the  actual  resist- 
ance of  the  brace  is  far  below  the  nominal. 
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When  three  or  more  pieces  are  riveted  together  at  the 
same  joint,  all  the  center  lines  of  stress  shoiild  intersect 
at  one  point  if  flexiire  is  to  be  avoided. 

If  T  is  the  total  tension  in  the  member  A  of  Fig.  15, 
and  C  the  compression  in  5,  then  there  will  be  developed 
at  a  the  bending  moment 

T  Xac  sin  6, 

and  at  b  the  bending  moment 

Cxbc  sin  6, 

it  being  supposed  that  ac,  be,  and  ab  are  the  center  lines 
of  stress  of  the  two  members  and  chord. 

It  is  true  that  the  metal  is  well  supported  in  the  vicinity 
of  the  joint,  but  unless  provision  is  made  for  the  flexure, 
as  shown  in  Art.  138,  which  is  seldom  or  never  the  case, 
some  of  the  metal  will  be  overstrained.  Hence  this  flexure 
should  always  be  made  a  minimiun  and  reduced  to  zero 
if  possible. 

In  .pin-connections  this  bending  at  the  joints  is  entirely 
obviated  when  all  center  lines  of  stress  intersect  at  the 
center  of  the  pin. 

Art.  143.  Eye-bars,  or  Links. 

An  ** eye-bar,"  or  "link," is  a  tension  member  of  a  pin- 
connection  bridge,  fitted  at  each  end  with  an  eye  for  the 
insertion  of  a  pin.  Two  views  of  an  eye-bar  are  shown 
in  Fig.  16;  A  is  the  body  of  the  bar,  D  the  neck,  and  C 
the  eye.  The  head  of  an  eye-bar  is  the  enlarged  portion 
•  in  which  the  pin-hole  is  made.  The  eye-bar  is  one  of  the 
most  important  members  of  a  pin-connection  bridge,  and 
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the  determination  of  the  relative  dimensions  of  the  head 
has  been  the  subject  of  much  experimenting.  A  mathe- 
matical investigation,  however,  with  the  same  object  in 
view  is  a  matter  of  considerable  complexity,  although  an 
approximate  solution  of  the  problem  may  be  obtained, 


4? 
•9* 
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Fig.  16. 

and  its  agreement  with  the  results  of  experiment  is  quite 
close. 

Before  taking  a  general  view  of  the  stresses  which  may 
arise  in  an  eye-bar  head,  it  must  be  premised  that  a  differ- 
ence of  uV  i^ch  to  it  inch  between  the  diameter  of  the  pin 
and  that  of  the  pin-hole  is  good  practice.  Before  the 
eye-bar  is  strained,  therefore,  there  is  a  line  of  contact, 
only  between  the  pin  and  eye-bar  head,  but  on  accotmt 
of  the  elasticity  of  the  material,  this  Hne  changes  to  a  sur- 
face when  the  bar  is  tmder  stress  and  increases  with  the 
degree  of  stress  to  which  the  bar  is  subjected.  The  line 
and  surface  of  contact  is  in  the  vicinity  of  K,  Fig.  17,  i.e., 


0     N 
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Fig.  17. 

on  that  side  of  the  pin  toward  the  nearest  end  of  the  bar. 
The  consequence  of  this  is  that,  when  the  bar  is  strained, 
the  portion  about  KA,  Fig.  17,  is  subjected  to  direct  com- 
pression and  extension;   that  about  BL,  DH,  and  FM  tb 
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direct  tension  and  bending,  while  in  the  vicinity  of  CN 
there  is  a  point  of  contraflexiire,  and  the  stress  in  the 
direction  of  the  circumference  changes  from  compression 
to  tension  as  H  is  approached  from  K, 

If  w  represents  the  width  of  an  eye-bar,  as  shown,  then 
its  thickness,  t,  is  generally  included  between  the  limits 
\w  and  \w.  These  limits  of  the  relative  values  of  the 
quantities  are  seldom  exceeded. 

Fig.  1 8  represents  a  method  of  laying  down  an  eye-bar 
head  determined  by  experiments  by  a  member  of  the 
British  Institution  of  Civil  Engineers.     It  was  much  used 

F   N    D 
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Fig.  i8. 

in  early  American  bridge  practice.  Let  r  represent  the 
radius  of  the  pin-hole  and  w  the  width  of  the  bar. 

Then  take  EN  =o.66w.  The  curve  DRBK  is  a  semi- 
circle with  a  radius  equal  to  r+o.66z£;,  with  a  center,  A, 
so  taken  on  the  center  line  of  the  bar  that  Q5=  0.8771;. 
GF  is  a  portion  of  the  same  curve,  with  A'  as  the  center 
(A'C=i40;  GH  is  any  curve  with  a  long  radius  joining 
GF  gradually  with  the  body  of  the  bar.  HG  should  be 
very  gradual  in  order  that  there  may  be  a  large  amount 
of  metal  in  the  vicinity  of  CG,  for  there  the  metal  is  sub- 
jected to  flexure  as  well  as  direct  tension.  FD  is  a  straight 
line  parallel  to  the  center  line  of  the  bar. 

Fig.  1 7  shows  another  method  founded  on  the  results  of 
a  mathematical  investigation.*     Take  r  and  w  as  before. 

*  Trans.  Am.  Soc.  C.  E.,  Vol.  VI,  p.  127. 
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Then  J?C=AC=r +0.87W;,  DH^\w^o,66w,  ED=EF  =  2r 
-i-w.  DF  is  described  with  ED.vmXH  Z)CF  =  45''.  BAB 
is  described  with  BC  until  BCA  =35^.  BN  is  drawn  from 
L  as  a  center  located  in  such  a  position  as  to  cause  that 
arc  to  be  at  the  same  time  tangent  to  DN  and  AB,  DN 
is  a  straight  line  drawn  parallel  to  the  axis  of  the  bar. 
PF  is  any  easy  curve  which  will  appear  the  best.  The 
dotted  lines  in  both  Fig.  17  and  Fig.  18  ^how  the  slope 
that  should  be  given  in  order  to  clear  a  die. 

The  outline  of  the  head  is  now  usually  formed  of  a 
portion  of  the  circumference  of  a  circle  whose  center  is  the 
center  of  the  pin-hole.  In  such  a  case  no  dimension  of  the 
head  should  be  less  than  the  corresponding  one  deter- 
mined by  either  of  the  methods  just  given.  Every  large 
bridge  shop  now  (1905)  has  its  standard  methods  of  form- 
ing eye-bar  heads  and  its  standard  dimensions  for  bars 
of  various  sizes.  Those  dimensions  depend  both  upon  the 
width  or  depth  of  the  bar  and  the  diameter  of  the  pin. 
Fig.  16  illustrates  the  general  outline  adopted  by  the 
American  Bridge  Co. 

Fig.  19  shows  the  head  thickened  in  such  a  manner  that 
the  mean  maximum  intensity  of  presstire  between  pin  and 


Fio.  19. 

pin-hole  shall  not  exceed  a  given  amount,  p.  Let  T 
represent  the  maximum  intensity  of  tension  in  the  body 
of  the  bar;  then,  as  has  been  shown  in  discussing  the 
pressiu"e  against  the  bodies  of  rivets, 

'^  2rp 

Eye-bar  heads  are  now  seldom  or  never  thickened. 
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Art.  144.  Eye-bar  Subjected  to  Bending  by  its  Own  Weight  or 

Other  Vertical  Loading. 

Let  Fig.  20  represent  a  lower-chord  eye-bar  of  a  pin- 
connected  bridge  with  the  length  /  and  carrying  the  total 
tension  P,  The  depth  of  the  bar  is  h  and  the  thickness 
6,  so  that  the  area  of  the  normal  section  is  bh.  The  bar 
acts  as  a  beam  canying  its  own  weight  as  a  tmiform  load 
over  the  span  /.  That  load  deflects  the  bar  as  a  beam 
while  the  direct  stress  of  tension,  P,  decreases  that  deflec- 


-r- 
h 


FlG.  20. 

tion  by  tending  to  pull  the  bar  straight.  The  problem 
is  to  determine  the  greatest  stress  in  the  bar  and  inci- 
dentally its  center  deflection. 

There  are  several  methods  of  procedxire.  The  first  and 
simplest  method  is  approximate  in  its  results,  although 
sufficiently  close  for  some  purposes.  It  consists  in  treating 
the  bending  and  direct  stresses  as  existing  independently, 
so  that  the  results  are  obtained  by  simply  adding  the 
bending  to  the  direct  intensities.  This  method  will  be 
treated  first. 

The  more  exact  method  consists  in  recognizing  the 
bending  moment  as  the  resultant  ofx  those  due  to  the 
transverse  load  acting  on  the  bar  as  a  simply  supported 
beam,  and  to  the  direct  stress  P  acting  with  the  greatest 
deflection  as  its  lever-arm. 
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Approximate  Method. 

Although  reference  will  be  made  to  Fig.  20,  the  formtilaB 
as  written  will  be  equally  applicable  to  compression  mem- 
bers in  which  P  would  be  the  total  force  of  compression. 

If  the  total  weight  of  the  bar  or  compression  member 
is  W,  and  if  I  is  the  moment  of  inertia  of  its  cross-section 
about  the  neutral  axis,  while  k  is  the  greatest  intensity  of 
bending  stress  at  the  distance  di  from  the  same  axis,  the 
theory  of  flexure  gives 

If  the  area  of  cross-section  is  represented  by  A,  while 
the  radius  of  gyration  is  r,  I^Ar^,  Again,  the  quantity 
I -^di  is  called  the  '*  section  modulus,"  'and  tabtdated 
values  of  it  for  rolled  sections  may  be  found  in  hand-books. 
Let  m  be  that  modvilus,  then  eq.  (i)  may  take  the  form 

Wldi     Wl 
''~SAr'~Sm ^^^ 

The  intensity  of  direct  tension  is 

P 
^"A ^3) 

Obviously  k  will  be  tension  on  the  lower  side  of  the  bar 
or  other  member  and  compression  on  the  upper  side. 
The  greatest  intensity  of  stress  in  the  piece  will  be  the 
sum  of  q  and  k,  Eqs.  (2)  and  (3)  will,  therefore,  give 
the  value  of  that  greatest  tensity,  t,  of  stress  as  follows : 

"  I  /„     Wldi\ 
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When  the  greatest  value  of  t  is  prescribed,  the  required 
area  of  section,  A,  can  be  at  once  writted  from  eq.  (4), 

-t(--^) « 

In  case  of  an  eye-bar  with  the  cross-section  bh,  rfi  =— 
and  T  =  T'     Hence 

and  . 

If  the  bar  carries  any  other  uniform  load  than  its  own, 
it  is  only  necessary  to  make  W  represent  the  total  uniform 
load,  including  the  weight  of  the  bar  itself. 

Finally  the  direct  force  P  may  act  with  the  eccentricity  e. 

In  this   case  the   moment  Pe  produces  tmiform  bending 

throughout  the  length  of  the  bar,  and  it  is  only  needftil 

•      /Wl  \         Wl 

to  write  l'-^±P'ej  for  -x-  in  the  preceding  formulae,  the 

double  sign  showing  that  Pe  may  act  either  with  or  against 
the  moment  of  the  uniform  load. 

The  formulae  of  this  article  are  not  sufficiently  exact 
for  the  usual  cases  of  engineering  practice. 


Art.  145.  The  Approzimate  Method  Ordinarily  Employed. 

The  method  commonly  employed^  in  practical  work 
for  the  treatment  of  compound  bending  and  direct  stress 
is  a  much  closer  approximation  than  the  preceding  method, 
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although  not  exact.  Its  chief  feature  is  the  introduction 
of  the  binding  moment  produced  by  the  direct  or  longi- 
tudinal force  mtdtipUed  by  the  actual  maximum  deflec- 
tion. '  In  the  same  manner  the  moment  due  to  the  eccen- 
tricity of  the  line  of  action  of  that  force  is  introduced 
wherever  necessary. 

The  following  expression  may  readily  be  found  *  for  the 
deflection  v/  at  the  center  of  a  beam,  due  to  piu"e  bending 
and  in  terms  of  the  greatest  intensity  of  bending  stress 
k,  a  being  a  constant  depending,  among  other  things, 
upon  the  distribution  of  loading: 


The  same  analysis  by  which  eq.  (i)  is  established  shows, 
for  a  beam  simply  supported  at  each  end  and  loaded 
uniformly,  that  a=A,  and  for  the  same  beam  loaded  b>  a 
single  weight  only  at  the  center  of  the  span,  a=A.  The 
cases  which  occur  in  practice  conform*  nearly  to  that  of 
a  load  uniformly  distributed  over  the  length  /.  Hence 
for  such  a  beam  there  is  ordinarily  taken 


w'^ — -^rr (2) 


The  moment  produced  by  the  direct  force  or  stress  P 
acting  with  the  lever-arm  ii/  will  have  the  opposite  sign 
to  that  of  M\  (the  moment  due  to  transverse  loading  or 
to  eccentricity)  if  the  member  is  in  tension,  but  if  the 
member  is  in  compression  those  two  moments  will  have 


*  Eq.  (6a),  Art.  21,  of  "The  Elasticity  and  Resistance  of  Materials,"  by  Wm, 
H.  Burr. 
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the  same  sign.     The  resultant  eqtiation  of  moments  may, 
therefore,  be  written 

•    kl 
M=j-=Mi±Ptt/ '.     (3) 

As  stated,  the  plus  sign  is  to  be  used  for  a  compression 
member  and  the  negative  sign  for  a  tension  member. 

If  the  value  of  Zf',  given  by  eq.  (2),  be  substituted  in 
eq.  (3),  the  following  value  of  k  will  result: 

Midi 

(4) 


rt'"" 


loE 

In  eq.  (4)  the  plus  sign  is  to  be  used  for  tension  members 
and  the  minus  sign  for  compression  members.  This  equa- 
tion is  general  and  adapted  to  all  forms  of  cross-section 
imder  the  conditions  virtually  asstmied.  Although  not 
explicitly  stated,  it  is  essentially  assumed  that  the  ends 
of  the  member  remain  absolutely  fixed  in  distance  apart. 
This  is  frequently,  not  the  case,  especially  in  the  lower- 
chord  eye-bar  of  a  pin-connected  bridge  subjected  to  direct 
tension  and  to  bending  due  to  its  own  weight,  the  bar 
usually  being  horizontal. 

If  the  ends  of  the  beam  or  member,  imiformly  loaded, 
are  fixed,  a  =iV ,  when  k  is  the  greatest  intensity  of  bending 
stress  at  the  mid-point  of  the  member,  or  ^  if  ^  is  the 
intensity  of  the  bending  stress  at  the  fixed  ends.  One 
of  those  values  (usually  sV)  is  to  be  substituted  therefore 
for  iV  in  the  formulae  which  follow  when  the  fixed-end 
condition  exists. 

The  resultant  maximum  intensity  of  stress  t  in  the 
member  will  obviously  be 

t=k+q, (S) 

in  which  equation  q  is  the  uniform  intensity  P  -^A. 
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Eq.  (4)  will  be  immediately  applicable  to  any  par- 
tictilar  case  by  substituting  in  it  the  values  of  /  and  Mi 
for  that  special  case. 

If  the  case  of  the  lower-chord  eye-bar  mentioned  in  a 

preceding  paragraph  be  considered,  the  total  weight  of  the 

bar  being  W,  while  b  and  h  represent  its  thickness  and 

hh^  Wl 

depth   respectively,   /  =  —   and   Mi=-g-.     These  values 

substituted  in  eq.   (5)  will  give  the  desired  value  of  the 
restiltant  intensity,  as  follows: 

wl 

^"hh^^^^      8PP ^^^ 

3         SEh^ 

Eq.  (6)  gives  the  value  of  the  maximum  intensity  of 
the  tension  in  the  extreme  lower  fibers  of  the  eye-bar  when 
subjected  to  the  total  direct  tension  P  and  to  the  bending 
due  to  its  own  weight. 

The  greatest  intensity  of  bending  stress  in  the  bar  is 

evidently  the  second  term  of  the  second  member  of  eq.  (6) , 

and  it  has  the  following  value  if  the  weight  of  the  bar 

W 
per  unit  of  length  is  -y  =g,  or  if  the  weight  of  a  cubic  unit 

of  the  metal  is  t: 

If  in  the  third  member  of  eq.  (7),  i  =0.286  pound  and 
E  =  29,000,000  pounds, 

24,167,000^4-9 
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It  is  frequently  important  to  observe  what  depth  of 

bar  with  a  constant  area  of  cross-section,  subjected  to  a 

prescribed  working  stress,  will  give  the  maximum  bending 

stress  due  to  its  own  weight  when  the  length  is  fixed. 

That  depth  can  readily  be  determined  by  taking  the  first 

derivative  of  k,  as  is  given  by  eq.  (7),  with  h  as  the  variable. 

dk 
By  performing  that  operation  and  placing  jT  =0,  there  will 

at  once  result 

^-^VP^?- (8) 

The  value  of  h  resulting  from  an  applicatioji  of  eq.  (8) 
gives  the  depth  of  bar  which,  with  a  given  value  of  /, 
will  tmder  the  conditions  of  the  case  yield  the  greatest  in- 
tensity of  bending  stress  k ;  it  indicates,  therefore,  a  limit 
of  depth  to  be  avoided  as  far  as  practicable. 

Steel  is  the  usual  structural  material  for  eye-bars  for 
which  E  may  be  taken  at  29,000,000.  For  this  value 
of  £,  h  will  become,  by  eq.  (8), 


4,900^  ^* 


P  . 
In  this  equation  5=-j  is  the  intensity  of  imiform  stress 

in  the  bar,  or  the  *' working  stress." 

By  placing  the  value  of  h,  as  given  by  eq.  (8),  in  the 
value  of  k  (eq.  7),  there  will  restdt  the  maximum  possible 
bending  stress  in  a  bar  of  given  length  /  and  given  area 
of  cross-section  A : 

_  / 
k  =  ii\/E~F^ (9) 
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If  £  =  29,000,000  and  .i  =0.286  pound  per  cubic  inch 
for  steel,  eq.  (9)  will  take  the  value,  for  the  corresponding 
values  of  h  in  the  eqxiation  preceding  eq.  (9), 


Vq  ' 


(10) 


The  following  table  shows  at  a  glance  the  greatest 
possible  fiber  stresses  in  eye-bars  of  different  lengths  and 
depths  when  the  working  tensile  stresses  in  pounds  per 
square  inch  are  those  given  in  the  extreme  left-hand  column 
of  the  table : 


01  ** 


8,000 
10,000 
12,000 
14,000 
16,000 


Length  of  Bye-bars  in  Feet. 


IS 


a 
Q 


3.3 

3-7 
4,0 

4-3 
4.6 


(A  S  U 

u  d  :3 


1030 
920 
840 
780 

730 


20 


Q 


4 
5 

5 
6 


9 

4 
8 

2 


^|5 


«  o  cr 
1^" 


1370 
1220 
1120 
1030 
970 


^s 


55 
6.1 

6.7 
7-2 

7.7 


U  0  9 


I7IO 

1530 
1400 

1290 

I2IO 


30 


P 


6.6 

7.3 
8.0 

8-7 
9-3 


^  CO 

03*9 


v^  tr  v* 

fa 


2050 

1840 

1680 

1550 
1450 


35 


u 


•7-7 
8.6 

9-4 
10. 1 
10.8 


2400 
2140 
i960 

I8IO 

1690 


40 


u 


o. 


8.8 

9.8 

10.7 

II  .6 

12.4 


U) 


k.  ;)  p 
fa 


2740 
2450 
2240 
2070 
1940 


In  using  the  preceding  formtdae  it  is  to  be  remembered 
that  the  ordinary  unit  of  length,  as  well  as  the  unit  of 
cross-section,  is  the  linear  inch,  and  that  the  weight  i  of  a 
cubic  tmit  will  then  be  the  weight  of  a  cubic  inch.  This 
investigation  will  yield  results  sufficiently  accurate  for  all 
the  usual  cases  of  engineering  practice,  although  it  does 
not  provide  for  the  straightening  effect  of  the  pull  P,  ex- 
cept as  producing  a  bending  moment  opposite  to  that  of 
the  uniformly  distributed  load  W. 

Allowance  for  any  other  distributed  loading  than  the 
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weight  of  the  bar  itself,  and  for  any  eccentricity  of  the 
line  of  action  of  P  that  may  exist,  is  made  precisely  as 
explained  in  the  two  paragraphs  following  eq.  (7)  of  Art. 
144. 


Art.  146.  Exact  Method  of  Treating  Combined  Bend'ng  and 

Direct  Stress. 

In  this  method  of  finding  the  results  of  direct  stress 
combined  with  bending  it  is  necessary  to  determine  an 
expression  for  the  center  deflection  of  the  bar,  or  com- 
pression member,  considered  as  simply  supported  at  each 
end.  As  the  line  of  action  of  the  direct  stress  P  is  sup- 
posed to  coincide  with  the  original  center  line  of  axis  of  the 
bar,  if  g  is  the  weight  per  linear  tmit  or  the  latter,  the 
bending  moment  Mi  in  the  second  member  of  eq.  (i). 
Art.  139,  becomes 

2  ' 

As  this  case  is  one  in  which  P  is  tension,  the  general 
eq.  (i)  of  Art.  139  will  take  the  following  form  from  a  gen- 
eral equation*  of  the  theory  of  flexure: 


d^w 


^(fx(/-^)-P«/) (I) 


d^2     El 

W  . 
In  this  equation  g="T  is  the  weight  per  linear  inch, 

or  other  unit,  of  the  bar  or  member  producing  a  bending 
moment  opposite  to  that  induced  by  the  direct  stress  P 
acting  with  the  lever-arm  w\  The  integration  indicated 
in  eq.   (i)  may  be  completed,  but  as  it  is  not  a  simple 

♦  See  Eq.  7  of  Art.  9  of  "  The  Elasticity  and  Resistance  of  Materials,"  by 
Wm.  H.  Burr. 
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integration  it  will  not  be  made  here.  As  the  greatest  bend- 
ing stress  is  found  at  the  center  of  span  the  center  of  deflec- 
tion only  is  needed  and  a  different  procedure  may  be 
followed. 

Let  wi  represent  the  center  deflection  of  the  member 
considered,  a  beam  simply  supported  at  each  end  and 
carrying  its  own  weight  only,  or  any  other  total  weight 
W  uniformly  distributed.  It  is  necessary  to  use  the  ex- 
pression for  the  work  performed,  or  resilience  of  the  beam  in 
being  deflected  at  the  center  by  the  amount  Wi .  Eq.  (8) 
of  Art.  29  *  gives  that  resilience  as 

Resilience  = j=rf (2) 

240EI  ^  ' 

In  producing  the  center  deflection  w\  the  center  of  gravity 
of  the  weight  W  will  descend  through  the  distance  Wo 
found  by  placing  Ww^  equal  to  the  resilience  given  eq.  (2). 
Hence 

Also,  since  by  eq.  (26)  of  Art.  22,*  w\  =-%— cv» 

Z£;o      8        .  8 

—  =  — ;     ..  t£;e= — W\ (4) 

7£;i     25'  25    '  ^^^ 

Hence  the  resilience  becomes 

g 
Resilience  ^W — w\ •     (s) 


*  This  reference  is  to  "  The  Elasticity  and  Resistance  of  Materials,"  by  Wm. 
H.  Burr. 
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If  the  value  of  W  in  terms  of  wi  be  taken  from  eq.  (26) 
of  Art.  22  *  and  substituted  in  eq.  (5), 

■7  0*7  2  EI 
Resilience^— -j^^i^ (6) 

Hence  the  resilience  of  a  bent  beam  varies  as  the  square 
of  the  center  deflection. 

If  the  acttial  center  deflection  of  the  bar  or  member 
considered  be  ze/,  the  resilience  of  the  beam  when  de- 
flected to  that  extent  will  be 

Resilience  ^\  — )  t^ (7) 

\wi/  240EI  ' 

The  curvature  of  the  bar  or  member  being  slight,  the 
lengths  (equal  to  each  other)  of  the  neutral  surface  with 
the  deflections  'u/  and  wi  will  be,  if  /'  and  /i  are  the  corre- 
sponding lengths  of  span  or  horizontal  projections  of  the 
neutral  surface, 

l'(i+-j,)=h(i+j-^) (8) 


Hence 


8/«;,2    «/2v 


The  difference  /'— /i  represents  the  movement  toward 
or  from  each  other  of  the  two  ends  of  the  bar  or  member 
tinder  the  action  of  the  direct  stress  or  force  P. 

In  the  case  of  the  eye-bar,  the  pull  of  the  force  P  re- 
moves a  part  of  the  deflection  w/i,  and  in  so  doing  performs 
work  in  aiding  to  lift  the  weight  W  of  the  bar,  the  re- 
manider  of  the  work  of  lifting  W  being  performed  by  the 

♦This   reference   is   to   "The  Elasticity  and  Resistance  of  Materials,"  by 
Wm.  H.  Burr. 


Art.  146.]       COMBINED  BENDING  AND  DIRECT  STRESS.  501 

elastic  efforts  of  the  bar  to  straighten  itself  from  the  de- 
flection wi  to  tt/,  the  latter  portion  of  the  work  being 

W2/3   /        u/^\ 

represented  by  the  quantity  pj\}  ~ — V'     Hence  the 

following  equation  of  work  may  be  written 

7' jl — I — )  ^T^iV  ~^/  =^^A(^^  -«^)-    (^°) 

The  conditions  under  which  the  work  represented  by 
eq.  (10)  is  performed  are  such  that  either  {wi  —w')  or 
{wi  +u/)  may  be  written  in  the  second  member.  The  re- 
sulting numerical  value  of  u/  will  be  the  same  in  both 
cases  but  affected  by  different  signs.  As  the  equation 
is  written  the  numerical  value  of  u/  will  be  negative. 

In  eq.  (10)  there  is  taken  /'  ^h^l,  the  length  of  panel, 
which  may  be  done  with  essential  accuracy. 

Dividing  both  sides  of  eq.  (10)  by  {wi  — «/)  and  solv- 
ing for  tt/, 

^ — rwTT (^^) 

25    P  Wi 

The  deflection  ^i  =  7q~e7  appearing  in  eq.   (11)  is  a 

known  quantity. 

After  It/  is  determined,  the  resultant  bending  moment 
at  the  center  of  the  bar  will  be 

WI 
M'  =  ~--Pt£/ (12) 

If  the  area  of  cross-section  of  the  bar  is  A,  the  maxi- 
mum intensity  of  stress  ^  in  it  will  be,  by  eq.  (2)  of  Art.  138, 

<=j(p+M'^) (13) 
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Or,  if  the  maximum  value  of  t  is  specified, 

^=7(^+-^i (14) 

h 
If  the  section  is  rectangular,  so  that  A=bh  and  d=-, 

,      I  /„     6M'\  ,    , 

and 

^-W^'-f) (■« 


When  the  depth  of  the  bar  is  small  v^  comparison  with 
the  length  /,  it  may  happen  that  the  resultant  or  final 
.  deflection  w'  will  be  such  as  to  make  the  bending  moment 
M'  equal  to  zero.     Or 

Wl  Wl 

iV^'=-y"-Pw/=o;     /.  «^=gp.  .     .     .     (17) 

When  u/  found  by  eq.  (17)  is  less  than  «;'  given  by 
eq.  (11),  eq.  (17)  is  to  be  employed.  The  result  shows 
that  the  bar  will  be  subject  to  no  bending,  but  that  it 
will  hang  like  a  flexible  cable.  The  conditions  thus  de- 
veloped are  those  which  indicate  when  a  horizontal  or 
inclined  bar  stressed  in  tension  ceases  to  act  partially 
as  a  beam  and  becomes  piirely  and  wholly  a  tie. 

These  formula?  are  perfectly  general  for  all  cases  of 
bars  or  members  in  tension,  even  for  small  sections  as  wire. 
Their  application  to  individual  cases  will  show  that  ex- 
cessive intensities  will  not  exist  where  simple^  tension 
members  are  held  tmder  stress  in  a  nearly  horizontal 
position. 
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Art.  147.  Size  of  Pins. 

The  exact  analytical  determination  of  the  pin  diameter 
in  any  particular  case  is,  like  many  other  matters,  in- 
volving the  elasticity  of  materials  impracticable,  although 
the  problem  in  its  simplest  form  was  subject  to  a  mathe- 
matical investigation  by  Charles  Bender,  C.E.,  in  Van 
NostraYuTs  Magazine  for  October,  1873.  One  or  two 
reasonable  assumptions,  which,  in  a  great  majority  of 
cases,  must  be  nearly  acciirate,  give  the  problem  a  simple 
character.  The  first  of  these  assumptions  is  that  the 
pressiire  applied  to  any  pin  has  its  center  at  the  center 
of  the  surface  of  contact.  Fig.  21  represents  the  half  of 
a  pin-connected  joint,  LL  being  the  center  line,  and  by 
this  assumption  the  center  of  pressure  between  each  of 
the  eye-bars  A,  5,  C,  D,  etc.,  and  post  bearing  P,  and  the 
pin  is  located  half-way  between  the  faces  of  those  members 
normal  to  the  axis  of  the  pin. 

If,  however,  a  pin  is  held  by  a  compression  member, 
such  as  an  upper  chord  or  post,  the  center  of  pressure  in  that 
member  may  be  taken  as  the  center  of  such  a  surface  as 
will  reduce  the  bearing  intensity  to  its  maximum  limit. 

It  is  to  be  premised  that  the  general  considerations 
touching  the  distribution  of  pressiu"e  between  rivets  and 
plates  given  in  Art.  141  hold  equally  true  for  pins.  The 
greatest  allowable  bearing  intensity  between  pins  and 
eye-bars  of  steel  generally  ranges  from  15,000  to  20,000 
pounds  per  square  inch  of  the  surface  found  by  multiply- 
ing the  diameter  of  pin  by  thickness  of  bar.  The  latter 
product  is  always  considered  the  bearing  surface. 

If  two  bars  only,  such  as  A  and  D,  act  on  each  ertd 
of  a  pin  it  is  clear  that  the  center  line  of  the  latter  will 
be  convex  toward  D,  The  result  will  be  a  movement  of 
the  centers  of  pressure  of  those  bars  toward  each  other, 
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SO  that  the  lever-arm  of  A  will  be  less  than  half  the  thick- 
ness of  that  member  plus  half  that  of  B.  The  second 
asstimption  given  above  seems  thus  reasonable,  and  may 
be  extended  to  the  case  of  a  pair  of  eye-bars,  only,  at  the 
end  of  a  pin.     When,  on  the  other  hand,  a  number  of 


Fig.  21. 


(L. 


eye-bars  of  various  sizes  take  hold  of  a  pin,  particularly 
if  the  bending  moments  have  different  directions  at  differ- 
ent sections  of  the  pin,  the  axis  of  the  latter  may  be  essen- 
tially straight  and  the  centers  of  pressure  should  be  taken 
according  to  the  first  assumption.  This  is,  in  reality, 
the  best  practice  in  all  cases,  for  if  the  center  of  pressure 
departs  from  the  axis  of  the  bar,  the  latter  will  be  subjected 
to  a  bending  moment  equal  to  the  tension  in  the  bar  mul- 
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tiplied  by  the  distance  of  the  center  of  presstire  from  its 
axis.  Hence  the  necessity  of  so  fixing  the  diameter  of 
pin  that  it  shall  be  as  stiff  as  possible. 

In  Fig.  21  let  a  be  the  distance  between  the  centers 
of  eye-bars  A  and  D ;  a'  that  between  D  and  B ;  a"  that 
between  B  and  £,  etc.  These  distances  a,  a',  a",  etc., 
should  always  be  taken  as  the  thickness  of  the  head  plus 
one  eighth  of  an  inch,  the  latter  amount  representing 
about  the  proper  clearance  in  the  best  work. 

Then  let  Ta,  T^,  T^,  etc.,  represent  the  total  tensions 
in  the  bars  A,  D,  B,  etc.  The  bending  moments  about 
the  centers  of  those  bars  will  then  be 

About  center  of  D.  .aTa\ 

B,Xa+a')Ta'-Tja'; 
E.  .(a  +a'  +a'')Ta  +Tya''  -  l\{a'  +a'0  ; 
etc.,  etc. 

The  rod  i?  is  a  counter  and  does  not  usually  act  when 
the  pin  receives  its  greatest  bending. 

The  preceding  moments  are  all  similarly  foimd  and 
are  about  vertical  axes  until  the  center  of  the  post  bear- 
ing, P,  is  reached.  The  tension  T  of  the  main  tension 
brace  T,  produces  a  moment  about  an  axis  normal  to  its 
own.  Let  it  be  supposed  that  the  resultant  moment  of 
all  the  chord  members  A,  B,  C,  D,  and  E  about  the  center 
of  P  is  right-handed  looking  vertically  down,  as  shown 
by  M'  in  Fig.  22. 

Let  M'  represent  that  moment  by  any  convenient 
scale.  The  moment  of  7  by  a^,  or  Ta^,  will  be  right- 
handed  looking  upward ;  and  let  Mr  represent  that  moment 
by  the  same  scale  as  before.  The  latter  line  is  drawn 
normal  to  the  axis  of  the  member  T,  The  line  M  will  now 
represent  by  the  same  scale  the  moment  to  which  the 
pin  is  subjected  at  the  center  of  P,  and  its  direction  is 
that  of  the  axis  of  the  moment. 
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The  greatest  pin  bending  in  the  lower  chord  will 
usually  take  place  with  the  greatest  chord  stresses,  but 
the  upper  chord  pins  will  receive  their  greatest  moments 
by  the  greatest  web  stresses. 

When  a  number  of  bars  are  coupled  to  the  pin  in  such 
a  joint  as  that  shown  in  Fig.  21,  it  is  usually  necessary 
to  test  a  ntunber  of  sections  in  order  to  find  the  greatest 
moment,  unless  the  bars  are  nearly  of  the  same  size  and 
placed  alternately  as  shown,  when  the  greatest  moment 
will  be  found  at  the  center  of  the  pin. 


Fig.  22. 


It  is  frequently  advisable,  however,  to  employ  different 
sized  bars  in  order  to  reduce  the  bending  moments,  a  small 
bar  being  placed  at  the  end  of  the  pin. 

The  same  reduction  of  bending  moments  is  brought 
about  even  more  effectually  by  the  arrangement  of  lower- 
chord  bars  shown  in  Fig.  23. 

In  that  figure  it  will  be  observed  that  the  lower-chord 
eye-bars  are  so  grouped  on  any  one  pin  that  the  stresses 
in  them  for  each  half  of  the  pin  form  couples  which  have 
opposite  signs  and  thus,  to  a  great  extent,  neutralize  each 
other. 

By  varying  the  sizes  or  thicknesses  of  the  bars  and  by 
resorting  to  the  method  of  grouping  shown  in  Fig.  23  (which 
represents  a  portion  of  an  actual  lower  chord)  the  bending 
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moments  in  lower-chord  pins  may  easily  be  reduced  to 
any  desired  extent  in  any  case.  This  method  of  grouping, 
however,  prevents  painting  the  contiguous  sides  of  two 
bars  in  contact  throughout  their  length  and  it  is  rarely 
used. 

It  is  evident  that  the  resultant  moment  shown  in 
Fig.  22  could  be  obtained  by  resolving  the  stress  T  mto 
its  vertical   and   horizontal   components*  and  combining 


Fig.  23 

their  moments  with  those  of  the  lower-chord  stresses,  making 
the  components  of  M  vertical  and  horizontal  instead  of 
vertical  and  inclined,  and  that  is  the  method  generally 
employed. 

The  bending  of  pins  is  much  increased  by  thickened 
eye-bar  heads,  since  the  thickening  increases  the  lever- 
arm  of  the  tensile  stress  in  the  eye-bar. 

The  preceding  operations  illustrate  the  general  method 
of  finding  the  bending  moment  to  which  a  pin  is  subjected 
in  all  cases;  the  component  moments  are  determined  from 
the  stresses  in  the  individual  truss  members,  and  the  re- 
sultant is  then  foimd  by  the  moment  triangle  or  polygon. 
The  pin  diameter  is  then  readily  fotmd. 

If  M  is  the  external  bending  moment,  /  the  moment 
of  inertia  of  the  normal  section  of  the  pin  about  its  diam- 
eter D,  and  K  the  intensity  of  stress  in  the  fibers  most 


♦For  a  detailed  illustration  of  pin  design  see  the  authors*  "  Influence  Lines, ' 
Chapter  VI. 
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remote  from  D,  it  is  known  from  the  theory  of  flextire. 

Since  I  =  -r—,  that 
64 

M -— ;     .-.  D  =  2.2^^-^.       .     .     .     (i) 


If  K  is  known,  eq.  (i)  gives  D  at  once  after  M  is  found 
by  the  general  method  exemplified  by  Fig.  22,  or  in  any 
other  manner. 

For  steel  pins  in  the  trusses  of  railway  bridges,  K 
may  be  taken  at  20,000  pounds.  This  value  in  eq.  (i) 
gives 

J9=o.o8i^M (2) 

There  are  numerous  tables  showing  the  bending  moments 
of  pins  of  all  usual  diameters  with  given  values  of  K,  so 
that  in  practice  the  computations  expressed  in  eqs.  (i) 
and  (2)  are  seldom  necessary.  The  value  of  M  is  deter- 
mined for  any  particular  case,  after  which,  by  the  simple 
inspection  of  a  table,  the  proper  diameter  may  be  chosen. 

It  is  seen  by  eq.  (i)  that  the  diameter  of  a  pin  varies 
directly  as  the  cube  root  of  M  and  inversely  as  the  cube 
root  of  K. 

It  may  sometimes  happen  that  Mj,  in  Fig.  22,  is  so 
small  that  it  may  be  neglected,  in  which  case  M=M\ 

No  pin  should  possess  a  diameter  less  than  eight  tenths 
the  width  of  the  widest  bar  coupled  to  it. 

When  bending  and  bearing  are  properly  provided  for 
a  safe  shearing  resistance  will  be  amply  secured.  If  the 
apparent  moment  in  the  pin  is  sufficient  to  cause  failure 
by  flexure,  it  does  not,  by  any  means,  follow  that  failure 
will  actually  take  place,  for  the  distortion  of  the  pin  beyond 
the  elastic  limit  will  relieve  the  outside  eye-bars  of  a  larger 
portion  (in  some  cases  perhaps  all)  of  the  stress  in  them. 
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This  result  will  produce  a  redistribution  of  stress  in  the 
eye-bars,  by  which  some  will  be  imderstrained  and  the 
others  correspondingly  overstrained.  Thus,  although  the 
pin  may  not  wholly  fail,  the  safety  of  the  joint  may  be 
sacrificed  by  the  overstrained  metal  in  the  eye-bars. 


Art.  148.  Camber. 

Camber  is  the  curve  given  to  the  chords  of  a  bridge, 
causing  the  center  to  be  higher  than  the  ends,  or  rather 
it  is  the  amount  of  rise  of  the  center  above  the  ends.  It 
is  given  to  a  truss  so  that  the  chords  may  not  fall  below 
a  horizontal  line  when  the  load  is  applied.  Fig.  24  repre- 
sents a  truss  with  exaggerated  camber.  The  actual  amount 
varies  from  -nmr  ^o  tsW  of  the  span. 

Camber  may  be  given  to  a  truss  either  by  lengthening 
the  upper  chord  or  shortening  the  lower  one;   the  latter 


Fig.  34. 

method  may  be  preferable  because  the  upper  chord  is 
sometimes  not  horizontal,  and  different  panel  lengths 
would  have  to  be  shortened  by  different  amounts. 

On  account  of  the  unavoidable  play  at  the  joints  of  all 
work,  the  shortening  of  the  lower  chord,  or  lengthening 
of  the  upper,  must  be  increased  by  about  ^  oi  axi  inch 
per  panel  in  order  to  secure  the  desired  camber. 

The  lower-chord  shortening  is  made  imiformly  through- 
out its  length;  that  is,  each  panel  length  is  shortened  by 
a   constant   quantity.     The   true    chords   will,    tlierefore. 
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It  is  to  be  borne  in  mind  that  one  half  the  horizontal 
distance  between  the  centers  of  end  pins  is  to  be  taken 
for  y  in  determining  R.  If  this  distance  is  assumed  in 
designing  the  truss,  then  the  panel  length  is  to  be  found 
by  dividing  /  or  /'  by  the  number  of  panels. 

If  the  panel  length  is  first  assumed,  and  the  camber 
produced  by  shortening  or  lengthening  it,  this  horizontal 
distance  is  essentially  equal  to  the  assumed  chord  length 
diminished  or  increased  by  D=da. 

In  order  to  hold  the  camber  in  a  truss,  the  diagonals 
must  be  shortened,  as  shown  in  Fig.  25.     The  diagonal 


/    « 


KiG.  25. 


which  was  bd  before  cambering  becomes  ed  afterward. 
ad  and  he  are  supposed  to  be  panels  in  the  upper  and  lower 
chords  respectively  before  putting  in  the  camber;  after- 
ward he  becomes  ef,  while  ad  remains  the  same ;  the  lower 
chord  is  supposed  to  be  shortened.  Let  x  be  the  amount 
of  shortening  of  each  panel  of  the  lower  chord  =  2fce  =  2/c, 
d  the  depth  of  the  truss,  and  p  the  original  panel  length 
equal  to  ad.     Then 

ed  =  \/d^^^^    IcP^lp-^y^ 


If  the  camber  is  produced  by  lengthening  the  upper 
chord,  then  ef  is  the  original  panel  length,  and  ad  the  new 
one,  and 
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ed  ^\/dc^  +ec^  =    l(P  4-  (p  +-)  . 

In  a  triangular  truss  the  diagonal  gc,  Fig.  26,  is  changed 
to 

If  the  upper  chord  is  lengthened,  eg  is  the  diagonal 
desired,  and  //'  the  original  panel  length  p.     Hence 

cg^Vd^^l(p+x)^. 

m 

Each  diagonal  is  to  be  shortened  to  the  length  ed. 


In  a  drawbridge,  each  arm,  in  giving  the  camber,  can 
be  considered  one  span,  but  the  whole  amount  of  shorten- 
ing in  the  lower  chord  of  one  arm  must  also  be  taken 
out  of  the  upper  chord  at  the  center.  If  this  is  not  done, 
the  ends  will  sink  below  their  original  positions. 

Art.  149.  Economic  Depth  of  Trusses  with  Parallel  Chords. 

The  so-called  economic  depth  of  truss  for  a  given 
span  is  that  depth  which  involves  the  least  material  or 
weight  of  metal  in  the  bridge.  This  depth  depends  upon 
the  intensity  of  moving  load  for  each  truss,  the  length  of 
panel,  the  greatest  allowable  stresses,  etc.  Various  mathe- 
matical investigations  have  been  made  with  a  view  to  the 
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determination  of  this  depth  of  truss  in  terms  of  the  length 
of  span,  but  on  accoimt  of  the  exceedingly  intricate  char- 
acter of  the  problem,  any  feasible  analysis  must  be  based 
upon  assumptions  which  simplify  the  analytical  opera- 
tions, but  render  the  results  only  approximately  true. 
These  investigations,  however,  and  the  experience  of 
American  engineers,  show  that  a  depth  varying  from  one 
fifth  to  one  seventh  the  length  of  span  will  give  the 
least  weight  of  truss;  the  former  for  very  heavy  loads, 
as  in  two-truss  double-track  bridges,  and  the  latter  for 
light  loads. 

When  the  span  becomes  long,  i.e.,  400  to  500  feet, 
the  depth  of  truss  increases  to  an  tmusual  height,  and  the 
cost  of  erection  is  correspondingly  large.  The  depth  is 
then  frequently  taken  not  larger  than  one  eighth  the  span, 
or  even  less. 

Again,  local  conditions,  such  as  the  necessarily  uniform 
depth  (for  the  sake  of  appearance)  of  adjacent  spans  of 
varying  length,  sufficient  depth  of  short  spans  for  over- 
head bracing  (necessary  for  lateral  stability),  etc.,  in  the 
majority  of  cases  exclude  the  use  of  the  economic  depth, 
even  if  it  were  exactly  known. 

It  is  to  be  borne  in  mind  also  that  the  lightest  truss 
is  not  necessarily  the  cheapest.  That  bridge  is  the  most 
economical  which  can  be  made  ready  for  traffic  for  the 
least  money. 

Facility  in  working  up-  details,  and  the  least  possible 
amount  of  time  in  the  shop,  are  important  elements  in 
every  design. 

In  fact  the  lightest  weight  does  not  make  the  most 
economical  bridge,  for  the  reason  that  the  shop  cost  per 
pound  is  greater  than  with  a  somewhat  increased  weight 
of  metal.  When  it  is  borne  in  mind  that  a  considerable 
variation  may  be  made  from  the  depth  of  least  weight 
without  affecting  that  weight  to  any  considerable  extent 
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(as  actual  computations  show  to  be  the  case),  it  is  easy 
to  understand  that  the  truly  economic  depth  is  materially 
less  than  that  which  gives  precisely  the  least  weight  of 
material. 

Long  panels  are  an  economic  feature  of  any  bridge 
possessing  a  system  of  floor-beams  and  stringers,  as  well 
as  conducive  to  other  points  of  merit.  The  resulting  con- 
centration of  metal  not  only  leads  to  less  weight  and  rate 
of  cost  in  the  shop,  but  enhances,  also,  the  stiffness  and 
stability  of  the  individual  members. 

For  economy  in  weight,  long  panels  require  a  greater 
depth  than  shorter  panels. 

This  much  may  be  said  in  regard  to  continuous  trusses : 
On  account  of  the  existence  of  the  points  of  contraflexure, 
they  require  considerably  less  depth  than  trusses  that  are 
not  continuous,  used  on  the  same  points  of  support.  The 
depth  of  the  latter,  therefore,  is  a  limit  which  should  never 
be  reached  by  the  depth  of  the  former. 

Art.  150.  Safety  Factors  and  Working  Stresses. 

Although  the  subjects  of  safety  factors  and  working 
stresses  properly  belong  to  the  domain  of  the  resistance 
of  materials,  they  may  here  be  touched  upon  in  a  general 
manner. 

The  fixed  weight  of  a  long  span-bridge  is  much  greater 
per  foot  than  that  of  a  short  span.  Again,  it  has  been 
seen  in  a  preceding  article  that  the  moving  load  per  foot 
for  a  long  span  may  be  less  than  that  for  a  short  span. 
For  both  these  reasons  the  variations  of  stress  in  passing 
from  a  loaded  to  an  imloaded  condition  are  much  greater 
in  the  material  of  a  short  span  than  that  of  a  long  one. 
Consequently  the  material  will  be  much  more  fatigued 
in  a  short  span  than  in  a  long  one. 

Although  the  subject  of  fatigue  of  metals  is  yet  in 
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an  unsettled  state,  it  is  clearly  established  that  these 
conditions  of  stress  in  short  spans  demand  a  larger  safety- 
factor  or  smaller  working  stress  than  those  in  long  spans. 

Again,  in  any  bridge  or  truss  whatever  carrying  a 
moving  load,  some  parts  are  subject  to  a  much  greater 
variation  of  stress  in  the  process  of  first  being  subject 
to  and  then  relieved  of  loads  than  others. 

Counterbraces  may  not  be,  and  probably  are  not, 
strained  at  all  by  the  fixed  load;  but  they  take  a  proper 
working  stress  under  the  action  of  the  moving  load. 

The  condition  of  loading  for  greatest  stress  in  any 
main  web  member,  except  those  at  the  ends,  is  a  partial 
covering  of  the  span,  but  the  fixed  load  is  distributed 
over  the  whole  span.  Hence  the  variation  of  stress  in 
the  main  web  members  will  be  greatest  at  the  middle 
of  the  span  and  least  at  the  end.  At  the  center,  however, 
the  variation  is  much  less  than  in  the  counterbraces. 

The  fatigue  of  the  material,  therefore,  requires  that  the 
greatest  safety  factors  or  least  working  stresses  be  found 
in  the  counterbraces,  and  that  the  working  stresses  in  the 
main  web  members  at  the  center  be  greater  than  those 
in  the  counterbraces,  but  less  than  those  in  the  main  web 
members  at  the  ends  of  the  truss. 

The  disposition  of  the  moving  load  for  the  greatest 
chord  stresses  is,  in  all  cases,  essentially  the  same  as  that 
of  the  fixed  load.  Hence  the  variation  of  stress  will  be 
essentially  the  same  throughout  the  chords,  and  the 
safety  factor  or  working  stress  may  be  uniform  throughout 
each  chord,  the  safety  factor  being  the  same  as  that  in 
the  end  web  members  sustaining  the  same  kind  of  stress. 

If  a  structure  is  to  carry  a  fixed  load  only,  the  safety 
factor  may  be  three  for  wrought  iron  and  steel  and  but 
little  greater  for  good  qualities  of  cast  iron  and  timber. 
As  a  rule,  however,  cast  iron  and  timber  require  a  much 
larger  safety  factor  than  wrought  iron  and  steel.     Local 
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circumstances  affect,  to  a  great  extent,  working  stress. 
If  the  risk  (respecting  life  and  property)  attending  failure 
is  small,  the  safety  factor  may  be  small  also.  But  if 
the  risk  is  great,  the  safety  factor  must  be  correspondingly 
great. 

In  the  truss  members  of  long-span  bridges  steel  of 
the  safety  factor  may  vary  from  three  and  a  half  or  fotu- 
to  five;  but  in  short  spans  of  the  same  material  they 
should  vary  from  about  five  to  six. 

Good  cast-iron  members  should  be  found  with  safety 
factors  varying  from  six  to  ten,  while  those  for  timber  may 
vary  from  eight  to  twelve. 

It  is  not  to  be  supposed  from  these  large  safety  factors 
that  the  determination  of  the  stresses  or  the  character 
of  the  various  materials  is  so  excessively  imcertain.  It 
is  certainly  true  that  there  is  some  indetermination  in 
these  respects,  but  only  a  little  in  comparison  with  that 
connected  with  the  mode  of  application  of  the  moving 
load. 

With  a  perfect  condition  of  track,  a  rapidly  moving 
train  is  supposed  by  many  to  approximate  very  closely 
to  a  suddenly  applied  load,  although  it  is  quite  certain 
that  it  does  not.  For  this  reason  some  engineers  have 
doubled  the  moving  loads  in  making  their  calculations 
and  then  fixed  the  values  of  the  safety  factors  as  if  all 
loads  were  gradually  applied. 

But  no  track  is  in  perfect  condition,  and  all  rough 
places,  or  lack  of  continuity,  such  as  rail  joints  more  or 
less  open,  produce  shocks  which  cause  greater  stress  than 
any  suddenly  applied  loads.  The  amounts  of  these  last 
stresses  are  indeterminate,  for  the  extent  of  their  causes 
can  scarcely  be  determined. 

Again,  Mr.  J.  W.  Cloud,  C.E.,  at  the  Philadelphia  meeting 
of  the  American  Institute  of  Mining  Engineers,  February, 
1 88 1,  pointed  out  the  existence  of  certain  hitherto  un- 
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recognized  stresses,  such  as  those  caused  by  the  vertical 
component  of  the  thrust  of  the  connecting-rod  of  a  loco- 
motive, which  alternates  in  direction  twice  in  each  revolu- 
tion of  the  driving-wheels,  thus  producing  a  pulsating 
effect,  as  well  as  those  which  arise  from  the  lack  of  balance 
of  the  driving-wheels  in  a  vertical  direction. 

All  these  causes  produce  stresses  which  it  is  impossible 
to  measure,  and  the  safety  factor  must  cover  all  uncer- 
tainties. 

It  is  possible  that  a  more  highly  perfected  track  and 
the  production  of  more  nearly  uniform  material  in  con- 
nection with  an  extended  experience  may  justify  the 
reduction  of  safety  factors. 

Art.  151.  The  Resistance  of  Solid  Metallic  Rollers. 

An  approximate  expression  for  the  resistance  of  a  roller 
may  easily  be  written,  and  although  the  approximation 
may  be  considered  a  loose  one,  it  furnishes  an  excellent 
basis  for  an  accurate  empirical  formula. 

The  following  investigation  contains  the  improvements 
by  Prof.  J.  B.  Johnson  and  Prof.  H.  T.  Eddy  on  the  method 
originally  given  by  the  author. 

The  roller  will  be  asstuned  to  be  composed  of  indefi- 
nitely thin  vertical  slices  parallel  to  its  axis.  It  will  also 
be  assumed  that  the  layers  or  slices  act  independently  of 
each  other. 

Let  E'  be  the  coefficient  of  elasticity  of  the  metal  over 
the  roller ; 
E  be  the  coefficient  of  elasticity  of  the  metal  of 

the  roller; 
R  be  the  radius  of  the  roller  and  R'  the  thickness 

of  the  metal  .above  it ; 
w  —intensity  of  pressure  at  A ; 
/>=        **        ''        ''        ''  any  other  point ; 
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P=  total  weight  which  the  roller  sustains  per  unit 

of  length ; 
X  be  measured  horizontally  from  A  as  the  origin; 
d=AC; 
e^DC. 


Fig.  37. 


From  Fig.  2  7, 


AB  =  ^;    A'B'^^. 


'T^^^P^ 


.'.  d=AC=AB+BC 


(R    R'\ 


and 


A'C^A'B'+B'C 


(R    R'\ 


Dividing  eq.  (2)  by  eq.  (i), 


(I) 


(2) 


p^A'C'^. 
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But 

If  the  curve  DAH  be  assumed  to  be  a  parabola,  as  may 
be  done  without  essential  error,  there  will  result 


3 
Hence 


f^^A'Cdx^^ed. 


P-jwe.    . (3) 

But. 

e  ^y/iRd-cP  =  V '^Rd  (nearly). 

By  inserting  the  value  of  d  from  eq.  (i)  in  the  value 
of  e,  jtist  determined,  then  placing  the  result  in  eq.  (7), 

pM.w^R{^+§) (4) 


3 
liR-R',  

3"N-"'    EE' 


P=^i?j2a;3if^ (5) 


The  preceding  expressions  are  for  one  tmit  of  length. 
If  the  length  of  the  roller  is  /,  its  total  resistance  is 

P'-F/-|/vp^^T|) (6) 

Or,  a  R^R', 

pr^^RlsP^ (7) 


\ 
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In  ordinary  bridge  practice  eq.  (7)  is  sufficiently  near 
for  all  cases. 

A  simple  expression  for  conical  rollers  may  be  obtained 
by  using  eqs.  (4)  or  (5). 

As  shown  in  Fig.  28,  let  z  be  the  dilstance  parallel  to  the 
axis  of  any  section  from  the  apex  of  the  cone;  then  con- 
sider a  portion  of  the  conical  roller  whose  length  is  dz. 

A 


Fig.  28. 

Let  Ri  be  the  radius  of  the  base.     The  radius  of  the  section 
under  consideration  will  then  be 


R'-jRu 


and  the  weight  it  will  sustain,  if  Ri  =/?'/ 


Hence 


(8) 


Eqs.  (6),  (7),  and  (8)  give  ultimate  resistances  if  «;  is 
the  ultimate  intensity  of  resistance  for  the  roller. 

It  is  to  be  observed  that  the  main  assumptions  on 
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which  the  investigation  is  based  lead  to  an  error  on  the 
side  of  safety. 

If  for  steel  «;  =  15,000  pounds  per  sqtiare  inch,  and 
£=£'=30,000,000  pounds,  eq.  (5)  gives 

8      \u^ 

Theodore  Cooper's  specifications  require,  §  53,  that  the 
pressure  per  linear  inch  of  steel  rollers  shall  not  exceed 
1200  Vc/,  d  being  the  diameter  of  the  roller  in  inches. 
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